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SPECIMENS,    4*e. 


EDWARD  VI. 


The  reign  of  Edward  VI.  is  remarkable  for 
the  establishment  of  the  reformation.  This 
great  events  so  beneficial  to  the  interests  of 
hnmanity^i  served  only  to  clog  the  progress  of 
elegant  literature^  and  to  postpone  the  reign 
of  taste.  The  objects  of  study  were  now  en« 
tirely  changed.  The  breaking  up  of  the  old 
religion  split  the  world  into  a  variety  of  differ* 
ent  and  hostile  sects.  The  bible  being  open  to 
the  people,  every  man,  whether  learned  or  un- 
learned, was  eager  to  familiarise  himself  with 
its  contents,  and  ambitiou;  of  commenting 
and  illustrating  it.  All  were  absorbed  in  reli- 
gious speculations.    Europe  exhibited  but  one 
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scene  of  polemical  warfare ;  and  the  talents  of 
mankind  were  monopolized  by  theological  con- 
tention. The  topics  which  now  kindled  the 
Itrdour  of  the  most  accomplished  scholars,  were , 
enquiries  into  t\\e  practices  and  maxipis  of  the 
primitive  ages ;  the  nature  of  civil  and  ecclesir 
astical  jurisdiction;  the  authority  of  scripture 
and  tradition ;  of  popes,  councils,  and  schpolr 
men — atopics,  which,  from  prejudice  and  pas-? 
sion,  as  well  as  from  their  want  of  philosophic 
habits  of  discussion,  they  were  unable  to  treat 
with  precision. 

One  of  the  first  effects  of  the  reformation 
was,  that  the  revenues  of  the  clergy  were 
seized  under  pretence  of  zeal  for  religion. 
Even  the  students  of  the  universities  w«re  de-: 
(>rived  of  their  exhibitions  and  pensions ;  so 
tbat  Roger  Ascham  complains,  in  a  letter  to 
the  marquis  of  Northampton,  dated  1550,  that 
the  grammar*  schools  throughout  England  will 
be  ruined;  and  that  the  universities  themselves 
must  speedily  become  extinct.  At  Oxford, 
both  professors  and  pupils  deserted  the  schools  ; 
and  academical  degrees  were  abolished  as  an- 
tichristian.  The  reformers,  not  content  with 
deansing  Christianity  from  catholic  corruptions,, 
earried   their  absurd  refinements  so  far  as  to 
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assert  the  inutility  of  all  human  learning;  and 
thus  reformation  degenerated  into  fanaticism. 
In  this  enlightened  spirit  of  innovation,  these 
zealous  advocates  for  apostolic  simplicity  and 
primitive  ignorance,  at  a  visitation  of  the  uni- 
versity of  O^ord,  stripped  the  Humphredian 
library  of  all  its  books  and  MSS.  many  of 
which  were  utterly  destroyed,  and  among  the 
Test>  a  great  number  of  classics^  condemned 
as  antichristian. 

Yet>  notwithstanding  these  untoward  circum- 
stances, the  reformation  was  an  event  perhaps 
more  auspicious  to  human  improvement  than 
any  which  adorns  the  annals  of  time^  It  pro- 
duced, beyond  all  other  causes  that  can  be  ima- 
gined, intellectual  activity,  the  harbinger  of 
free  enquiry-^the  only  sure  cause  of  the  pro- 
gress of  society.  A  change  of  manners  in  the 
church  was  the  instantaneous  result.  The  clergy> 
unable  to  prevail  by  force,  were  compelled  to 
try  argument ;  and  their  state  of  brutal  igno- 
rance vanished.  The  learned  order  of  jesuitsj 
who  succeeded  the  friars  as  champions  of  th^ 
papal  hierarchy,  undoubtedly  sprang  from  the 
reformation ;  and  thus  Rome  had  once  more 
its  age  of  learning; 

This  general  state  of  intellectual  excitement^ 
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however  unfavourable^  in  the  first  instance^  to 
that  department  of  literature  commonly  stiled 
the  Belles  Lettres,  was  eventually  conducive  to 
the  advancement  of  every  kind  of  learning. 
The  minds  of  men  were  awake  and  active  ;  and 
required  only  to  be  favoured  by  their  political! 
condition^  to  exert  some  of  the  highest  eiforts 
of  intellect.  Of  this  remark  we  shall  have  am- 
jJe  proof  when  we  come  to  the  reign  of  Eliza- 
beth. 
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BISHOP  GJRDINBB. 


A  MOST  determined  enemy  to  the  reformat 
tion^  was  Stephen  Gardiner^  bishop  of  Win- 
cheifter^  and  chancellor  of  England^  bom 
about  148S>  at  Bury  St*  Edmund's^  in  Suffolk* 
He  was  educated  at  Trinity  College>  Cam- 
bridge, where  he  distinguished  himself  by  his 
knowledge  of  Greeks  for  his  promptitude  in 
writing  and  speaking  Latin>  and  for  his  talents 
in  general*  He  subsequently  confined  his  stu-* 
dies  almost  exclusively  to  the  civil  and  canon 
law>  in  which  sciences  he  took  the  degree  of 
doctor  in  li21.  His  reputation  at  the  university 
recommended  him  to  the  notice  of  the  duke  of 
Norfolk^  and  particularly  to  Cardinal  Wolsey, 
whotookhimintohishouse*  From  this  situation 
he  gradually  rose  to  the  high  station  which  he 
ultimately  filled.  In  1^31,  he  was  consecrated 
bishop  of  Winchester.  On  the  disgrace  of 
Cromwell  he  was  elected  chancellor  of  the  uni« 
versity  of  Cambridge ;  a^id  on  the  accession  of 
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queen  Mary,  in  1553,  was  declared  chancellor 
of  England.  He  died  in  1555. 

Gardiner,  from  his  talents,  his  age,  and 
authority,  was  the  most  formidable  opposer 
of  the  refoemation.  He  Was  willing  to  submit 
to  the  ecclesiastical  model  established  by 
Henry  VHL  whose  wisdom  icnd  learning 
be  was  forward  to  extol;  but  was  sifratd  t6 
aUow,  and  therefore  strenuously  opposed  all 
foirther  innovation.  The  attack  on  thepopisb 
superstitions  was  now  beg^n  by  the  protesjtaiirts. 
from  various  quarters.  Ridley,  bishop  of  Lon-^ 
don,  afterwards  fellow  martyr  with  Latimer,  in  a 
sermon  preached  before  the  coprt  at  the  com- 
mencement of  this  reign>  bojdly  attacked  the 
use  of  images'  and  holy  water;  superstitions' 
which  were  defended  by  Gardiner,  in  a  letter 
written  tp  Ridley  in  consequence  of  that,  ser- 
mon. I  shall:  e;^Uact  certain  p^rt^  of  tjiiis  Ipng 
letter  as  a  specimen  of  the  bishop's  mamier,  as; 
likewise,  of  the  opinions  common. ia  that  tigev 
The  letter  is  preserved  inFos:e'a  ActSialidMon- 
numenta,  and  is.  by  no  means  marked  .by.  that 
absurdityy  which  the  nSatuare  .6f  •  the  subfedt 
w,ould'Beem,taiadicate..:.  \  ,    ;;     *'    ;  .    , ,.     ' 


•-  .* 


.  blaster  Ridley,  after  right  hearty  ,com»iendations, 
it'chanceii  me  upon  Wednesdky  last  past,'  to  be  pre- 


sent  at  ytnt  sermon  in  the  court,  whereiil  I  heard, 
you  confirm  the  doctrine  in  religion,  set  forth  by 
our  late  sovereign  lord  and  master,  if^hose  soul  God 
pardon,  admonishing  your  audience,  that  ye  would  spe-* 
cially  travail  in  the  confutation  af  the  bishop  of  Rome's 
pretended  authority  in'  government  and  usarped 
power,  and  in  pardons,  whereby  he  hath  abused 
himself  in  heaven  and*  earth.  Which  two  matters 
I  note  to  be  plain,  and  hear  wiUiout  controversy* 
In  the  other  tw6  ye  spake  of,  timching  images  and 
ceremonies ;  and  as  ye  touched  it,  specially  for  holy 
water  to  drive  away  devils.  Tor  that  you  declared 
yourself  always  desirous  to  set  forth*  the  meer  truth, 
with  great  desiire  of  unity  as  ye  professed,  not  ex^^ 
tending  any  yoiir  asseveration,  beyond  your  knoW'* 
ledge ;  but  alwajrs  adding  such  like  words  (as  far  as 
ye  had  read)  and  if  any  man  could  shew  you  further, 
ye  would  hear  him  '(wherein  you  were  much  to  be 
commended>^Upon :  these'  considerations,  and  for 
the  desire  I  have^i^linity,  I  have  thought  myself 
bound  to* commukiicafte  to  you  that  which  I  have- 
read' in  the  matter  of  hnages  and  holy  water ;  to  the 
entcnt  ybii  may  by  ydufrself  consider  H,'a«d  so  weighs 
before  fhat  ye  ^ill  speak  in'  those  two  points,  as  y^ 
jii'ay  (retaining  y6Ur  own  principles)  affirm  %till  thaf 
ye  would  affirm,  and  niay  indeed  W  affirihed  and' 
maintained,  wherein  IhaJve- seen  other  forget  them* 
selves.        -.'.';/.''   1.   . 


10  OAtltltKlSfi* 

Firsts  i  s^d  unto  you  herewith  (which  t  am  sure 
ye  have  read)  that  Eiisebius  writeth  of  images,  wher&* 
by  appeareth)  that  images  have  been  of  great  anti^ 
quity  in  Christ's  church*  And  to  say  we  may  have 
images^  or  to  call  on  thttn  when  they  represent 
Christ  or  his  saints^  be  over  gross  opinions  to  enter 
into  your  learned  head^  whatsoever  the  unlearned 
would  tattle.  For  you  know  the  text  of  the  old  law| 
--^•-ium  fades  tibi  sd^fHlti^^ioThiMeth.  no  more  images 
i)ow,  than  another  text  forbiddeth  to  u^  puddings* 
And  if  ofniUa  be  munda  nnrndis^  to  the  belly,  there 
can  be  no  cause  why  they  should  be  to  themselves, 
impura  to  the  eye,  wherei)i  ye  can  say  much  more* 
And  then  when  we  have  images,  to  call  them  idols^ 
is  a  like  fault  in  fond  folly,  as  if  a  man  would  say» 
(regemj  a  tyrant,  and  then  bring  in  old  writers  to 
prove,  that  tyrannm  signified  once  a  king,  like  as 
Hokutt  signified  once  an  image*  But  like  as  tyrannm 
was,  by  consent  of  men,  appropriate  to  signify  an 
usurper  of  that  dignity,  and  aii  untrue  king ;  so  hath 
idohan  i>een  likewise  appropriate  to  signify  a  false 
representation  and  a  false  i^nage :  insomuch,  as  there 
was  a  solemn  anathematization  of  all  those  that 
would  call  an  image  an  idol;  as  be  were  Nvortby  to 
be  haoged  that  would  call  the;  king  our  master  (God 
save  him)  our  true  ju^t  king>  a  tyia^t;  and  yet  in 
talk  he  might  shew,  that,  a  lyrant  signified  some-^ 
time  a  king.     But  speech  i^  regarded  in  his  present 
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•igbiiication,  which  I  doubt  not  yt  can  consider  right 
well. 

I  verily  think  that  for  the  having  of  images,  ye 
will  say  enough,  and  that  also^  when  we  have  them, 
we  should  not  despise  them  in  speech,  to  call  them 
idols,  ne  despise  them  with  deeds,  to  mangle  them 
or  cut  them,  but  at  Uie  least  sufier  them  to  stand  un« 
torn.  Wherein  LuUier  (that  polled  away  all  other 
regard  to  than)  strove  stoutly  and  obtained  (as  I 
have  seen  in  divers  of  the  churches  in  Germany  of 
his  reformation)  that  they  should  (as  they  do)  stand 
still. 

AU  the  matter  to  be  feared  is,  excess  in  worship* 
ping^  whercfin  the  church  of  Rome  hath  been  very 
precise;  and  specially  Gregory,  writing  EjpUcopo 
MastUien;  which  is  contained,  d«  omMecratio*  t>istinct* 
3.  as  followeth  :•— 

Perlatmn  ad  not  Jueraty  quod  tnammderato  zelo  ate^ 
census  sancforwn  imagines,  sub  hac  quaque  excuaUuMC 
ne  edorari  ddument^  confregeris;  et  qvidem  eas  ado^ 
Tcare  fxtmsse  ommno  laudamuSf  fregisse  vero  rtprekeudi* 
tnus.  Die  f rater,  a  quo  factum  esse  sacerdote  aUquando 
auditum  est,  quodfecisti  f  Aliud  est  enim  picturam  ado^ 
rare,  aliud  per  picturam  historiam,  quid  sit  adorastduin, 
addiseere.  Nam  quod  legentUms  scripturuy  hoc  et  idiotia 
prmstat  pktura  cementibus,  quia,  in  ipsa  igmrantes  ri- 
dent  quid  sequi  debeant  in  ipsa  legunt  qui  literas  nescir 
fmt.   Nude  et  prcscipue  gentibus  pro  lectionc  pietura  est* 
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Herein  is  fbrbiddeti  adoration,  and  then  in  stxiii 
iynodo  was  declared  what  manner  of  adoration  is 
forbidden^  that  is  to  saj,  godly  adoration  to  it^  being 
a  creature ;  as  is  contained  in  the  chstpter^  venerdbi* 
les  imagines^  in  the  same  distinction  in  this  wis^; 

VetierabUei  itnagmes  chrisHam^  non  deosj  appeUmU  ; 
neque  serviunt  m  ut  DnSy  neque  spem  salutis  ponunt  in 
tisy  neque  ab  eis  expectant  futurwm  jwdicmrn^  sed  ad  mt* 
moriam  et  recordationem  primitivorum  vendrantur  em  et 
ddoranty  sed  non  serviunt  eis  cultu  divinOy  nec  tdicui 
,  creatures* 

By  which  doctrine,  all  idolatry  is  plainly  exclud-» 
ed  in  evident  words.  So  as  we  cannot  say  that  the 
worshipping  of  images  had  his  beginning  by  popery : 
for  Gregory  forbad  it,  unless  w6  shall  call  that  synod 
popery,  because  there  were  so  many  bishops^  And 
there  is  forbidden  cultus  drdmtSy  and  agreeth  with 
our  aforesaid  doctrine,  by  which  ^e  may  crdep  be-' 
fore  the  cross  on  Good  Friday,  wherein  we  have  the 
image  of  the  crucifix  in  honour^  atid  use  it  in  a  l¥or-> 
^hipful  place,  and  so  earnestly  look  on  it^  and  con-' 
Ceive  that  it  signifieth,  as  we  kneel  and  creep  before 
it,  whiles  it  lieth  there^  and  whilst  that  remem.-' 
brance  is  in  exercise ;  with  which  crqss  neverthe-' 
less,  tl^  sexton  when  he  goeth  fof  a  cor^e,  will  not 
'  be  afraid  to  be  homely^  and  hold  it  under  his  gown ^ 
whiles  he  drinketh  a  pot  of  ale;  sl  point  of  homeli" 
ness  that  might  be  left;  but  yet  it  declare th  that  bcf 
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esteemed  no  divinity  in  the  image.  But  ever  since 
I  was  born,  a  poor  parishioner,  a  layman,  durst  be 
so  bold  at  a  shift  (if  he  were  also  church-warden)  to 
sell  to  the  use  of  the  church  at  lenj^th,  and  his  own 
jn  the  mean  time,  the  silver  cross  on  Easter  Monday, 
that  was  creeped  unto  oq  Good  Friday.  In  special* 
ties,  there  have  been  special  abuses ;  but  generally, 
images  have  been  taken  for  images,  with  an  office  to 
signify  an  holy  remembrance  of  Christ  and  his  saints. 
And  as  the  sound  of  speech  uttered  by  a  lively 
image,  and  representing  to  the  understanding,  by  the 
sense  of  hearing  godly  matter,  doth  stir  up  the  mind, 
and  therewith  the  body,  to  consent  in  outward  gefri 
ture  of  worshipful  regsu-d  to  that  sound ;  so  doth  the 
object  of  the  image  by  the  sight,  work  like  effect  in 
man,  within  and  without,  wherein  is  verily  wor« 
shipped  th^t  we  understand;  imd  yet  reverence  and 
worship  also  shewed  to  that,  whereby  we  attain  that 
understanding,  and  is  to  us  in  the  place  of  an  in- 
strument; so  as,  it  hath  no  worship  of  itself,  but 
remaineth  in  his  nature  of  stone  or  timber,  silver, 
copper,  or  gold. 


Now  will  I  speak  somewhat  oi  holy  water,  where- 
in I  send  unto  you  the  four  and  thirtieth  chapter  in 
the  ninth  book  of  the  history  Tiipartite^  where  Mar- 
cellus  the  bishop  bad  Equitius  his  deacon  to  cast 
abroad  water  by  him  $rst  hallowed,  wherewith  to 
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drive  away  the  devil.  And  it  is  noted  how  the  devil 
could  not  abide  the  virtue  of  the  water,  but  vanished 
away.  And  for  my  part,  it  seemeth  the  history 
may  be  true :  for  we  be  assured  by  scripture,  that 
in  the  name  of  God,  the  church  is  able  and  strong 
to  cast  out  devils,  according  to  the  gospel,  in  nomine 
meo  cktmonia  ejicivnt^  &c.  So  as  if  the  water  were 
away,  by  only  calling  on  the  name  of  God  that 
mastery  niay  be  wrought.  And  the  virtue  of  the 
effect  being  only  attributed  to  the  name  of  God,  the 
question  should  be  only,  whether  the  creature  of 
water  may  have  the  office  to  convey  the  effect  of  the 
holiness  of  the  invocation  of  God's  name, 

A  man  might  find  some  youngling  percase,  that 
would  say,  how  worldly,  wily,  witty  bishops  have 
inveigled  simple  things  heretofore;  and  to  confirm 
their  blessings,  have  also  devised  how  kings  should 
bless  also,  and  so  authority  to  maintain  where  truth 
failed ;  and  I  have  had  it  objected  to  me,  that  I  used 
to  prove  one  piece  of  mine  argument  ever  by  a  king, 
as  when  I  reasoned  thus : — if  ye  allow  nothing  but 
scripture,  what  say  you  to  the  king's  rings?  But 
they  be  allowed;  ergOy  somewhat  is  to  be  allowed 
besides  scripture.  And  another  i  if  images  he  for« 
bidden,  why  doth  the  king  wear  St.  George  on  his 
breast?  But  he  weareth St. George  on  his  breast; 
argo^  images  be  not  forbidden.     If  saints  be  not  ta 
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be  worshipped;  vfhy  keep  we  St.  George^s  feast? 
But  we  keep  St,  George's  feast,  ergo,  &c.    And  in 
this  mattei^  of  holy  water,  if  the  strength  of  the  in* 
vocation  of  the  name  of  God,  to  driye  away  the 
devils,  cannot  be  distribute  by  water ;  why  can  it 
be  distribute  in  silver ;  to  drive  away  diseases,  and 
the  dangerous  disease  of  the  falling  evil.     But  the 
rings  hallowed  by  the  holy  church  may  do  so  ;  ergo, 
the  water  hallowed  by  the  church  may  do  like  ser- 
vice,   These  were  sor^  arguments  in  his  time,  and 
i  trust  be  also  yet,  and  may  be  conveniently  used, 
to  such  as  would  never  make  an  end  of  talk,  but 
«n'ake  up  every  thing  that  their  dull  sight  cannot  pe^ 
netrate;  wherein,  methought,  ye  spake  effectually, 
when  ye  said,  men  must  receive  the  determination 
of  the  particular  church,  and  obey  where  God's  law 
repugneth  not  expressly.    And  in  this  effect,  to  drive 
away  devils,    that  prayer  and  invocation  of  the 
church  may  do  it,  scripture  mainuiineth  evidently  ; 
and  the  same  scripture  doth  authorise  us  so  to  pray, 
and  encourageth  us  to  it.        •        *        *        * 

Albeit  there  hath  been  between  you  and  me  no 
familiarity,  but  contrariwise,  a  little  disagreement 
(which  1  did  not  hide  from  you),  yet  coasidering  the 
fervent  zeal  ye  professed  to  teach  Peter's  true  doc* 
trine^  that  is  to  say,  Christ's  true  doctrine,  where* 
nuto^ye  thought  the  doctrine  of  images  and  holy 
^ater,  to  put  away  devils  agreed  not,  I  have  willing* 
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]y  spent  this  time  to  communiicaie  unto  you  my 
folly  (if  it  be  folly)  plainly  as  it  is,  whereupon  ye 
may  have  occasion  the  more  substantially,  fully,  and 
plainly,  to  open  these  matters  for  the  relief  of  such 
9S  be  fallen  fron^  the  truth,  and  confirmation  of  those 
that  receive  and  follow  it,  ^herein  it  hath  been  ever 
much  commended,  to  have  such  regard  to  histories 
of  credit,  and  the  continual  use  of  the  church,  rather 
to  shew  how  a  thing  continued  ,from  the  beginning, 
as  holy  water  and  images  have  done,  may  be  well 
used,  then  to  follow  the  light  rash  eloquence,  which 
is^ever  ad  manumy  to  mock  and  improve  that  is 
established,  &c.  &Ci 

Your  Ipving  friend,. 

Stephen  Winchester^ 


The  public  character  of  bishop  Gardiner  is 
well  known.  In  a  personal  view,  he  was  a 
man  of  considerable  les^ming  and  talents ;  but 
though  his  sentiments  were>  in  some  respects, 
of  a  liberal  cast^  his  temper  was  haughty^  am- 
bitious^ and  cruel.  Though  a  great  persecutor 
of  heretics^  and  the  principal  instrument  of 
queen  Mary's  cruelties^  it  appears  that  he 
considered  religion  nu^rely  as  an  engine  of 
state^  and  used  it  only  for  his  selfish  and 
ambitious  purposes. 
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Only  four  copies  of  this  very  curious  work 
were  known  to  be  extant  till  Dr.  Leyden  pub-- 
lished  his  excellent  edition  in  1801.  It  has 
been  attributed  to  Wedderburn  and  to  sir  James 
Inglis,  on  insufficient  authority.  Dr.  Leyden 
supposes  sir  David  Lindsay  was  the  author. 
All  chat  is  certain  is,  that  it  was  written  in 
1548. 

« 

The  extract  is  remarkable^  as  containing  a 
greater  number  of  imitative  words  than  can  be 
found  elsewhere.  As  the  book  is  in  the  Scot- 
tish dialect;  there  would  be  a  singular  impro- 
priety in  much  changing  the  orthography. 

There  eftir  I  heard  the  rumour  of  rarnmasche^ 
foulis  and  of  beystis  that  made  grite  betray  quhilk 
past  beside  burnis  and  boggis  on  green  bankis  to  seek 
their  sustentation.    Their  brutal  sound  did  redond  to 

>  coUecttdi  Fr.  ratimie*  *  a  shrill  noise. 
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the  high  skyis,    quhil  the   deep  hou'^  caoernis  of 
c/e<£cAi$*and  rotche  craggis  ansuert  vitht  ane  high  note 
of  that  samyn  sound  as  thay  beystis  hed  blauen.     It 
aperit  be  presumyng  and  presuposing,  that  blaberand 
eccho  had  been  hid  in  ane  hoa  hole,  cryand  hyr  half 
ansueir,  quhen  Narcissus  rycht  sorry  socht  for  his 
saruandis,  quhen  he  was  in  ane  forrest,  far  fra  ony 
folkis,  and  there  efter  for  love  of  eccho  he  drounit 
in  ane  drau  vel.     Nou  to  tel  treutht  of  the  beystis 
that  maid  sk  beir,  and  of  the  dyn  that  the  foulis  did, 
ther  syndry  sOundis  hed  nothir  temperance  nor  tune. 
For  fyrst  furtht  on  the  fresche  fieldis  the  nolt  maid 
noyis  vitht  mony  loud  hu,  Baytht  horse  and  meyris 
did  fast  nee,  and  the  f olis.  neckyr.     The  bullis  began 
to  buUir,  quhen  the  scheip  began  to  blait,  because 
the  calfis  began  till  mo,   quhen  ihe  doggis  ^  berkit. 
Than  the  suyne  began  to  quhryne  quhen  thai  herd 
the  asse  tmr,  quhilk  gart^  the  hennis  kekki/l  quhen 
the  cokis  creu.     The  chekyns  began  to  peu  when  the 
gled  quhissillit.  The  fox  foUouit  the  fed  geise  and  gart 
them  cry  claik,The  gayslingis  cryit  quhilk  qukilk,  and 
the  dukis  cryit  quaik.    The  ropecn  of  the  r'auynis  gart 
the  eras  cr&pe*  The  huddit  crauis  cryit  varrok  varrokp 
quhen  the  suannis  murnit,  because  the   gray  goul 
mau  pronosticat  ane  storme.     The  turtil  began  for 
to  greit,  quhen  the  cuschet  zoulit,    T^he  titlene  fol- 

1  hollow,     *  clou^hs,  deep  Talleys  or  ravines  in  the  hijls* 

3  forced,  caused. 
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lowit  the  gvUkf"^  and  gart  byr  sing  guk  guk.  The  (foti* 
troutk  hyr  sad  sang  that  soundit  lyik  sorrou*  Robeen 
and  the  litil  oran  vdr  hamely  in  vyntir.  The  jargo- 
lyne  of  the  suallou  gart  the  jay  angil^  than  the 
meveis  maid  myrtht>  for  to  mok  the  mede.  The 
laverok  maid  melody  up  hie  in  the  skjris.  The  nycht* 
ingal  al  the  nycht  sang  sueit  notis.  The  tiieckitk* 
cryit  theuis  ndc^  quhen  the  piettis  dattrit.  The  gat*' 
ruling  of  the  stirlene  gart  the  sparrou  cheip.  The  lynt- 
quhit  sang  counterpoint  quhen  th0  Obzil  zelpit*  The 
grene  serene  sang  sueit,  quhen  the  gold  spynk  chant  it. 
The  rede  schank^  cryit  my  Jut  my  futy  and  the  oxct^ 
cryit  tueit.  The  herrons  gaif  ane  vyild  skrech  as  the 
kyl  hed  bene  in  fyir,  quhilk^art  the  quhapis  for  fleyit- 
nes  fle  far  fra  hame. 

ictfckoo.       «doTe.       'jangle.        «lapwin^.       sfiild&re. 

*  small  Hedge  spanow* 
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accession  of  Elizabeth;  when  he  returnedi  an4 
was  then  protnoted  to  the  see  of  Chicheater^ 
1559.  Now,  here  is  an  attack  upon  the  refor- 
mation, pubii»hed  for  the  second  time  by  sir 
William  Barlowe^  the  very  year  when  he  is 
said  to  be  degraded  and  imprisoned  as  are- 
former  him$elf«    The  book  is  a  remarkably 

r 

good  one;  by  no  means  superstitious^  but 
quite  the  work  of  a  sensible  and  prudent  man ; 
arguing  against  the  reformatiouj,  from  the 
excesses  of  the  reformers ;  just  as  such  a  man^^ 
ten  years  ago,  would  have  written  about  the 
French,  As  it  is  evident  that  neither  the 
writer  of  Barlowe's  article  in  the  Biographia^ 
nor  his  copyist  in  the  Cyclopedia,  has  seen 
the  book  in  question,  it  is  proper  to  observe 
that  it  is  in  the  possession  of  Mr.  Southey. 
This  is  one  instance,  among  many  others,  ii^ 
which  bibliplogy  corrects  an  error  in  biogra-r 
phy.  This  little  book  is  prqbably  very  scarce. 
Indeed,  the  ^vithor  himself  might  hf^ve  wished 
to  suppress  ^t:  for  having  resolved  to  swim 
with  the  stream,  he  resigned  bis  house  to  Hen^ 
ry  VIII.  took  an  active  payt  in  the  divorce, 
and  was  rewarded  with  one  of  tb^  new  bishop? 
fics. 
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The  Printer^s  Preface* 

In  the  present  treatise  folloMring'(gentle  reader)  is 
not  only  uttered  and  disclosed  the  beastly  beginning 
oi  Luther's  furious  iaction,  in  Saxony,  with  the 
sediiious  schisms  of  the  sacramentaries  Suinglius, 
Oecolampadius,  and  other  of  Switzerland ;  but  also 
very  plainly  here  is  shewed  their  monstrous  manners 
and  mutability,  their  cankered  contentions  and  hor- 
rible hypocrisy,  their  devilish  devices  and  bitter 
blasphemy,  with  infinite  like  reliques  of  that  railing 
religion,  whereby  ^he  christian  reader  shall  right 
well  perceive  what  ^filthy  fruit  buddeth  out  of  this 
£rantic  fraternity  and  sinful  synagogue  of  Satan,  in- 
fernally invented,  to  seduce  simple  souls  *■  to  the 
end  that  such  as  now  be  addict  to  their  horrible  and 
heinous  heresies  when  they  shall  perceive  and  see 
in  their  life  and  learning  their  crafty  and  colourable 
juggling,  lewd  living,  and  devilish  disagreeing  of  a 
muster  of  monstrous  married  monks  and  false  flesh- 
ly friars,  shall  by  God's  grace  both  forsake  their 
feshions,  detest  their  doctrine,  and  leave  their  learn* 
ing. 


Popery  has  seldom  h^d  an  abler,  and  never 
a  more  temperate  advocate. 

Christian  readers,  I. exhort  you,  all  partially  set 
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a  part  to  fix  yourself  upon  the  living  word  of  God 
which  may  save  your  souls,  and  walk  directly  after 
it,  bowing  neither  on  the  one  side  nor  en  the  Other.  I 
mean  not  that  iie&hly  word  nor  their  gospel  which 
tay,  ye  hav€  no  free  will,  your  good  deeds  shall  not 
save  you,  nor  your  ill  deeds  shall  not  damn  you ; 
the  sacraments  of  the  chlirch  be  nothing  of  neees- 
$ity ;  ye  need  not  to  be  confessed  to  a  friar ;  ye  are 
not  bound  to  obey  the  laws  of  the  church,  &c. ;  but 
that  true  word  of  God  and  very  gospel  of  K>ur  Saviour 
Christ,  of  whose  first  sermon  the  ante-theme  was 
this,  do  ye  penance  for  the  kingdom  of  God  is  at 
band :  and  at  his  last  farewel  ^  from  his  disciples  he 
affirmed  the  same,  saying,  that  in  his  name  it 
behoved  penance  to  be  preached  in  re^issioa  of 
sins* 


Reformation* 


A  great  occasion  why  that  many  be  so  fervent  iii 
favouring  this  Lutheran  doctrine,  is  the  vague  praises 
of  much  people  coming  from  thence,  reporting  that 
there  is  so  good  order,  such  charitable  liberahty, 
and  evangelic  conversation,  which  is  altogether 
false.  And  divers  of  such  tiding-carriers,  lest  they 
might  seem  ignorant  in  a  few  things,  they  frame 
themselves  without  shame  to  lie  in  many.  It  is  hard 
for  a  renegate  friar,  a  faithless  apostate,  a  forlorn 
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coopeman,  a  merchant's  prentice,  or  an  ambas* 
6ador*s  hostler,  having  little  learning,  less  discre- 
tion, small  devotion,  and  scant  a  curtesy  of  wis* 
dom,  to  make  true  report  in  such  matters.  And  yet 
are  there  of  them  which  make  themselves  full  busy, 
and  are  as  ready  to  tell  that  they  know  not,  as  that 
that  they  know,  accoidHig  as  they  feel  their  aSec« 
tions  disposed  whom  they  covet  to  please ;  by  which 
means  they  attain  high  commendations,  made  much 
of,  and  are  called  pretty  wise  men  and  proper  per- 
sons, with  many  God's  blessings  upon  their  hearts. 


Speaking  of  the  equal! tarian  principles  of 
the  first  reformers,  their  plunder  of  the  rich, 
&c.  be  says ; 

It  is  the  very  property  of  common  people,  namelj 
of  these  Almaynes,  that  whatsoever  they  be  per- 
suaded unto,  agreeable  to  their  affections,  they 
shall  be  ready,  in  a  sudden  gyere^  to  accomplish; 
regarding  neither  danger,  nor  commodity ;  though 
soon  after  they  repent  them.  And  like  as  the  people 
of  Israel  brought  the  jewels  of  their  wives  and 
children  to  the  making  of  the  golden  calf;  so 
did  they  bring  their  jewels,  beads,  rings,  outchyn 
with  money,  both  gold  and  silver,  to  the  commoii 

*  passion,  paroxysm* 
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hitches^  60  ^lmndant]y  for  this  provision,  that 
men  doubted,  in  some  place,  vrhether  they  had 
poor  folk  sufficient  to  consume  so  exceeding  heaps  of 
riches.  But  this  doubt  was  soon  made  a  plain  case: 
for  within  a  while  after,  the  ardent  heat  of  their 
liberal  devotion  waxed  cold ;  and  because  they  con- 
tinued not  still  in  briugii^^  in  their  oblations,  the 
kutches  and  coffers  were  empty  before  men  wist  it. 
Then  whiles  it  was  compassed  what  way  might  bt 
best  taken  for  the  preservation  of  their  ordinance, 
least  it  should  decay,  to  their  confusion  that  began 
it ;  some  gave  counsel  that  it  should  be  necessary  to 
deprive  the  clergy  of  their  goods,  and  to  distribute 
their  possessions,  lands,  and  rents  among  lay  people, 
and  to  throw  down  all  monasteries,  and  churches, 
Imaking  coin  of  crosses,  chalices,  and  other  sacred  jew- 
els, for  the  sustentation  of  the  poor,  as  they  alTedged. 

t  hutch — originally  a  gort  of  large  box  or  coffer  Jot  contain- 
ing thrashed  com. 


I. 
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SIR  JOHN  CHEKE. 

The  reign  in  which  sir  John  Cheke  might 
be  said  to  have  florished,  is  that  of  Uenry 
VIII.  But  as  his  only  composition  in  Eng^ 
lish  was  written  in  the  third  year  of  the  pre- 
sent reign,  he  could  not  have  been  assigned 
with  propriety  to  the  preceding. 

He  was  bom  at  Cambridge,  in  1514  ;  and 
admitted  at  the  age  of  seventeen  into  St.  John's 
college,  where  be  early  distinguished  himself 
for  his  proficiency  in  the  learned  languages, 
particularly  Greek.  After  taking  his  degrees 
in  arts,  he  was  chosen  Greek  lecturer  in  his 
own  college.  To  this  office,  no  salary  was 
annexed;  but  in  the  year  1540,  Henry  VIU, 
founded  a  Greek^professorship  at  Cambridge, 
of  which  Cheke  was  elected  the  first  professor, 
when  only  twenty-six  years  of  age.  He  had 
also  the  honour  of  being  chosen  university^ 
orator. 
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In  1544,  he  was  appointed  preceptor  ta 
prince  Edward,  jointly  with  Sir  Anthony  Cook ; 
and  at  the  same  tijne  was  made  canon  of  the 
newly-founded  college  of  Christ-church,  Ox- 
ford. Edward  on  his  accession  rewarded  his 
tutor,  for  the  assiduous  care  he  had  shewn 
him  in  his  education,  with  a  pension  of  a  hun- 
dred marks,  as  likewise  with  a  grant  of  several 
lands  and  manors;  and  moreover,  caused 
him  to  be  elected  provost  of  King's  College, 
Cambridge.  In  1550,  he  was  appointed  chief 
gentleman  of  the  king's  privy  chamber ;  and 
the  year  following,  his  majesty  conferred  on 
him  the  honour  of  knighthood,  with  a  grant 
of  considerable  value.  He  was  soon  after 
made  chamberlain  of  the  exchequer  for  life ; 
in  1553,  constituted  clerk  of  the  coundl;  and 
not  long  after,  one  of  the  .secretaries  of  state, 
and  a  privv-counsellor. 

Sir  John  w^as  a  zealous  protestant ;  in  con- 
sequence of  which,  he  was  severely  persecuted 
by  the  bigotted  Mary,  twice  imprisoned  in 
the  Tower,  stript  of  his  whole  substance,  and 
ultimately  reduced  to  the  terrifying  dilemma 
— *^  Either  turn  or  bum.'*  His  religious  zeal 
was  not  proof  against  this  fiery  ordeal,  and 
he  recanted.    His  property  was  now  restored'; 
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but  his  recantation  was  followed  by  such  bit- 
terness of  remorse^  that  he  survived  it  but  a 
$hort  time,  dying  in  1557>  at  the  early  age  of 
forty-three. 

The  period  in  which  Cheke    florished    is 
highly  interesting  to  letters.     He,  in  conjunc- 
tion with  his  friend  and  cotemporary  Smith, 
was  the  great  instrument  of  the  diffusion  of 
classical  and  philological  learning.    Ancient 
literatui^  had  already  begun  to  dawn ;  it  bad 
not  yet  advanced  into  the  clear  and  steady 
light  of  day.    The  efforts  of  these  men  cont;ri<» 
buted  greatly  to  accelerate  its  progress ;  and 
w^re  effectual  in  deciding  the  taste  ot  the  age. 
Cheke  and  Smith  were  first  incited  to  the  pur- 
suit of  Grecian  literature  by  the  reputation  and 
example  of  Dr.  John  Redman,  of  St.  John'i^ 
College  (afterwards  dean  of  Westminster),  who 
was  elected  lady  Margaret's  professor  of  divi- 
nity about  the  year  1538.     Redman  had  stu- 
died at  the  university  of  Paris,  and  returned 
to  his  own  country  accomplished  in  the  two 
learned  languages ;  and  the  high. consideration 
he  obtained,  on  this  account,  conspiring  with 
their  curiosity  and  ardour  in  study,  produced 
that   emulation    which   eventually    rendered 
them  his  masters  in  learning.     They  hence 


abandoned  the  idle  disputations  of  the  school^^ 
tfith  the  metaphysic  subtleties  of  the  school-* 
men,  for  the  more  delightful  and  profitable 
study  of  the  Grecian  and  Roman  classics. 
•  One  of  the  great  objects  of  their  literary 
labours  was-— the  introduction  of  a  more  ra- 
tional method  of  pronouncing  Greek;  or  ra- 
ther, to  restore  what  they  conceived  to  be  the 
original  pronunciation  of  that  language.  It 
may  not  be  unacceptable  to  the  philological 
student  to  be  informed,  what  the  changes  were 
which  they  proposed  to  introduce,  as  stated  in 
his  Life  by  Strype. 

'  At  this  period,  the  Greek  language  had  only 
begun  to  be  studied  even  in  our  universities ; 
and  its  pronunciation  h'ad  been  vitiated  by  the 
corrupt  channels  through  which  it  had  been 
conveyed  to  us.  In  particular,  the  received 
method  of  sounding  the  vowels  and  diphthongs, 
and  also  some  of  the  consonants,  was  such 
that  it  was  frequently  impossible  to  distinguish 
different  words  by  difference  of  sound.  Thus 
eu  was  pronounced  as  f,  ot  and  et  as  #,  and  m 
and  u,  were  both  sounded  as  lurct  or  j. 
Some  of  the  consonants  were  differently  pro- 
nounced^ according  as  they  were  differently 


Situated  in  a  word.  Thus  t  after  v  vas  sound* 
ed  as  a  soft  €  and  r  after  /x  was  pronounced  as 
our  d.  The  letter  jt  was  pronounced  as  our 
cA,  and  3  as  our  z^  consonant.  With  a  very 
little  reflection  on  the  subject^  it  was  not  diffi- 
cult to  concliidcj  that  such  a  method  of  pro- 
nunciation was  totally  destructive  of  all  that 
beauty  of  the  Greek  language^  which  arises 
from  Vdriety^of  sound,  and  that  such  therefore 
could  not  have  been  the  pronunciation  of  the 
Greeks. 

These  scruples  formed  the  subjects  of  fre- 
quent conversations  between  Cheke  and  Smith 
(who  was  also  public  reader  of  Greek  in  his 
own  college),  and  they  determined  upon  an  in- 
novation.    They  seem  to  have  been  led  to  the 
improvement  in  question^    by  their  feeting, 
while  lecturing  in  their  respective  colleges,  the 
necessity  of  varying  the  sound  as  the  voWck 
varied,  in  order  to  render  the  language  intel- 
ligible, as  well  as  harmonious  to  the  ear.     At 
the  commencement  of  their  doubts,  they  had 
not  seen  the  book  of  Erasmus  on  the  subject; 
but  having  procured  it,  together  with  Terenti^ 
anus  de  Literis  et  Syllabis,  they  began  their  work 
of  reformation;  at  the  same  time  consulting 
those  Grecian  writers  (particularly  Aristopha- 
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nes)  from  whom  they  were  likely  to  derive  al<l# 
At  length  they  arrived  at  the  no  difficult  con* 
elusion^  that  each  vowel  ought  to  po$sess  its 
appropriate  and  distinct  sound ;  and  that  every 
diphthongs  as  composed  of  two  vowels,  should 
have  the  sound  of  two. 

They  were  obliged,  however,  to  proceed 
with  caution.  They  felt,  that  having  reason 
on  their  side^  was  not  enough  to  ensure  sup- 
port. In  the  first  instance,  they  communicated 
the  proposed  change  only  to  a  few  of  their 
most  intimate  friends;  and  obtaining  their 
approbation^  resolved  to  make  it  public ;  still 
with  circumspection  and  prudence.  It  was 
agreed  that  Smith  should  begin.  At  this  time, 
he  read  Aristotle  de  Republicd  to  his  hearers ; 
and  the  artifice  by  which  he  contrived  to 
smuggle  in  a  few  contraband  words  is  calcu^ 
lated  to  excite  a  smile  in  a  modern  reader^ 
while  it  exhibits  a  strong  proof  of  the  igno-* 
ranee  and  prejudice  of  the  age.  To  hide  the 
novelty  of  his  pronunciation,  he  occasionally 
let  fall  a  word  as  if  by  inadvertence,  pronoun- 
.  ced  in  the  new  mode.  At  first,  this  excited  no 
attention  from  his  auditors;  but  as  the  num- 
ber of  these  new-fangled  words  gradually  in- 
creased;    their  curiosity  was'  awakened^  and 
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^ttehtion  w&s  somietimes  so  aleft^  as  to  induce 
him  to  correct  himself^  ds  if  he  had  made  a 
mistake.  Frequently  too,  what  appeared  to- 
them  the  oddity  of  the  souiidji  excited  laugh- 
ter. His  audience  soDii  began  to  suspect;  that 
these  frequent  mistakes  could  not  be  the  effect 
of  accident ;  and  on  somcf  of  his  friends  com* 
muQicating  theit*  suspicions  tb  the  lecturer,  he 
frankly  acknowledged  that  h^  had  really  some 
change  in  contemplation  J  though  it  was  not 
yet  sufficiently  mlituted  fot  the  public.  They 
were  eaget  foi^  an  explicit  communication; 
trhich  he  promised ;  only  requesting  them  to 
suspend  their  final  decision,  till  their  ears  had 
become  accustomed  in  some  degree  to  the  nfew 
Sounds.  He  now  proceeded  to  lecture  in  his 
own  college  upon  Homer's  Odyssey ;  using  the 
new  pronunciation  without  restraint.  Cheke 
did  the  same  in  his  college;  and  in  a  short 
time,  the  proposed  irtiprovement  appeared  so 
reasonable  to  the  nlore  learned  rfnd  judicious 
part  of  the  university^  that  it  wad  eagerly 
adopted  i  jjtnd  the  study  of  thfe  Greek  became 
daily  an  object  of  gteater  attention  and  of 
more  ardent  purstiit* 

The  catholics,  however,  who  gtlwa^s  hated 
the  very  name  of  innovation,    were  greatly 

VOL.  II.  0 
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disturbed  about  this  new  way  of  pronotui(;:ing 
Greek,  and  opposed  its  introductioa  with  ob- 
stinate perverseness*  But  unable  to  prevail, 
they  complained  to  Gardiner,  bishop  of  Win- 
chester, and  chancellor  of  the  university,  who, 
in  the  true  spirit  of  popery,  issued  an  edict, 
dated  14th  May  1542,  prohibiting  all  persons 
to  use  the  new  method,  under  the  following 
penalties:  If  the  offender  were  a  regent,  he 
was  to  be  expelled  the  senate ;  if  he  stood  for 
a  degree,  he  was  not  to  be  admitted  to  it ;  if 
a  scholar,  he  was  to  lose  his  scholarship;  and 
the  younger  students  were  to  be  privately 
chastised. 

On  the  appearance  of  this  edict,  Cheke 
wrote  a  letter  to  this,  haughty  and  overbearing 
prelate,  in  which  he  contended,  that  the  true 
pounds  x}f  the  letters  had  been  changed  in  the 
last  barbarous  ages,  and  that  it  was  therefore 
better  to  mend  that  barbarity  than  to  follow  it. 
For  authority,  be  appealed  to  Erasmus,  (wha 
had  written  a  book  on  the  true  proi^unciatioa 
of  the  Latin  and  Greek)  and  aW  to  other 
le'anied  men.  To  this  representation,  th6 
bishop  replied, — that  the  sound  of  letters  was 
more  likely  to  be  changed  by  the  learned  thati 
the  unlearned ; "  the  learned  being  wont  to  have 


»0  liiucii  regard  to  euphony,  and  the  grace- 
fiilness  of  the  sound  of  words."  Cheke  fur- 
ther  objected,  that  by  pronouncing  the  diph- 
thong ^ly  for  example^  as  an  i  (as  was  common- 
ly done)  there  was  no  distinction  between 
Ac/jxo^^and  Aifjio^.  But  it  was  change  which 
the  chancellor  regarded  as  dangerous,  and  he 
rejoined  with  warmth— «•*'  utere  moribus  antique 
verbis  vero  prddsentibus,  et  multo  magis  sonis^^ 
Sir  John  still  urged  his  love  of  truth,  as-  his 
motive  for  the  innovation  j  but  the  prelate 
still  more  inflamed  replied-— ''Quid  non  mortalia 
fectora  cogit  veri  quarendi  James  9^* — ^Truthi 
however,  at  length  prevailed  over  prelatical 
tyranny;  and  the  new  itiethod  was  received 
in  the  universities  and  throughout  the  king- 
dom. 

This  cdnti'oversy  wiis  conducted  between 
Gardiner  and  Cheke  in  seven  Latin  epistles ; 
of  which  the  originals  were  left  in  the  hands 
of  CsbUus  Secundus  Curio>  a  learned  man  of 
Basil,  by  Cheke  himself^  as  he  passed  through 
that  place  in  his  journey  to  Italy>  in  the  be- 
ginning  of  queen  Mary's  reign*  From  these 
originals,  they  were  published  by  Curio,  in 
1555,  8vo,  without  the  knowledge  of  Chcke> 
xinder    the    following    title— JoAawww    Cheke 

Ji>  ^Z 
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Angli  de  pronuriciatione  Gracce  potisshtium  lin* 
gua,  disputationes  cum  Stephano  Wintoniensi 
episcopo,  septem  contrariis  Epistolis  comprehen* 
so:,  magna  q'uadam  et  elegantia  et  eruditione 
referta. 

To  prevent  incorrectness  of  pronunciation 
in  the  Latin  language,  arising  from  a  vio- 
lation of  quantity,  he  proposed,  that  the. 
Greek  u  should  be  substituted  for  the  long 
vowel  0,  as  in  uxwrem,  liberws;  that  the  long 
i  should  be  written  with  two  points  over  it, 
as  in'  d'iv'initus;  and  that  the  long  e,  and 
particularly  the  diphthong,  which  had  been 
commonly  written  as  the  ordinary  e,  should 
have  a  comma  after  it,  as  in  hjtor. 

In  the  changes  he  was  desirous  of  introdu- 
cing into  the  English  orthography,  he  was 
less  successful,  and  perhaps  less  rational.  1. 
He  proposed  that  the  final  e,  when  not  sounds 
ed,  should  be  abolished :  Thus  he  would  write 
excuSj  giVf  deceiv,  praisy  commun;  and  when 
sounded,  that  it  should  be  written  a  double  e, 
as  in  necessitee.  £.  That  when  the  letter  a  was 
sounded  long,  it  should  be  written  a  double  Ur 
to  distinguish  it  from  a  short,  as  in  maad, 
straat,  daar.  3.  That  where  the  letter  i  was- 
sounded  long,  it  should .  be  written  double  «, 
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as  in  desiir,  liif.  4.  That  the  letter  y  shouM 
be  thrown  entirely  out  of  the  alphabet,  as 
useless,  and  its  place  supplied  with  ?,  as  in 
mi,  saiy  awai.  5.  That  u  long  should  be  writ- 
ten with  a  stroke  over  it,  as  in  prasum.  6. 
That  the  rest  of  the  long  vowels  should  be 
written  with  double  letters,  as  weer,  theer,  (and 
sometimes  thear)  noo,  noon,  adoo,  thoos,  loov, 
in  order  to  avoid  an  e  at  the  end.  7.  That 
letters  without  sound  should  be  thrown  out; 
as  in  the  words,  frutesy  wold,  faut,  dout,  again 
for  against,  hole,  meen  for  mean.  8.  And  that 
the  orthogr«iphy/  of  some  words  should  be 
changed  merely  to  improve  the  expressive- 
ness of  the  sounds ;  as  in  gud,  britil,  praisabil, 
&c.— This  scheme  of  orthographical  innova- 
tion was  found  impracticable.  It  was  too  vio- 
lent a  change  upon  established  habits  in  the 
language,  to  meet  with  a  general  reception. 
Nor,  had  it  been  practfcable,  would  it  have 
been  at  all  desirable.  The  books  formerly 
printed  would  have  been  rendered  in  a  short 
time,  almost  unintelligible,  and  thus  the  most 
perplexing  confusion  would  have  prevailed. 
Besides,  the  etymologist,  if  his  labours  deserve 
not  to  be  regarded  as  wholly  eontemptible, 
would  have  often  found  himself  entangled  ia 
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an  inexplicable  labyrinth  in  liis  search  after 
the  original  meanings  of  words. 

A  more  promising  attempt  to  improve  the 
English  language  was,  his  resolution  to  admit 
no  terms  into  his  diction,  which  had  not  an 
English,  or  rather  a  Saxon  original.  But  in 
yespect  of  this  scheme,  it  might  be  observedji 
that  the  purity  of  our  language  had  been  too 
deeply  corrupted  by  the  admixture  of  exotid 
terms  and  phrases  in  his  time,  to  admit  it^ 
^eing  carried  into  complete  effect.  Yet,  from 
bis  disapprobation  of  the  foreign  te^ms  em. 
]^loyed  in  the  existing  translations  of  the 
scriptures,  he  resolved  on  the  Herculean  la-* 
bour  of  a  new  version ;  and  actually  proceeded 
through  St.  Matthew's  Gospel,  and  the  begin-^ 
ning  of  St.  Luke's.  In  the  short  specimen 
f^hich  I  shall  give  from  this  version,  it  will  be 
seen,  however,  with  what  inconsiderable  suc- 
cess he  reduced  his  principles  to  practice.  In 
the  course  of  three  or  four  short  verses,  the 
learned  reader  will  readily  detect  some  half  a 
dpzen  words  derived  from  the  Latin  or 
Greek. 

Matth.  i.  vjer.  18. — ^After  his  motto-  ^Mari  was 
epaured  to  Joseph,  before  thei  weer  cupled  together. 
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she  was  preived  to  be  "^h  child ;  and  it  was  indeed 
by  the  Holi  G boost.  19>  But  Joseph  her  husband, 
being  a  just  man,  and  loth  to  use  extremitie  toward 
her,  entended  privili  to  divorse  himself  from  her.  520. 
And  being  in  tliis  mind,  lo  the  angel  of  the  Lort) 
appeired  by  dream,  &c. 

Chap.  ii.  ver.  l6.  Then  Herod  seeing  that  he  was 
plaid  withal  by  the  wise-beards,  Sec, 

In  this  trans>ation  he  used  such  words  as  the 
following:  desiirfulf  ungrevous,  tollers,  for 
publicans^  iScc.  &c. 


The  points  of  view,  in  which  perhaps  we 
are  most  indebted  to  Sir  John  Cheke  for  the 
improvement  of  our  language,  are  the  follow- 
ing. He  recommended  and  practised  a  more 
minute  attention  to  the  meaning  of  words  andf 
phrases,  and  adopted  a  more  skilful  arrange- 
ment of  them  in  composition.  Before  him, 
the  sentences  were  long,  and  too  frequently 
involved.  He  recommended  tsud  used  short 
sentences ;  and  thus  he  has  the  merit  of  intro- 
ducing greater  precision  of  language,  more 
perspicuity  and  force  of  stile. 

In  the  arrangement  and  flow  ofwords,  there 
is  often  a  greait  similarity  between  the  English- 
language  and'die  Greek.  Sir  John  was  accus- 
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tomed  to  read  off  his  Gr«ek  lectures  from  the 
ojiginal  into  English ;  and  hence^  he  was  very 
probably  led  to  the  adoption  of  those  improveT 
ments  of  which  we  have  been  speaking. — It 
IS  not  unworthy  of  remark,  that  the  scholars 
Qf  this  age  were  particularly  attentive  to  the 
writing  of  a  fine  hand.  Thus  Sir  John  Chekcj, 
with  Roger  Ascham  and  others,  were  not  onl}*^ 
the  first  scholars,  but  also  the  finest  mechanic 
cal  penmen  of  their  age. 

I  am  probably  right  in  saying,  that  the  only 
English  work  extant  of  Sir  John  Cheke  (ex- 
cept some  letters  published'  by  Strype  in  his 
Life,  and  a  few  others  in  Harrington's  Nugc^ 
AfUiqua)  is  his  tract  entitled,  ^^  The  Hurt  of 
Sedition,  how  grievous  it  is  to  a  Common- 
wealth;" and  I  should  perhaps  scarcely  have 
thought  it  worth  while  to  have  ranked  him  ia 
the  present  series  of  writers  in  English,  were 
it  not  for  his  eminence  as  a  scholar,  and  for 
the  intimate  Q^nnection  of  his  character  with 
the  literary  history  of  our  country.  The  tract 
just  mentipufd  wais  written  and  published  rii 
1549.  It  is  inserted  in  Holinshed's  Chronicle> 
i\nder  the  year  1549j'  and  was  reprinted  in 
1576.  In  I64I,  it  was  printed  a  third  time^^ 
ty  Drv  Gerfir^  Langbaine,  of  Queen's  College;^' 
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Oxford^  with  a  brief  life  of  the  author  prefix-i 
ed ;  and  was  designed,  on  this  occasion,  as  a 
check  upon  those  who  took  arms  against 
Cliarles  I.  in  the  time  of  the  civil  wars.  The 
pccasion  which  gave  birch  to  it  is  the  following : 
In  the  summer  of  1549,  a  formidable  re- 
bellion broke  out  in  many  of  the  counties  in 
England ;  particularly  in  Devonshire  and  Nor- 
folk. The  respective  pleas  of  the  rebek,  ii| 
these  distant  parts  of  the  kingdom,  w^re  dif- 
ferent. Those  in  the  West  were  d^sirpus  of 
restoring  ti^e  popish  religion,  tbos^  of  Norfolk 
and  Suffolk  rebelled  from  political  motives 
and  insisted  on  a  reform  in  the  government^ 
Sir  John,  in  his  address,  endeavoured  to  adapt 
himself  to  each  of  these  classes  of  malcon- 
tents ;  the  foi:mer  of  whom  he  addresses  in  the 
following  manner ; 

Ye  rise  for  religion.  What  religion  tauglit  you 
that?  If  ye  were  offered  persecution  fot  religion,, 
ye  ought  to  flee.  So  Christ  teacheth  you,  and  yet' 
you  intend  to  fight.  If  ye  would  stand  in  the  truths 
ye  ought  to  suffer  like  martyrs ;  and  ye  would  slay 
like  tyrants.  Thus  for  religion,  ye  keep  no  religion, 
^d  neither  will  follow  the  council  of  Christ,  nor 
the  constancy  of  marlyrst  Why  rise  ye  for  rdigioil  i 
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Have  ye  any  thing  centiary  to  God's  book?  Yea, 
have  ye  not  all  thiiigs  agreeable  to  God's  word  ?  But 
the  new  [religion]  is  different  from  the  old;  and 
therefore  ye  will  have  the  oldf  If  ye  measure  the 
old  by  truth,  ye  have  the  oldest.  If  ye  measure  the 
old  by  fancy,  then  it  is  hard,  because  men's  fancies 
change,  to  give  that  is  old.  Ye  will  have  the  old 
stile.  Will  ye  have  any  older  than  that  as  Christ 
left,  and  his  apostles  taught,  and  the  first  church 
did  use  ?  Ye  will  have  that  the  canons  do  establish. 
Why  that  is  a  great  deal  younger  than  that  ye  have 
<Tf  later  time,  and  newlier  invented ;  yet  that  is  it 
that  ye  desire.  And  do  ye  prefer  the  bishops  of 
Rome  afore  Christ?  Men's  inventions  afore  God's 
law?  The  newer  sort  of  worship  before  the  older? 
Ye  seek  no  religion;  ye  bejdeceived;  ye  seek  tradi- 
tions. They  that  teach  you  blind  you,  that"  so  in- 
struct you,  deceive  you.  If  ye  seek  what  the  old- 
doctors  say,  yet  look  what  Christ,  the  oldest  of  all, 
saith.  For  he  saith,  "  before  Abraham  was  made 
I  am."  If  ye  see  the  truest  way,  he  is  the  very 
truth.  If  ye  seek  the  readiest  way,  he  is  the  very 
-way.  If  ye  seek  everlasting  life,^  he  is  the  very  life. 
What  religion  would  ye  have  other  bow  than  hit 
religion?  You^wduld  have  the  bibles  in  again.  It  is 
nomervail;  your  blind  guides  should  lead  you  blind 
still.     •♦"♦*»**»^ 

But  i^ytsbonld  ye  not  like  tiiat  [religion]  which 


Cq^^  word  establUbethy  the  primitive  chnrcliliath 
^.utborizedy  the  greatest  learned  men  of  this  realm 
iiave  drawn  the  whole  consent  of,  the  parliament 
hath  confirmed^  the  king's  majesty  hath  set  forth  f 
Is  it  not  truly  set  out?  Can  ye  devise  any  truer 
than  Christ's  agostles  used  ?  Ye  think  it  is  not  learn- 
edly done.  Dare  ye,  commons,  take  upon  you  more 
l^^^ning  than  the  chosen  bishops  and  clerks  of  thi| 
realm,  have?    *     *»#♦*•»♦• 

Learn,  learn  to  know  this  one  point  of  religion,  that 
God  will  be  worshipped  as  he  hath  prescribed,  and 
QOt  as  we  have  devised.  And  that  his  will  is  wholly 
in  the  scriptures,  which  be  full  of  God's  spirit,  and 
profitable  to  teaeh  the  truth,  Sec* 


Tb^  political  seditioiustSj  he  addresses 
thus : 

Ye  pretend  to  a  commonwealth.  How  amend  ye 
it  by  killing  of  gentlemen,  by  spoiling  of  gentlemen, 
by  imprisoning  of  gentlemen  ?  A  marvellous  tanned ' 
commonwealth.  Why  should  ye  hate  them  for  their 
riches,  or  for  their  rule  ?  Rule,  they  never  took  so 
much  in  hand  as  ye  do  now.  They  never  resisted 
the  king,  never  withstood  his  council,  be  faithful  at 
this  day^  when  ye  be  faithless,  not  only  to  the  king, 

1  Ket>  their  riagleader>  was  a  tanner. 
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whose  subjects  ye  be,  but  also  to  your  lords,  whose 
tenants  ye  be.  Is  this  your  true  duty — in  some  of 
homage,  in  most  of  fealty,  in  all  of  allegiance— to 
leave  your  duties,  go  back  from  your  promises,  fall 
from  your  faith,  and'  contrary  to  law  and  truth,  to 
make  unlawful  assemblies,  ungodly  companies,  wick- 
ed and  detestable  camps,  to  disobey  your  betters, 
find  to  obey  your  tanners,  to  change  your  obedience 
from  a  king  to  a  Ket,  to  submit  yourselves  to  trai- 
tors, and  break  your  faith  to  your  true  king  and 
lords?        *•♦•♦•» 

If  riches  offend  yoii,  because  ye  would  have  the 
like,  then  think  that  to  be  no  commonwealth,  but 
envy  to  the  commonwealth.  Envy  it  is  to  appair-^ 
another  man's  estate, -without  the  amendment  of 
your  own ;  aiid  to  have  no  gentlemen,  because  ye  be 
obn'e  yourselves,  is  to  bring  down  an  estate,  and  to 
mend  none.  Would  ye  have  all  alike  rich  ?  That  is 
the  overthrow  of  all  labour,  and  utter  decay  of  work 
in  this  re^lm.  For,  who  will  labour  more,  if,  whei^ 
he  hath  gotten  more,  the  idle  shall  by  lust,  without 
right,  take  what  him  list  from  h;m,  under  pretence 
of  equality  with  him  ?  This  is  the  bringing  in  of 
idleness,  which  destroyeth  the  commonwealth,  an4 
pot  the  amendment  of  labour,  which  maintaineth. 
^hc  comnionwecllth.     If  there  should  be  such  equali-^ 


1 ; 


impair* 


tyi  then  ye  take  all  hope  away  from  yours,  to  come 
to  any  better  estate  than  you  now  leave  them.  And 
as  many  mean  men's  children  come  honestly  up,  and 
are  great  succour  to  all  their  stock,  so  should  none 
be  hereafter  holpen  by  you.  But  because  you  seek 
equality,  whereby  all  cannot  be  rich,  ye  would  that 
belike,  whereby  every  man  should  be  poor.  And 
think  beside,  that  riches  and  inheritance  be  Godls 
providence,  and  given  to  whom  of  his  wisdom  he 
thinketh  good. 


as 


This  bdok  was  printed  and  dispersed  amoug 
the  rebels. 

-  Sir  John  Cheke  was  the  first  scholar  of  hia 
age,  and  contributed  perhaps  more  than  any 
other  individual  to  the  diffusion  of  classical 
literf^tur^.    As  a  proof  of  his  industry,  as  well 
as  of  his  learning,  it  deserves  to  be  mention- 
ed, that  he  translated  from  the  Greek  into  the 
Latin,    1.  Five  books  of  Josephvis's  Antiqui- 
ties.   2.  The  Ascetic  of  Mayimus  the  Monk. 
3.  Plutarck  of  Superstition.     4.  Three  of  the 
Philippics  of  Demosthenes.  .5.  His  thi*ee  Olin* 
thiacs.     6.  His  Oration  against  Leptines.     7* 
The  Orations  of  Demosthenes  and  ^schines  on 
the  two  opposite  sides.    8-  Aristotle  de  Ani- 


/ 
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md.  9.  He  translated  Sophoefes  and  Euti- 
pedes  literally.  10.  An4  made  corrections  on 
Herodotus^  Thacydides,  Plato,  Xenophon, 
and  other  aiUhors; 

There  is  a  saying  of  his,  relative  to  Demos- 
thenes, so  just,  that  it  ought  not  to  be  omit-^ 
ted.  ''  None  (says  he)  ever  was  more  fit  td 
make  an  Englishman  tell  hid  tale  praisewor-> 
thily  in  an  open  hearing,  either  in  parliament 
or  pulpit,  or  otherwise,  .than  this  only  orator 
was." 

,  Sir  John  wrote,  moreover,  ^^  A  Treatise  of 
Superstition,*'  which  was  translated  by  Mr- 
William  Elstob,  and  is  annexed  to  Strype'g 
Life  of  him*  The  Latin  title  is  De  Supersti^ 
tione  ad  Regem  Henricum. 

The  presence  of  Cheke  appears  to  have  been 
necessary  at  Cambridge,  in  order  to  keep  the 
attention  of  the  members  of  that  university 
fixed  on  polite  letters :  for  he  was  no  sooner 
called  away  to  court,  than  they  relapsed  into 
idle  disputations  on  the  doctrines  of  predesti- 
nation, original  sin,  &c.  8&c.  As  a  further 
proof  of  his  influence  upon  the  literary  pro-* 
gression  of  his  age,  we  may  cite  the  cotempo- 
rary  testimony  of  Roger  Ascham ;  who,  in  his 
schoolmaster,  speaks  in  the  following  com-** . 
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mendatory  strain  of  him,  and  of  Dr.  Redman 
before  mentioned:  ^'At  Cambridge  also,  in 
St.  John's  College,  in  my  time,  I  do  know, 
that  not  so  much  the  good  statutes,  as  two 
gentlemen  of  worthy  memory,  sir  John  Cheke 
and  Dr.  Redman,  by  their  only  example  of 
excellency  in  learning,  of  godliness  in  living, 
of  diligence  in  studying,  of  council  in  exhort- 
ing, Ijy  good  order  in  all  things,  did  breed 
up  so  many  Jearned  men  in  th^t  one  college 
of  St.  John's,  at  one  time,  as  I  believe  the 
whole  university  of  Louvain  in  many  yearn 
was  never  able  to  afford." 


\ 
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;i9Woq  T^Ib£3b  aU  ^J  bdial/iqnw  zbnim  Wdt  m 
-9063q  9rii  lol  ^^iiiuoi)3  Uvno'thn?.  hovojrid  bnji 
-jfilqm^Jnoo  moVi     .^-niUnoiii  'lo  ftJiii^iuq  Iu\ 

inoi^3i02BoIq  fljiw  gmiJJ  9\r'3  b.inam  srij  ^ngm 
srii  01  eionod  auoiiilgTjqna  bnu  Uoijiloq  zii 
^iBioJil  8ii  io  snaoa  gnid8Dri3i  bne   ^Bg  ^lonr 

the  throne,  than  popery  was  restore^a^k^^pfijig^ 
nastic  institutions  revived,  the  English  bible 
prohibited;  and  every  expedient,  which  bi- 
gotry armed  with  fire  and  faggot  could  employ, 
was  tried  to  reduce  the  people  to  their  former 
state  of  stupid  and  servile  ignorance.  No  cir- 
cumstances could  apparently  be  more  inimical 
to  the  cultivation  of  letters.  Yet  we  find,  even 
in  this  reign,  a  college  founded  at  Oxford, 
(Trinity  College)  in  the  constitution  of  which, 
classical  Uterature  was  particularly  incul- 
cated. 

Though  the  iron  arm  of  persecution  was 
uplifted  to  destroy  all  who  were  friends  to  civil 
and  intellectual  progression;  it  is  somewhat 

£  2 
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•onsolatory  to  observe  that  there  yet  remained 
a  few  minds  unpalsied  by  its  deadly  power; 
«nd  enjoyed  sufficient  security  for  the  peace-r 
ful  pursuits  of  literature.^  From  contemplat* 
ing,  therefore,  the  dark  pictmre  of  Mar/s 
reign,  the  mental  eye  turns  with  pleasure  from 
its  political  and  superstitious  horrors  to  the 
more  gay  and  refreshing  scene  of  its  literary 
history.  Still,  it  should  be  recollected,  that  the 
literary  productions  which  appeared  under 
Mary,  are  not  the  genuipe  fruits  of  her  reigq*^ 
They  were  planted^  aqid  eveA  grown,  in  the 
preceding. 


(  M  ) 
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Thomas  Wilson  was  originally  fellow  of 
King's  College,  Cambridge,  where  he  wai' 
tutor. to  the  two  Celebrated  youths  Henry  and 
Charles  Brandon,  dukes  of  Suffolk.  Being  a 
doctor  of  laws,  he  was  afterwards  one  of  the 
ordinary  masters  of  requests,  master  of  St« 
Katharine's  Hospital,  near  the  Tower,  a  fre- 
quent ambassador  from  queqn  £lizat)eth  to 
Mary  queen  of  Scots,  and  into  the  Low  Coun*^ 
tries,  a  secretary  of  state,  and  a  privy  coun- 
sellor; and  at  length,  in  1579,  dean  of  Dur- 
ham. His  remarkable  diligence  and  dispatch 
jLn  negociation  are  said  to  have  resulted  froDa 
an  uncommon  strength  of  memory.  He  died 
in  l58h  ^   ■    ' 

Wilson  was  the  author  of  a  System  of  Rhe- 
toric, and  of  Logic ;  and  it  is  remarkable,  that 
notwithstanding  the  confusion  of  the  times, 
the  rhetoric  appeared  in  the  very  first  year  of 
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this  reign^  1553.  It  was  entitled^  ^' The  Art 
of  Rhetoric^  for  the  use  of  all  such  as  are  stu- 
dious of  eloquence,  set  forth  in  English  by 
Thomas  Wilson/'  This  work  may  be  justly 
considered  as  thervfir)s|.,|$^Km  of  criticism  in 
our  language:  for  though  a  tract  on  rheto- 
ric had  been  printed  as  early  as  the  year  1530, 
by  Leonarde  Coxe,  a  schoolmaster,  it  was 
daers^iji  t^!iiMU^ado  and/  etemgtitlifysM»MeT 
Chy''tbBic(5!itapaiy,,tbfe:wbTfc^f  Wife<m^  is'a^ii&I 
^ular{  >ti^i^[:  le^teihin^'^t?!})^'  •pxiMi^h^oiifi 

p0#[ttonP'Wi€H  ^seit^gaeky  ^  9^edtm  1 1M'» 
w'^Bgisi^cfii^kiUs^^rittd^ptep^taat;  ^asrdtvthardw^ 
MgBt  4^nct^vgeiierifcl  «u^edt/%  d&playiitgitU 
icteaslJtif  W»l3ng>  cin^  ttecstkten^f  oatieai  keaomf 
Je*g€y>  whiih'ptettiiledat  rthis-periodb  >ap  '(ii:l/l 
:^rh«  ^ff^ctd  fjbmWU^nTs>b9okyLtransQrilm 
htmi\^^n^&n;  tkHie^p^ssag^  vAiibhil^^mm 
^i^^tjBd^di^'-i^qliaflyr^weU^dapted^to  tMi  objecA 

df  .^be-p*^€M  dbH^^iblibdv^  ^^^i-  :.  M':i::r:/c::    ;  i^l 

.  *'  Under  that  chapter  of  his  third  bbbkl  ofi 
IHietorit,  M^hi'cti  -trieHf^^iif  ^be^ibiHf  fMoits  le-^ 
longii^to >€floelrticm^>  ^Ifttmi4s^y4i{}me»8$  pfixm4 
pl^Si^nV  >iind'  miAUkti^i  W|[i3oki4laE(JtbeMr 
e6seii^^QL%hy  cif  ^iB^iilk^-)df  ^J^V  w^^  ^® 


n-  A^oftg"  otheb  leskiW;  M3  kfibAW  A?st  t*  learne J? 
tffiafcVeiievir'ttfifect  aiiy  feil-aAge 'iniiht)tfl  terms,  but' 
^"spiak  ash  fciSnihiiiifly  VccerW :  ^iirfther  seeking  td 
i«  'dv^  fiiie,^«d]f  j^ftt^iWrtgov^  ^arde'ss ;  using  ouif ' 
8petec!i'B&  m^si^hi^n'idtl,  tfnrf  cWcntig  otir  wits  as  th^ 
ft^ttit  Ka^  adeA;  Some'  setfk  ho  far  for  outlandish 
Bhglfstt,  'tliaV  iWjr  ^Ibrfeet  'iilt4«^lier  tlieir  mother*^ 
rwifeiiAge. '  Ah*'  I? Mi^'^s^CAi  A!^ ' if  some  of  theif 
fafe'tliteri%er6''^vii  ihiy^y^tdttai  able  to  tell  wba2 
te«^  sfey':  aiw!  J^t  thes^  fen*  Etiglisil<ilei-ks  vvili^feay 
^^  jip^'iri  tfeeh-inoA^  tohgie,  't(  k  ftiait  should 
^hatge  thittk  -with  tfotnfrterfeitrng  the  king's  English". 
Sbhifr^iar  joiiriiled  getidenfen,  at  tlieir  return  home; 
like  as  they  love  to  go  in  forefgii  apparel,  sO  thtywill 
ponder  Uieir  talkr  i^i.tlv  ,QY.e;;-afia ;  hnguage^  ,  He  that 
Cometh  lately  out  of  France  w|Il ,  ^alk  French  .  ^n£: 
lish,  and  never  blush  at  the  matter.  Another  chops 
in  with  English  ItalSSSt^'^Ild  applieth  the  Italian 
pbcas^  to  our  I^lis^  Hpea)ciQg[|  the  which  is/  a»  if 
-m  orj^tion  that  professeth  jbp  Utter  hi&mind  in  plam 
lAtin,  wpu);d  ijieeds  spe^ak.  po«tnr.  a^  far-fetch^ 
colours  of  strange  antiquity.  •The  lawytpr  will  store 
his  stomach  with  the  prating  of  pedlars.  The  audi'* 
4or  m^-iiuikifighitiaccboAtAnd  f^lcl^ixig,  .c<nneth  in 
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fine  courtier  will  talk  nothing  but  Chaucer.    The 
mystical  wise  men,  and  poetical  clerks,  will  speak 
nothing  but  quaint  proverbs  and  blind  allegories ; 
delighting  much  in  their  own  darkness,  especially  when 
none  can  tell  what  they  do  say.    The  unljcamed  or 
foolish  fantastical, .  that  smells  but  of  learning  (such 
fellows  as  have  seen  learned  men  in  their  days),  will 
so  Latin  their  tongues,  that  the  simple  cannot  but 
wonder  at  their  talk,  and  think  surely  they  speak  by 
some  revelation.     I  know  them,  that  think  rhetoric 
to  stand  wholly  upon  dark  words ;  and  he  that  can 
catch  an  inkhorn  term  by  the  tail,  him  they  count 
to  be  a  fine  Englishman  and  a  good  rhetorician.  And 
the  rather  to  set  out  this  folly,  I  will  add  here  such 
a  letter  as  William  Sommer  himself,  could  not  make  . 
a  better  for.  that  purpose,^— devised  by  a  Lincolnshire 
man  for  a  void  benefice. 

^'This  point  he  illustrates  with  other  familiar 
and  pleasant  instances.'* 


*'  In  enforcing  the  application  and  explain- 
ing the  nature  of  fables,  for  the  purpose  of 
ampliiication  he  gives  a  general  idea  of  the 
Iliad  and  Odyssey.' 


)» 


The  saying  of  poets,  and  all  their  fables,  arc  not 
to  be  forgotten.    For  by  them  we  may  talk  at  large, 


WILSON»  57 

ftncl  win  men  by  persuasion,  if  we  declare  before 
hand,  that  these  tales  were  not  feigned  of  such  wise 
men  without  cause,  neither  yet  continued  until'  this 
time  and  kept  in  memory,  without  good  considera- 
tion';  and  thereupon  declare  the  true  meaning  of  all 
such  writing.     For  undoubtedly,  there  is  no  one  tale 
among  all  the  poets,  but  under  the  same  is  compre-* 
bended   something    that  pertaineth   either   to    the 
amendment  of  manners,  to  the  knowledge  of  truth, 
to  the  setting  forth  nature's  work,  or  else  to  the 
understanding  of  some  notable  thing  doen.  For  what 
other  is  the  painful  travail  of  Ulysses  described  so 
largely  by  Homer  but  a  lively  picture  of  man's  mi- 
sery in  this  life?  And  as  Plutarch  saith^  and  like^ 
wise  Basilius  Magnus,  in  the  Iliads  are  described 
strength  and  valiantness  of  body :  in  Odyssea  is  set 
forth  a  lively  pattern  of  the  mind.    The  poets  are 
wise  men,  and  wished  in  heart  Ae  redress  of  things ; 
the  which  when  for  fear  they'  durst  not  openly  re- 
buke, they  did  in  colours  paint  them  out,  and  told 
men  by  shadows  what  they  should  do  in  good  soth^ : 
or  else,  because  the  widked  were  unworthy  to  hear 
the  truth,  they  spake  so  that  none  nyght  understand 
but  those  unto  whom  they  please  to  utter  their  mean-^ 
iug,    and  knew  them  to   be   of  honest  contersa- 
tion. 


JWfP  ^y^^Mpgfl'j^c.j  Jibua,.,^!^^^  JjmJljhJiiiAY^,  S|ii^ 
byiA^^ptipiiiS^t^  ^iljfoiiihi^tJ^gftr.v  ami;,  juj 

"  On  the  necesaity_  of.  a  due  preservation  of 

,  ,j«#    Ufa.-'  .  «•«»  •""■«*  t 

character  he  has  the  following  precepts^  which 


stem  ttdiBe  dbectod  Jto>.  thef  wiiixhs  onmtoried 

pliyjgrZl  ii   jiii;ji;fiii   or!//  ^  .vMiyii/.-nin  V) -uc 

oviiii  d<st:nb]i9](|)£  pe'^fiqns^>iker^iaugbtnfdirayii  in 
^omeKii^isitoidbshikBed^  s&,  tliat<iif»lbtngnhe  ftp^k^ll 

should  describe  H6bry;i^hj^isixlfc,,.)if  jflwg}it  .^llliiflf^ 
gentle/ mild  of  Dature|,Jed.b^^persaasion  and  ready 
to  forgive, ^careless. for  wealth,  suspecting'  none^  iper- 
ciful  to  an,,,  fearM  in  adversity  and  without  forecast 
to  espy  his  misfortune.  Again;  for  Richard  the  third, 
I^alight)biii»ig!]iifil4]^rftri«d  <rf'^ft|f  iM3ft^hi<^?by 
aatute^[  jtnvioiBfe  bijxnipA^'^d  d«fp,dU(^n^hr,.,>  (Josq 

fcftrfido)^  Ifaaj^rbirfAigJi  ^U^y  trml^  t<^,iipfi|e,  J^be/a^ 
imt»npuif|ioib,>i(BMtkig.  ^iiili  ^b^  wpirst,  i^,  J^opiiig 
dtof igi^Ithte J)ert.Tr%  this  JigKc^  ,^ls^  ,we^.,in^aj}iAQ 
•tiaUafv  8odkc:«teci<i;isp<Sak,.  aftd/i9«:€(kr<Uog)j^^ 
T^mAwwk  fetdj^e  dieoiBlidmj ,  v^ jif:P|ie  ,&^oi9)c(j;ir^ 
ill aoiiii:'Henfy dwf i^'X>£: £imo)}s::flf^mory7,  to, , ip.** 
WgU^agaimti vebBl89.>tbii&  he jmigb^' .order  biis  ora.i| 
ti(»h.  liWhatif .Ifemyih^  «ig)kt  V^r^  aUve  and  savf^ 
sacbirebeUi60in  th&jreaJa>»i:iir0ttld  i)^>  npt  say  tbu^ 
and  thus?  Yea,  methinks  I  hear  him  speak eve^ now-, 
And  so  set  forth  such'woTdsaS  we  would  have  him 

<^ft<it«*  jof  .^Ij^iSifj^PS^  3W9J¥cV  .with 
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more  truth.  And  the  first  writers  of  the  mir- 
ror of  ma^dtrates^  ^  who  imagine  a  talk  for 
some  one  to  speak^  and  according  to  his  per- 
^n  frame  the  oration/  appear  to  hdve 
availed  themselves  of*  these  directions^  if  not 
to  have  catchtd  the  notion  of  their  whole  plant 
from  this  remarkable  passage." 


^^^He  next  shews  the  advantages  of  personi- 
fication in  enlivening  a  composition  " 

w 

Sdmetimed  it  is  good  to  make  God,  the  country^ 
or  some  one  town,  to  speak;  and  look  what  we 
would  say  in  our  own  person,  to  frame  the  whole 
tale  to  them,  ^udh  variety  doeih.  much  good  to 
avoid  tediousness.  For  he  that  speaketh  all  in  one 
sort,  though  he  speak  things  never  so  wittily,  shall' 
soon  weary  his  hearers.  Figures  therefore  were  in* 
vented  to  avoid  satiety,  and  cause  delight :  to  refresh 
with  pleasure  and  quicken  with  grace  the  dultiess  of 
mart's  braitt.  Who  will  look  on  a  white  wall  a» 
hour  together  where  no  workmanship  is  at  all  ?  Or 
who  will  eat  still  one  kind  of  meat  and  never  desire 
change  ? 

"  Prolix  narratives,  whether  jocose  or  scri- 
ous,  had  not  yet  ceased  to  be  the  entertain- 
ment of  polite  companies :  and  rules  for  tellihg 
a  tale  with  grace  now  fbund  a  place  in  a  book 


of  general  rhetoric.  In  treating  of  pleasant 
sport  made  by  rehearsing  of  a  whole  matter, 
he  says/' 

They  that  can'  lively  tell  pleasant  tales  and 
merry  deeds  doeo,  and  set  them  out  as  well  with 
gestme  as  with  voice,  leaving  nothing  behind  that 
may  serve  for  beautifying  of  their  matter,  are  mo^t 
meet  for  this  purpose,  whereof  assuredly  there  are 
bat  few.  And  whatsoever  he  is,  that  can  aptly  tell 
his  tale,  and  with  countenance,  voice,  and  gesture, 
80  temper  his  report  that  the  heai'ers  may  still  take 
delight,  him  count  a  man  worthy  to  be  highly 
esteemed*  Foi'  uQdQubtedly  no  man  can  do  any 
such  thing  unless  except  that  they  have  a  great  n^o- 
ther  wit,  and  by  experience  confirmed  such  their 
comeliness  whereunto  by  nature  they  were  most  apt. 
Many  a  man  readeth  histories,  heareth  fables,  seeth 
worthy  acta  doen,  even  in  this  our  age ;  but  few  can 
set  them  out  accordingly,  and  tell  them  lively,  a^ 
the  matter  self  requireth  to  be  told.  The  kinds  of 
Relighting  in  this  sort  are  diyers ;  whereof  I  will  set 
forth  many^-— Sport  mov^d  by  telling  of  old  tales,—* 
If  there  be  any  old  tale  or  strange  history  well  and 
wittily  appUed  to  some  man  living,  all  men  love  to 
hear  it  of  life.  As  if  one  were  called  Arthur j  some 
good  fellow  that  were  well  acquainted  with  king  Art 
(bur's  book  and  the  knights  of  his  round  table,  ^ovM 
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him  to  be  one  of  his  kin,  or  else  (which  w6)jq:  /iBAi^JI^ 
prove  him  to  be  Arthur  himself.  And  so  likewise  of 
i>«Ker  i^&f'ihi^l  jpkibn^^^uldi^dialc^rf-lniCd^i^as* 
t\m.  ^'OdehtM^  («hd^d^<»r^lfytidf  >k  lbttlfsY.I>^ 
^iMth\!AhlAemi^hLm'%4  i9^^ ditty y^^i^Mfi^^ 

mt^d^  ^d  q^nH^f^M  «lM^  cbnV«!%lLti<9t&  d^^^ 

1.  ».(j  ii).i<:  b'lmilaoD  oanohaqze  ^^d  bni>  ,Jiw  T)t(l 
vJjj;  Jtoin  oi'»v/  V'3xli  siui/in  ^d  oinuoi^ilw  a<i<3iiil3mo3 

ffiignttt)  ^alijfoafknw^ibfii  flx^ungb  Hobltihlwi); 

pa^iw,  ^it^m^'  a!»6»^(jr^  SttfRfffe/'a«aJ^ftiMl 

bii/j  Jfov/    ^loldul   o^ax>'iJ2  10  oLbJ  bio  \iw  3d  Qiodi  II 

o^Iduihyidcoitiin^ihitoiuiarditbk  lflEilHiiti{;^f<^rij}sW 
tkillcin  tltiftORriikli;.70Bi«r  tiub  Ht^n,  Jitf  b^i^i^Wi 
kdg^  iul  adBm(ig«a|kb};r>&>iltiU899kWjifljt)Mtli^^ 

1  c«mptni9ns* 


diting.    Again,   I  may  commeild^lUiijiifer .  phjuig 

for 


laying 

ed  therein.  And  again,  such  a  man  is  an  exd^tiH 
fellow,  saith  one,  he  can  speak  the  tongues  well,  he 
piays^^of'ins&uments  few  hjeii  t)eferj'''he  Kigtfettf  to 
#7ufe  mi^efil>i{s  sU^yFlJi  'ehtetefi'MtfleiftrVi 
Tut  fdf  ^aif  tlSg;^^tg^^^m^or2^  i^t6^^i«t^,-^le'  m^^m 

«^i^^^ih^e^a?iik^^^^^^ 

hnij  .-nil  oc  f)J  jIJv/  t^fVioB     .rj  -.'♦  >)  -'jf  f.t  •,  r-.v  ,.  •:  •  ,- 

•5  1  he  foJlowmK  passas^e  acquaints  u^,  amotijf 

fljili  ,i9dmijriD  iTvPifl  £  lofiM^:.-;:,.  ,y...'j  /.;•.;;  \'y-?j 
Other  things,  that  many  now  studied,  ana  witn 

yvS3i^ ^<^  ^Jia^ys^  1^9^11^^^ ^a|; ^.^nd^acc^^^^ 
words  to  set  forth  9^)r,flXf^itig,  v^V^ 
them  together  in  apt  order,  that  the  ear  may  delight 
^h(ffi?iA|^«e?fiamriy;'  foiSM>Ws<»tie,EnglHBiAto, 
A^m-aa^  pbltft  ll^Ve^oH  a'^'ift  ib^the  En|li«nbA% 
ib#3iifIMiiP4a:^^tlft  like^Jaadfi  tHfr^fow^^felighl 
the  wise  and  learned  so  much  with  their  pleasant 
composition,  that  many'lf^joice,   when  they  may 
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hear  such,  an*  think  much  lefurning  is  got  when  they 
piay  talk  with  them, 

"  But  he  adds  the  faults  which  were  some- 
times now  to  be  found  in  English  composition,, 
among  which  be  censures  th^  excess  of  allitev- 
ation/' 

Some  will  be  so  short,  and  in  such  wise  curtail 
their  sentences,  that  they  had  need  to  make  a  com- 
mentary immediately  of  their  meaning,  or  else  the 
most  that  hear  them  shall  be  forced  to  keep  counsel. 
Some  will  speak  oracles,  that  a  man  cannot  tell 
which  way  to  take  them.  Some  will^  be  so  fine  and 
so  poetical  withal,  that  to  their  seeming  there  shall 
not  stand  one  heare^  amiss,  and  yet  every  body  else 
shall  think  them  meeter  for  a  ladj's  chamber,  than 
for  an  earnest  matter  in  any  open  assembly.*— Some 
use  over  much  repetition  of  one  letter,  as  pitiful  po* 
•oertif  prayeth  for  a  penny y  hut  puffed  presumption  pas^ 
eth  not  a  pointy  pampering  his  paimch  with  pestilent 
pleasure,  procuring  his  passport  to  post  it  to  hell  pity  there 
to  be  punished  with  pains  perpetual 

'*  Others>  he  blames  for  the  affectation  of 
ending  a  word  with  a  vowel  and  beginning 
flie  next  with  another.    Some^  he  says^  en4 

■hair. 
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their  sentences  all  alike,  making  tHeir  talk^ 
rather  to  appear  rhymed  metre,  than  to  seem 
plain  speech." 

I  heard  a  preacher  delighting  much  ,in  this  kmd 
of  composition,  who  used  so  often  to  end  his  sen* 
tence  with  words  like  utito  that  which  went  he- 
fore,  that  in  my  judgment  there  was  not  a  dozen 
sentences  in  his  whole  sermon  but  they  ended  all  in 
rhyme  for  the  most  part.  Some,  not  best  disposed > 
wished  the  preacher  a  lute,  that  with  his  rhymed 
sermon  he  might  use  some  pleasant  melody,  and  so 
the  people  might  take  pleasure  divers  ways,  and  dance 
if  they  list. 


^'  Some  writers,  he  observes,  disturbed  the 
Batural  arrangement  of  their  words.  Others 
were  copious  where  they  should  be  concise. 
The  most  frequent  fault  seems  to  have  beeni 
the  rejection  of  common  and  proper  phrases,- 
for  those  that  were  more  curious,  refined,  and 
unintelligible." 

This  work  exhibits  a  favourable  symptom 
of  the  dawn  of  reason.  It  was  considered  as 
an  innovation  so  daring,  that  the  author  liapi. 
pening  to  visit  Rome,  was  imprisoned  by  the 
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inquisitors  of  the  holy  see,  as  a  pi^sumptuoo* 
and  dangerous  heretic. 

Wilson  also  translated  seven  orations  of 
Demosthenes,  which,  in  1570,  he  dedicated  to 
sir  William  Cecil;  affording  thereby  another 
proof  of  his  attention  to  the  advancement  of 
the  English  stile. 

Warton  likewise  mentions  a  treatise  of  rhe« 
toric^  published  in.  1555,  by  Richard  Sherry, 
schoolmaster  of  Magdalene  College,  Oxford. 
And  speaks  of  William  FuUwood,  who— in  bis 
*'  Enemy  of  Idleness,  teaching  the  manner 
and  stile  how  to  endite  and  write  all  sorts  of 
epistles  and  letters,  set  forth  in  English  by 
William  Full  woody  merchant;"  published  in 
1571,  and  written  partly  in  prose  and  partly  in 
verse— alludes  in  a  respectful  manner  to  Wil- 
son's book,  '*  Whoso  (says  he)  wiU  more  cir- 
cumspectly and  narrowly  entreat  of  such 
matters^  let  them  read  the  rhetoric  of  master 
doctor  Wilson,  or  of  master  Richard  Rain* 
old."— Moreover,  in  1583,  was  published  at 
London,  a  book  entitled,  ^^The  first  part  of 
the  Elementaire,  which  entreateth  chiefly  of  the 
right  writing  of  the  English  tongue,  set  forth 
by  Richard  Mulcaster,  London,  1582.  This 
book  contains  many  judicious  criticisms  and 
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observations  on  the  English  language.  Many 
of  its  precepts  are  delivered  in  metre.  In 
1586,  was  published  by  William  BuUokar^  a 
"^^  Brief  Grammar  for  Eiiglish^  imprinted  at 
London  by  Edmund  BoUifant.**  It  is  also 
caUed  '*  W.  BulIokar*s  Abbreviation  of  hii  • 
Grammar  for  English,  extracted  out  of  his 
grammar  at  large  for  the  speedy  parcing  of 
English  speech^  and  the  easier  coming  to  tlie 
knowledge  of  grammar  for  other  languages/' 
This  was  the  first  grammar  of  the  Engfi^^h 
Itttigtiftge  whldh  ^ver  appeated,  except  (as  th^ 
sitithor  says)  toy  gritihmar  at  large. 


V  d 
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Richard  Grafton  appears  to  have  been 
descended  of  a  good  family^  and  to  have  been 
born  in  London^  about  the  close  of  the  reign 
of  Henry  VII.  He  had  probably  a  liberal  edu- 
cation^ since  it  appears  by  his  writings^  that 
he  understood  the  languages.  He  practised 
the  art  of  printing  in  the  successive  reigns  of 
Henry  VHI.  Edward  VI.  queen  Mary,  and 
of  Elizabeth.  By  company^  he  was  a  grocer^ 
as  he  subscribes  himself  in  a  letter  to  the  lord 
Cromwell,  dated  1537.  The  same  year,  too, 
he  first  appears  as  a  printer  in  London ;  a  pro- 
fession he  first  engaged  in,  from  his  being 
applied  to,  to  procure  an  edition  of  Tyndal*s 
Testament,  and  afterwards  of  his  Bible  revised 
by  Coverdale.  He  might  possibly  have  been 
induced  also,  like  several  other  persons  of 
education  in  that  age,  by  a  desire  to  promote 
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the  progress  of  ancient  learning,  as  well  as  of 
the  reformation.  Hcwas  the  printer  of  Mat« 
thews'  Bible. 

Grafton  dwelt  in  a  part  of  the  dissolved 
house  of  the  Grey  Friars,  which  was  afterwards 
granted  by  Edward  VI.  as  an  hospital  for  the 
maintenance  and  education  of  orphans,  called 
Christ's  Hospital.  On  the  death  of' Edward 
VI.  he  was  employed,  from  his  office  of  king'^ 
printer,  to  print  the  proclamation,  by  which 
the  lady  Jane  Grey  was  declared  successor  to 
the  crown.  For  thus  discharging  simply  the 
duty  of.  his  office,  he  was  deprived  of  his  pa- 
tent, and  forfeited  a  debt  of  SOOl.  due  to  him* 
irom  the  crown.  He  was  also  prosecuted  and 
imprisoned  for  the  same  ostensible  caus€; 
though  more  probably  from  his  attachment  to 
the  principles  of  the  reformers,     .    * 

There  'was  a  Richard  Grafton,  grocer,  mem<> 
her  of  parliament  for  London  1553  and  1554 ; 
and  again,  1556  and  1557 ;  but  that  this  person 
was  the  same  with  the  printer  appears  some** 
what  inconsistent  whh  his  imprisonment  just 
.mentioned.  .  Grafton  the  member  was  after- 
wards returned  for  Coventry.  • 

During  his  imprisonment,  or  at  least,  while 
he  was  driven  from  his  profession  of  a  printer, 
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1)6  d(Hi)pilf  d  ^*  Axx  Al>ridgement  of  the  Chro* 
nicl^ qf  fiOgUnd \'  of  i^oh  there  have  hecn 
Beveral  impressions.  Ames  says^  that  he  had 
8§eu  five,  prioted  by  R.  Tottyl-rrthose  of  1502, 
\6&S,  1564,  1570,  and  1572- 

There  appears  to  have  been  some  pique  be- 
tween Grafton  and  John  Stow,  the  historian- 
of  lioadon,  &c.  originating  probably  in  a 
spirit  pf  rivalry :  lor  Grafton^  ii^  the  dedication 
of  hi9  editions  of  1570  and  1572,  affects  to 
speak  with  contempt  of  the  labours  of  his 
l^QKMhjer  histpxian,  whose  Chronicle,  he  said> 
wasf  composed  of  ^^  The  memories  of  supevr 
aykitioua  fouadAtions,  fables,  and  lies,  foolishly 
STOWEB  tog^thtj;,''  &c.  Stow,  in  the  next 
edition  of  hia  Cfaronicle,  retorted  this  censure 
iq[>oin  Grafton;  charging  him  with  m^kmg 
Edward  Hall's  Chronicle,  his  own ;  and  wi^h 
falsifying  Harding^s  Oironicle,  in  several  in* 
stances,  when  he  printed  it  in  1543.  As  we 
aie  naturally  interes^d  in  the  veracity  of  our 
early  Chroniclers,  It  i^  proper  that  we  should 
hear  what  Grafton  has  to  say  of  himself  in 
vindication.  This  vindication  is  contained  in 
the  epistle  to  the  reader,  in  the  edition  of 
167a 
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Richard  Graflon  to  the  gentle  reader. 

I  have  (right  loving  reader)  now  once  again  turn** 
ed  over  my  first  abridgement  of  Chronicles,  and  not 
only  amended  such  things  as  I  found  amiss  therein/ 
but  also  have  added  thereunto  many  and  divers  good 
notes,  as  the  diligent  reader  shall  easily  perceive. 
And  my  trust  is,  that  as  I  am  not  desirous  to  offend 
any  person,  neither  by  naming  or  misreporting  of 
their  doings ;  so  I  shall  be  favourably  (without  re- 
proachful  or  malicious  taunts  and  biting  terms)  al** 
lowed  of,  as  my  labours  deserve.  But  yet,  gentle 
reader,  this  one  thing  offendeth  me  so  much,  that  I 
am  enforced  tb  pur^e  myself  thereof,  and  shew  my 
simple  and  plain  dealing  therein.  One  Jolai^ 
Stow*— of  whom  I  will  say  no  evU,  although  he  hatb 
gieatly  provoked  me  thereunto,  as  by  writing  of  an 
epistle  againstme^  Jtufied  with  I'l^ed  eloquence  and 
uncourteeus  terms,  descanting  and  defining  my  name^ 
&c. — and  now  of  late  the  same  man  hath  published 
A  book,  which  he  nameth  a  summuy  of  tlie  Chfo* 
nicies  of  England,  (the  untruths  whereof  I  will  not 
here  detect)  and  therein  hath  charged  me  bitterly, 
but  chiefly  with  two  things.  The  one,  that  I  have 
made  Edward  Hairs  Chronicl<i  my  Chronicle,  bot 
not  without  mangling,  and  (as  he  saith)  without  any 
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ingenuous  and  plain  declaration  thereof.    The  other 
thing  that  he  chargeth  me  withal,  is  in  praising 
of  John  Harding,  one  of  his  authors  (who'  surely 
is  worthy  of  great  praise,  and  1  wish  he  had  follow- 
ed in  his  book  no  worse  author).   He  saith,  that  a 
Chronicle  of  Harding's  which  he  hath,  doth  much 
differ  from  the  Chronicle,    which   under   the   said 
Harding's  name  was  printed  by   me,  as  though  I 
had  falsified  Harding's  Chronicle.     For  answer  to 
the  first,  I  have   not  made  Hall's  Chronicle  my 
Chronicle,  although  the  greatest  part  of  the  same 
was  my  own  Chronicle,  and  written  with  mine  own 
hand ;  knd  full  little  knoweth  Stow  of  Hall's  Chro- 
nicle :    but  this   I   say,  I   have   not   made   Hall's 
Chronicle  my  Chronicle,   neither  have  I   used  his 
.Chronicle  ^y  otherwise  than  I  have  all  Chronicles ; 
as  where. Hall  spake  plainly,  there  I  suffer  him  to 
tell  his  own  tale,  and  in  the  end,  /illedge .  him  as 
my  author,  as  I  do  all  others,  though  not  in  every 
place,    which   were  needless,    yet  in  the   chiefest 
places  and  matters  of  weight.     And  when  I  found 
him  affected  with  many  obscure  words,  there  I  al- 
ledged  iiim  in  as  plain  terms  as  I  could.     And  tbusi 
much  I  have  had  to  do  with  Hall,  and  none  others 
wise.    And  here  I  note  to  all  men,  that  I  do  re^ 
verence  Hall  in  his  work,  he  being  now  dead,  as. 
much  as  I  did  when  he  was  alive,  with  whom  I 
'was  of  no  small  acquaintance ;  and  I  am  as  ready  to 
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advance  his  praise  and  commendation,  and  readier 
(if  I  may  say  it  without  offence)  than  he  that  found 
fault  with  me.  And  Hall  (as- ye  know)  wrote  but 
of  a  few  kings,  and  began  where  Froissard  left ;  and 
so  neither  his  Chronicle  is  mine,  nor  mine  his. 
Now,  as  touching  John  Harding's  Chronicle  that 
Stow  hath,  which  he  saith  doth  much  differ  from 
that  which  w;as  imprinted  under  his  name  by  me, 
I  grant  it  may  well  be  so ;  for  I  have,  at  this  time, 
a  Chronicle  that  beareth  the  name  of  John  Harding, 
written  in  the  Latin  tongue  in  prose,  that  I  am 
sure  John  Stow  never  saw,  and  though  he  did,  yet 
I  doubt  whether  he  understand  it.  And  it  may 
well  be,  that  one  man  may  write  at  two  times  two 
books  of  one  matter,  and  yet  the  one  of  them  not 
to  agree  with  the  other,  as  Stow  himself  hath 
done,  who  in  his  later  summary  of  Chronicles,  dif- 
fereth  clean  from  his  first,  neither  agreeing  in  mat- 
ter nor  years,  and  yet  (as  he  saith)  they  are  both 
Stow's  Chronicles.  And  it  may  also  be,  that  there 
weie  more  John  Hardings  than  one,  and  so  all  niay 
stand  well  together,  and  no  fault  committed  by  me. 
Thus  much  for  answer  of  the  faults.  And  here  to 
make  any  further  declaration  of  the  order  of  my 
book,  it  shall  not  need;  for  in  the  second  page 
thereof  are  expressed  the  particulars  of  the  same. 
And  I  have  joined  hereunto  an  exact  table,  for 
the  ready  finding  of  any  matter  herein  contained, 
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moitk  heartily  pra3ring  the  gentle  reader,  that  where 
he  fthall  find  me  to  have    committed  any  error, 
that  there  he  will  gently  interpret  me,  or  amend' 
&e  same^  and  eo  for  this  time  I  end.    Farewell, 


Notvrithstanding  this  vindication  of  himself, 
Ae  charge  of  Stow  against  him  appears  to 
be  well  founded.  Nicholson  observes :  *'  A 
great  borrower  from  this  HaU  was  Richard 
Grafton,  who  (as  Buchanan  rightly  observes) 
was  a  very  heedless  and  unskilful  writer;  and 
jet  he  has  the  honour  done  him  to  be  some- 
times quoted  by  Stow  and  others."  It  may 
be  added,  that  all  our  more  modern  compilera 
have  occasionally  resorted  to  him  for  ai^tho- 
rity. 
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In  this  important  reign,  so  glorious  to  ibteir 
lect  and  national  pride,  protestantism  was  re* 
stored,  and  witli  it  much  of  civil  and  religioua 
freedom.  The  Bible  was  now  once  more  ac- 
cessibleto  all;  and  every  man  re-assumed  the 
privilege  of  judging  for  himself  in  matters  of 
faith.  The  religious  sects,  rendered  torpid 
by  the  noxious  influence  of  Mary's  envenomed 
spirit,  revived  and  enlarged  their  numbers ; 
and  among  these,  we  trace  the  rise  of  the 
puritans,  of  famous  memory. 

The  spirit  of  levelling,  inherent  in  humaa 
nature,  now  powerfully  reinforced  by  the 
equalitarian  principles  and  examples  of  christi* 
anity,  rendered  the  opulence  and  splendor  of 
an  ecclesiastical  hierarchy  odious  to  the  mid<^ 
dling  and  lower  classes  of  society,  who,  in 
their  zeal  to  abolish  catholic  corruptions, 
perhaps  injudiciously  proscribed  all  oeremoni* 
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ens  observftncies^  disclaiming  the  ihstromei^ta* 
litj  of  thesensesj  as  idolatrous^  and  degrading 
to  that  visionary^  spiritual^  and  abstracted  de« 
Totion  to  which  they  aspired.  To  fix  *the  re* 
formation  therefore  upon  a  durable  basjs  (one 
of  the  first  and  gteat  objetts  of  this  reign) 
was  not  accomplished  without  much  division 
and  opposition.  The  reformed  clergy,  who 
had  fled  into  Germany  from  the  persecutions 
of  Mary^  now  returned  in  great  numbers.  By 
their  residence  abroad,  they  had  imbibed  ckU 
Vinistic  principles  of  chiirch*goYemmettt;  aqd 
even  th6  coifapafatively  liiodest  ceremonie* 
of  the  ^eforihed  system^  gave  timbfage  to  the 
ibstidtoils  zeal  of  these  spiiritual  doctors ;  and 
(fa^  church  was  rent  with  divinons,  not  coit* 
cetni&g  the  f  eindamental  doctrines  of  Christian- 
ity, but  on  the  forms  of  eccleiiiastical  disci- 
pline* The  decision  of  these  controversies  led 
to  the  accuflitilatioh  of  vast  masses  Of  learning 
dn  the  patt  of  the  reforming  clergy,  who  ap- 
pealed to  the  Jews,  the  primitive  cihristian^, 
the  fathers,  cotrncik,  &c.  The  pttritans,  dn  th^ 
Contrary,  disclaiming  aQ  human  authority, 
fdied  solely  for  the  defence  of  their  cause  oli 
the  authotity  of  the  sacred  otacles.  Thi& 
gtotmd  0f  argameftt  was,  of  com'Se,  iricc^lites-' 
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tibk;  bat  Hooker^  in  his  deep  investigation  of 
the  subject^  contrived  to  elude  its  force^  by 
estiibirshing  the  important  mference^  that  our 
belief>  even  in  religion  itself^  is  founded  on 
the  authority  of  reason. 

Fine  literature  suffered  hy  these  polemical 
cpntests.  Its  progress  was  also  checked  from 
other  causes.  By  the  seizure  and  alienation 
of  impropriations,  ecclesiastical  prefermenti 
were  diminished^  which  produced  a  propor- 
tional diminution  in  the  numbers  bred  to  tha 
church ;  or^  which  was  then  the  same  thing, 
who  received  a  liberal  education.  Numbers, 
besides,  of  vulgar  people  were  admitted  to 
the  sacred  functions— 4fcn  abuse^  which  conti* 
Bued  to  increase  to  such  a  degree^  that  id  th^ 
year  1560,  the  bishop  of  London  received  an 
injunction  from  his  metropolitan,  to  ordain 
uo  more  artificers  and  other  illiterate  persons. 
This  caution,  however^  was  unavailing.  About 
three  years  after,  it  is  asserted  by  Wood,  that 
there  were  only  two  divines,  the  president  of 
Magdalene  College,  and  the  dean  of  Christ- 
church,  capable  of  preaching  the  public  ser- 
Oaons,  before  the  university  of  Oxford. 

m 

But  when  the  commotron^,  which  afose 
^m  the  fell  of  the  old  estabhdimentsf,  had 
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somewhat  subsided,  and  protestantism  became 
.substituted  for  Catholicism,  knowletlge  of  every 
kind  began  to  be  cultivated  with  fresh  ala&rity 
and  ardour.    The  spirit  of  enquiry  elicited  by 
reading  the  scriptures,.was  now  communicated 
to  general  subjects;  and  literary  attainments  were 
no  longer  the  exclusive  property  of  the  priest- 
hood.    Curiosity  was  awake  among  all  ranks; 
and  all  who  had  fortune  and  leisure  were  eager 
to  study  the  classics — an  acquaintance  with 
which  became  an  indispensible  requisite  in  the 
education  of  a  gentleman.    Nor  did  even  the 
ladies  remain  unaffected  by  the  prevalent  en- 
thusiasm.   Every  young  lady  of  fashion  was 
instituted  in  classical  literature ;  and  as  Warton 
observes,^'  the  daughter  of  a  duchess  was  taught- 
alike  to  distil  strong  waters  and  to  construe 
Greek."    This  fashion  in  the  study  of  classi- 
cal literature    was  greatly  encouraged,   and 
probably  excited  among  those  of  her  own  seXt 
by  the  example  of  the  queen,  who,  under. the 
tuition  of  her  preceptor  Roger  Ascham,  had 
gained  considerable  proficiency  in  the  learned 
languages.    The  Grecian  and  Roman  writers, 
too,  were  not  only  read  in  their  vernacular 
tongues ;  before  the  year  1600,  almost  the  whole 
of  them  were  translated  into  English. 
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The  study  of'  aneient  authors  entireljr 
changed  the  character  of  our  national  litera- 
ture. It  introduced  a  diiferent^  and  a  less 
wild  mythology;  more  taste  and  method  in 
composition.  It  created  a  distaste  for  the 
cumbrous  magnificence  and  barbarous  man^ 
nersof  the  feudal  times,  and  gradually  displaced 
that  particular  mode  of  composition  founded 
upon  those  manners. 

^'  The  books  of  antiquity  being  familia* 
rized  to  the  great,  every  thing  (observes 
Wartoa)  was  tinctured  with  ancient  history 
and  mythology.  The  heathen  gods^  al- 
though discountenanced  by  the  CalvinistSj 
on  a  suspicion  of  their  tending  to  cherish  and 
revive  a  spirit  of  idolatry,  came  into  general 
vogue.  When- the  queen  paraded  through  a 
country  town^  almost  every  pageant  was  a 
pantheon.  When  she  paid  sL  visit  at  the 
house  of  *  any  of  her  nobility,  at  entering  the 
hall,  she  was  saluted  by  the  Penates,  and 
conducted  to  her  privy  chamber  by  Mercury .- 
Even  the  pastry-cooks  were  expert  mytho- 
logists.  At  dinner  select  transforma^tions  of 
Ovld*s  Metamorphoses  were  exhibited  in  coa* 
fectionary ;  and  the  splendid  icing  of  an  im* 
tienst  historic  plumb-cake  Wi^s  embossed  with 
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0  delicious  basso-relievo  of  the  destructioif  of 
Troy.  In  the  afternoon,  when  she  conde«^ 
scended  to  walk  in  the  garden^  the  lake 
was  covered  with  trltons  ^nd  nereids;  the 
pages  of  the  family  were  converted  into  wood- 
nymphs,  who  peeped  from  every  bower;  and 
the  footmen  gamboled  over  the  lawns^  in  the 
figure  of  satyrs*  I  speak  it  without  designing 
to  insinuate  any  unfavourable  suspicions ;  but 
'it  seems  difficult  to  say^  why  Elizabeth's  vir- 
ginity sliould  have  been  made  the  theme  of 
perpetual  and  excessive  panegyric *;  nor  does  it 
immediately  appear,  that  there  is  less  merit 
or  gbry  in  a  married  than  a  maiden  queen* 
Yet  tbe  next  morning,  after  sleeping  in  a  room 
hung  with  the  tapestry  of  the  Voyage  of 
iElneas,  when  her  majesty  bunted  in  the  park^ 
she  was'  met  by  Diana, .  who,  pronouncing  oils 
Toyal  prude  to  be  the  brightest  paragon  of  un- 
spotted chastity,  invited  her  to  groves  free 
from  the  intrusions  of  Acteon." 

Towards  the  close  of  this  reign,  a  juste* 
sense  of  things  began  to  appear.  Romance 
eventually  gave  way  totl^  focce  of  reason  and 
^upiiry.  The  theological  discussions  and 
controversies  which  agitated  and  divided  the 
worlds  produced  the  habit  of  treating  eveijr 


atibjcct  scientifically;  and  the  art  of  compo- 
sition itself  (as  we  have  already  seen)  was  sub- 
jected to  theoretic  rules. 

From  the  reign  of  Elizabeth,  we  trace  the 
regular  and  orderly  march  of  society  in  im- 
provement  j  and  fpofi\thirpe^#df  to  the  revo- 
lution, no  country  has  produced  a  series  of  more 
illustrious  writers  than'England.  The  Chronic 
clers  and  historians,  disregarding  the  idle  fables 
of  their  predecessors,  begin  to  be  attentive  only 
to  genuine  and  authentic  history;  and  among 
the  writers  of  particular  treatises,  subjects  ar? 
discussed   of  the   first  importance  to  human 
welfare.     By  these  exertions  of  literary  talent 
the  language  becomes  fixed.     Thcrd  are  com- 
paratively few  words  used  by  the  best  writers 
in  this  reign,  which  are  not  perfectly  intelligi- 
ble to  a  modern  reader. 
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At  the  hedd  of  these'  literary  wotthlcs,  w€f 
find  the  famous  Roger  Ascham^  who  was  borti 
at  Kirby-Wiske,  near  North  AUerton,  iii  York- 
shire^ about  the  year  1515.  Before  his  fa- 
ther's death,  he  was  taken  into  the  family  of 
the  Wingfields,  and  was-  educated  by  Mr. 
Bond,  together  ivith  his  tw6  sons,  and  at  the 
cxpence  of  sir  Anthony  Wingfield.  In  this 
situation>  having  mastered  the  elements  of  th^ 
learned  languages,  he  was  sent  by  his  generous 
patron  in  1530,  to  St.  John's  College,  Cam^* 
4)fi3g€,  where  he  early  became  distinguished* 
In  1534,  when  he  w^  only  eighteen  years  of 
l^gie,  he  took  U&r  degree  of  bachelor  of  arts, 
and  was  shortly  after  elected  fellow  of  his 
own  college*  At  the  age  of  twenty^one^  he 
took  his  degree  of  iftaster  of  art<*. 
Prior  to  this^   he   taught  the    Gieek  lan-^ 
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guage,  in  which  he  was  pre-eminently  skill* 
ed^  both  publicly  in  the  university,  and  pri- 
vately in  his  own  college.  Hia  pupils  are  said 
to  have  made  an  extraordinary  proficiency; 
<^nd  one  of  them  (William  Grindal)  from  his 
recommendation,  was  engaged  by  sir  John 
Cbeke,  as  tutor  to  the  lady  £liziEibeth« 

Ascham  was  particularly  fond  of  archery— 
9L  diversion  to  which  he  frequently  resorted  as 
a  relaxation  from  study.  But  his  conduct, 
in  this  respect,  exciting  the  malicious  ceur 
sure  of  some  persons,  he  defended  himself 
by  a  small  treatise,  which  he  entitled,  ^'  Toxo-* 
philus"  published  in  1544,  and  dedicated  to 
Henry  VIII.  In  consequence  of  this,  the 
king,  at  the  instance  of  sir  William  Paget, 
settled  a  small  pension  upon  him,  which, 
though  discontinued  for  a  time  after  Henry's 
death,  Was  at  length  restored  to  him  by  Ed- 
ward VI,  during  pleasure,  and  also  confirmed 
by  Mary,  with  an  addition  of  ten  pounds  a 
year. 

The  same  year  in  which  he  published  this 
book,  he  was  chosen  university  orator  in  the 
room  of  Cheke.  On  the  death  of  his  pupil, 
Mr.  Grindal,  in  1548,  he  was  invited,  to  court 
to  become  preceptor  of  the  learned  languages 


to  the  lady  EHzabeth  — 'a*  'oflSce'  he  dis* 
chi^rged  during-  two  yeart  wth  gteai  credit 
ted  £»itisfaQtion  t<^  himself  and  his  illuskriouis 
pupil.  But  taking  umbrage  at  some  ilkfoimd-^ 
€d  jrumoui^  maliciously  propagated  against 
him,  be  abruptly  quitted  the  court  in  diSgtiatj 
returned  to  the  university,  and  resumed  his 
studies,  with  his  office  of  public  orator. 

While  he  was  on  a  visit  to  his  relations  in 
Yorkshire,  in  1550,  he  was  recalled  to  court, 
to  attend  sir  Richard  Morison,  about  to  de- 
part for  Geriftany  as  ambassador  to  Charles  V; 
On  his  road  to  London,  he  visited  the  lady 
Jane  Gray,  at  her  father's  house,  at  Broads 
gate,  in  Leicestershire ;  and  on  this  occasion 
it  was  that  he  surprised  her  .reading  Plato's 
ThtB^y  in  Greek.  He  continued  thiee  years 
in  Germany,  during  which  he  wrote  an  ac- 
count "  of  the  Affairs  and  State  pf  Germany/' 
&c.  In  the  mean  while,  his  friends  in  Eng- 
land procured  for  him  the  office  of  Latin  se- 
cretary to  Edward  VL ;  but  on  the  death  of 
the  king,  losing  all  his  places  and  pensions, 
together  with  all  expectation  of  further  favours 
at  court,  he  retired  again  to  the  university. 
His  friend,  however,  the  lord  Paget,  recom- 
mending him  to  Gardiner  bishop  of  Winches* 


ttr,  then  lord  high  chancellor^  he  Was  eourte* 
oosly  received  by  that  celebrated  prelate,  who 
re-^btained*for  him  his  pension,  and  the  post 
of  Latin  secretary  to  the  king  and  queen.  In 
1554,  he  married  Mrs.  Margaret  Howe,  a  lady 
of  family  and  fortune. 

On  the  accession  of  Elizabeth^  he  was  im« 
mediately  distinguished,  and  read  with  the 
queen  some  hours  every  day  in  the  Latin  and 
Greek  languages.  In  this  office,  and  in  that 
of  Latin  secretary,  he  continued  at  court  for 
the  remainder  of  his  life.  It  does  not  appear, 
however,  that  his  fortune  was  ever  proportional 
to  his  station,  or  to  his  literary  eminence. 
Grant,  who  pronounced  his  funeral  oration; 
attributes  this  to  his  contempt  of  money, 
which  prevented  his  solicitation  of  ikvours; 
though  Camden  imputes  his  ntirrownes»  of 
condition  to  his  want  of  frugality,  and  to  hitf 
love  of  dice  and  cock-fighting*  Johnsoti  re-» 
marks — "  We  may  eamly  discover  fi-otn  hii 
Schoolmaster,  that  he  felt  his  wants,  though 
he  might  neglect  to  supply  them ;  and  we  are 
left  to  suspect,  that  he  shewed  his  conteinpt 
of  money  only  by  losing  it  at  play.  If  thw 
Was  his  practice  (says  he)  we  may  excuse  BAi* 
sabeth,  who  knew  the  domestic  character  of 
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her  servants^  if  she  did  not  give  much  to  him 
who  was  lavish  of  a  little."  Johnson  adds-^ 
.  <^  However  he  might  fail  in  his  economy,  it 
\vere  ind^ceqt  to  treat  with  wanton  levity  the 
memory  of  a  man^  who  shared  his  frailties 
with  all;  but  whose  learning  or  virtues  few 
can  attain^  ^nd  by  whose  excellencies  many 
may  be  improved,  while  himself  only  suffered 
by  his  faults."  He  died  in  December,  1568.  The 
queen  was  much  concerned  at  his  death,  dnd 
was  heard  to  say,  that  she  had  rather  have  lost 
ten  thqus^nd  pounds,  than  her  tutor  Ascham. 

The  only  other  works  of  Ascham  are,  1, 
His  Schoolmaster.  3.  His  Epistles,  which  were 
collected  and  published  after  his  death  by  Mr, 
Grant,  master  of  Westminster  school,  knd 
dedicated  to  queen  Elizabeth,  with  the  intent 
lion  of  recommending  hisi  son,  Giles  Ascham, 
to  her  patronage.  The  Schoolmaster  was  print- 
ed by  his  widow.  The  ToxopMlus,  atid  the 
accouqt  of  Qennany,  alone  \f^ie  p^blished  by 
himself. 

His  design  in  writing*  his  ToxopMlus  was, 
according  to  his  own  account,  not  merely  to 
vindicate  him^ojf  fron;  tbe  imputation  o^ 
spending  too  much  time  in  archery ;  but,  as 
atat?d  by  Dr.  Johuson,  <*  to  give  an  e^aropl© 
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of  diction  more  natural  and  more  truly  Eng^ 
lish,  than  was  used  by  the  common  writers  of 
that  age,  whom  he  censures  for  mingling  ex- 
otic terms  with  their  native  language^  and  of 
whom  he  complains,  that  they  were  made 
authors  not  by  skill  or  education,  but  by  ar- 
rogance and  temerity. — He  has  not  failed 
(says  Johnson)  in  either  of  hip  purposes.  He 
has  sufficiently  vindicated. archery  as  an  inno- 
nocent,  salutary,  useful,  and  liberal  diversion ; 
and  if  his  precepts  are  of  no  use,  he  has  only 
shewn  by  one  example  among  many,  how 
little  the  hand  can  derive  fropi  the  mind,  how 
little  inl!elligence  can  contribute  to  dexterity. 
In  every  art,  practice  is  much;  in  arts  manu-t 
al,  practice  is  almost  the  whole.  Precept  can 
at  most  but  warn  against  error,  it  can  never 
bestow  excellei^ce."  This  work  has  been  lately 
published  separately  in  a  small  volume. 

The  following  passage  is  curious,  as  it 
shews  the  statist  of  the  hmguage  at  the  time 
of  his  writing. 

If  any  man  would  blame  me  either  for  taking 
such  a  matter  in  hand,  or  else  for  writing  it  in  the 
English  tongue,  this  answer  I  may  make  him,  that 
when  the  best  of  the  realm  think  it  honest  for  them 
to  U3e,  I,  onerof  the  meanest  sort,  ought  not  to 
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suppose  it  vile  for  me  to  write:  and  though  to  have 
written  it  in  another  tongue  had  been  both  more 
profitable  for  my  study  and  also  more  honest  for  my 
liame,  yet  I  can  think  my  labour  well  bestowed,  if 
with  a  little  hindrance  of  my  profit  and  name  may 
come  any  furtherance  to  the  pleasure  or  commodity 
of  the  gentlemen  and  yeomen  of  ^ngland,  for  whose 
sake  I  took  this  matter  in  hand.  And  as  for  the 
Latin  or  Greek  tongue,  every  thing  is  so  excellently 
done  in  them,  that  none  can  do  better :  in  the  £ng« 
lish  tongue,  contrary,  every  thing  in  a  manner  so 
meanly,  both  for  the  matter  and  handling,  that  no 
man  can  do  worse.  For  therein  the  least  learned, 
for  the  most  part,  have  been  always  most  ready  to 
write.  And  they  which  had  least  hope  in  Latin 
have  been  most  bold  in  English :  when  surely  every 
man  that  is  most  ready  to  talk  is  not  most  able  to 
write.  He  that  will  write  well  in  any  tongue,  must 
follow  this  counsel  of  Aristotle,  to  speak  as  the  com* 
mon  people  do,  to  think  as  wise«men  do:  as  so 
should  every  man  understand  him,  and  the  judg- 
ment of  wise  men  allow  him.  Many  English  writers 
have  not*done  so,  but  using  strange  words,  us  Latin, 
French,  ^ind  Italian,  do  make  all  things  dark  and 
hard.  Once  I  communed  with  a  man  which  rea« 
soued  the  English  tongue  to  be  enriched  and  en* 
creased  thereby,  saying,  Who  will  not  praise  that 
feast  whore  a  man  shall  drink  at  a  dinner  bo^  wine^ 


He,  and  beer?  Truly  (quoth  I)  they  be  all  good,  every 
one  taken  by  himself  aloue,  bat  if  you  put  mahesye  * 
iand  sack,  red  wine  and  white,  ale  and  beer,  and  aH 
in  one  pot,  you  shall  make  a  drink  not  easy  to  be 
known,  nor  yet  wholesome  for  the  body,  Cicero 
in  following  Isocrates,  Plato,  and  Demosthenes,  en- 
creased  the  Latin  tongue  after  another  sort.  This 
way,  because  divers  men  that  write,  do  not  know 
they  can  neither  follow  it,  because  of  their  ignorance, 
por  yet  will  praise  it  for  over  arrogancy ;  two  faults, 
seldom  the  one  out  of  the  other's  company.  English 
vrriters,  by  diversity  of  time,  have  taken  divers  mat* 
ters  in  hand.  Jn  our  fathers'  time  nothing  was  read 
but  books  of  feigned  chivalry,  wherein  a  man  by 
reading  should  be  led  to  none  other  end,  but  only  to 
manslaughter  and  baudry.  If  any  man  suppose  they 
were  good  enough  to  pass  the  time  with  all,  he  is 
deceived.  For  surely  vain  words  do  work  no  small 
thing  in  vain,  ignorant,  and  young  minds,  especially 
if  they  be  given  any  thing  thereunto  of  their  own  na* 
tare.  These  books  (as  I  have  heard  say)  were  made 
the  most  part  in  abbeys  and  monasteries,  a  very 
likely  and  fit  fruit  of  such  an  idle  and  blind  kind  of 
living.  In  our  time  now,  when  every  man  is  givea 
to  know,  much  rather  than  to  live  well,  very 
many  do  write,  but  after  such  a  fashion  as  very 
p>any  do  shoot.  Some  shooters  take  in  hand  stronger 
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bows  than  they  are  able  to  maintain.  This  thing 
maketh  them  some  time  to  overshoot  the  mark, 
some  time  to  shoot  far  wide,  and  perchance  hurt 
£ome  that  look  on.  Other,  that  never  learned  to 
3hoot,  nor  yet  knoweth  good  shaft  nor  bow,  will  be 
9i9  busy  as  the  best. 


IV/e  Schoolmaster, 


^  Or  plain  and  perfect  way  of  teaching  chil- 
dren to  understand,  write,  and  speak  the 
Latin  tongue  ;  but  specially  purposed  for  the 
private  bringing  up  of  youth  in  geijtlemea 
and  noblemen's  houses ;  and  commodious  also 
for  all  such  as  have  forgot  the  Latin  tongue^ 
and  would  by  themselves  without  a  schoolmas- 
ter, in  short  time,  and  with  small  pains,  reco- 
ver a  sufficient  hability  to  understand,  write, 
and  speak  Latin," 

The  occasion  of  his  writing  the  Schoolmas- 
ter, was  the  following.  Being  in  company 
with  some  people  of  consequence  about  the 
court,  a  dispute  of  considerable  warmth  arose 
respecting  the  best  manner  of  educating  youth ; 
and  this  accidental  occurrence,  aided  by  a 
particular  request  from  sir  Richard  Sackville, 
who  was  one  of  the  ^ompajiy,  gave  birth  tq 
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this  cdebrated  work.  It  was  first  printed  in 
1573 ;  but  it  is  best  known  to  the  public  by 
the  edition  of  Mr.  Upton,  in  1711,  and 
illustrated  with  notes.  Of  the  School-* 
master,  Johnson  observes,  that  it  ^'  is  con- 
ceived with  great  vigour,  and  finished  with 
great  accuracy ;  and  perhaps  contains  the  best 
advice  that  was  ever  given  for  the  study  of 
languages."  We  may  also  add,  that  it  is 
justly  esteemed  for  its  judicious  characters  of 
ancient;  authors,  for  the  many  just  observa* 
tions  It  contains,  and  the  various  agreeable 
and  valuable  passages  of  English  history  in- 
terspersed thi^oughout. 

Ascham  very  wisely  recommends  an  inter- 
tnixture  of  elegant  accomplishments  and 
manly  exercises  with  the  pursuits  of  know- 
ledge. After  speaking  of  learning  and  of  the 
advantages  of  a  good  education  from  various 
topics,  he  proceeds : 

And  I  do  not  mean,  by  all  this  my  talk,  that 
young  gentlemen  should  always  be  poring  on  a  book, 
and  by  using  good  studies,  should  leese*  honest 
pleasure,  and  haunt  no  good  pastime ;  I  mean  nothing 
less;  for  it  is  well  known,  that  I  both  like  and  love, 

1  lose. 
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and  have  always,  and  do  yet  still  use  all  exercises 
and  pastimes,  that  be  fit  for  my  nature  and  hability. 
And  beside  natural  disposition  in  judgment,  also  I 
was  never,  either  stoic  in  doctrine,  or  anabaptist  in 
religion,  to  mislik«  a  merry,  pleasant,  and  playful 
nature;  if  no  outrage  be  committed  against  law, 
measure,  and  good  order. 

Therefore  1  would  wish,  that  beside  some  good 
time,  fitly  appointed,  and  constantly  kept,  to  en- 
crease  by  reading  the  knowledge  of  the  tongues,  and 
learning,  young  gentlemen  should  use,  and  delight 
in  all  courtly  exercises,  and  gentlemanlike  pastimes. 
And  good  cause  why :  for  the  self  same  noble  city 
of  Athens,  justly  conjmended  of  me  before,  did  wise* 
ly,  and  upon  great  consideration,  appoint  the  muses> 
Apollo,  and  Pallas,  to  be  patrons  of  learning  to  their 
youth.  Foi"  the  muses,  besides  learning,  wore  also 
ladies  of  dancing,  mirth,  and  minstrelsy :  Apollo  was 
god  of  shooting,  and  author  of  cunning  playing  upon 
instruments;  Pallas  also  was  lady  mistress  in  wars. 
Whereby  was  nothing  else  meant,  but  that  learning 
should  be  always  mingled  with  honest  mirth,  and 
comely  exercises;  and  that  war  also  should  be  go- 
verned by  learning  and  moderated  by  wisdom ;  as, 
^id  well  appear  in  those  captains  of  Athens  name4 
by  m«  before^  and  also  in  Scipioand  Caesar,  the  two 
diamonds  «f  Kome*  .  And  PaUas  was  no  more  feared 
in  wearing  JEgida^  than  she  was  praised  for  choosing 
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Olivmn;  whereby  shineth  the  glory  of  learAing^ 
which  thus  was  governor  and  mistress,  in  the  noble 
city  of  Athens,  both  of  war  and  peace. 

Therefore  to  ride  comely,  to  run  fair  at  the  tilt  or 
ring ;  to  play  at  all  weapons  ;  to  shoot  ^r  in  bow, 
or  surely  in  gun;  to  vaut  lustily;  to  run,  to  leap,  to 
wrestle,  to  swim  ;  to  dance  comely ;  to  sing  and  play 
on  instruments  cunningly;  to  hawk,  to  hunt,  to 
play  at  tennis,  and  all  pastimes  generally,  which  be 
joined  with  labour,  used  in  open  place  and  on  the 
day  light,  containing  either  some  lit  exercise  for 
war,  or  some  pleasant  pastime  for  peace,  be  not 
only  comely  and  decent,  but  also  very  necessary  for 
a  courtly  gentleman  to  use. 


Towswfds  the  end  of  this  treatise,  there  are 
several  pages  which  treat,  incidentally  indeed, 
of  the  literature,  the  manners,  and  the  opinicms 
of  the  age.  These  passages,  to  a  modern  reader, 
.will  be  considered  probably  as  the  most  valua- 
ble part  of  the  book.  .  The  particular  views  of 
the  author  in  the  observations  lie  makes  are 
of  little  consequence. 

Sir  Richard  Sackville,  that  worthy  gentleman,  of 
wovthy  memory,  as  I  said  in  the  beginning,  in  the 
q«eeii'«  privy  cfiamber  at  Windsor,  after  he'  had. 
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talked  with  me  fdr  the  right  choice  of  a  good  wit  iii 
a  child  for  learning,  and  of  the  true  difference  betwixt 
quick  and  hard  wits;  of  alluring  young  children  by 
gentleness  to  love  learning,  and  of  the  special  care 
that  was  t6  be  had,  to  keep  young  men  from  licen- 
tious  living ;  he  was  most  earnest  with  me,  to  have 
me  say  my  mind  also,  what  I  thought  Concerning 
the  fancy  that  many  young  gentlemen  of  England 
have  to  travel  abroad,  and  namely  to  lead  a  long 
life  in  Italy.     His  request,  both  for  his  authority,- 
and  good  will  toward  me,  was  a  s^ufficicnt  command- 
ment tmto  me  to  satisfy  his  pleasure  with  uttering 
plainly  my  opinion  in  that  matter.     Sir>  quoth  ly 
I  take  going  thither  and  living  there,-  for  a  young 
gentleman    that  doth  not  go  under  the   keep  and 
guard  of  such  a  man,  as  both  by  wisdom  can,  and 
authority  dare  rule  him^  to  be  marvellous  danger- 
ous. *»♦♦*♦* 

1  know  divers  noble  personages,  and  many  worthy 
gentlemen  of  England,  whom  all  the  syren  songs  of 
Italy  could  never  untwine  from  the  mast  of  God's 
word;  nor  no  inchantment  of  vanity  overturn  them 
from  the  fear  of  God  and  love  of  honesty. 

But  I  know  as  mafiy^  or  mo,  and  some,  .some- 
time my  dear  friends,  (for  whose  sake  I  hate  going 
iiito  that  country  the  more)  who  parting  out  of 
England  fervent  in  the  love  of  Christ's  doctrine,  and 
well  furnished  with  the  fear  of  God,  returned  out  qI 


ttaly,  worse  transformed  than  ever  was  any  in  Circrt 
tourt.  I  know  divers,  that  went  out  of  England 
inen  of  innocent  liffe,  men  bf  excellent  learning,  who 
i-eturned  out  of  Italy,  not  ohly  v^ith  worse  manners, 
but  also  with  less  learning ;  neither  so  willing  to  livfe 
Orderly,  nor  yet  so  haWe  to  Speik  tearnfidly,  as  they 
were  at  home,  before  thfey  weht  abroad.  ♦  ♦  • 
But  I  am  afraid  that  ov^t  many  of  our  travellerfe 
into  Italy,  do  not  esthew  the  way  to  Circe's  court, 
but  go,  and  rhie,^and  run,  and  fly  thither ;  they  make 
great  haste  to  come  to  her ;  they  mak^  great  sbit 
to  serve  her;  yea,  I  could  point  out  sbmcS  with  my 
finger,  that  never  had  gone  but  Of  England,  but  only 
to  serve  Circe  in  Italy.'  Vahity  and  vice,  and  any 
licehse  to  ill  living  itl  England,  wks  counted  stale 
and  rude  unto  them.  And  so,  being  mules  and 
horses  before  they  went,  return  swine  and  asses 
hohie  again ;  yet  every  where  very  foxes  with  subtle 
and  busy  heads ;  and  where  tfiey  may,  very  wolves, 
with  cruel  malicious  hfearts.  •  A  marvellous  monster, 
i^hich  for  filthitiess  Of  living,  for  diilness  to  learning 
himself,  for  wiliiicss  in  dealing  with  others,  for  ma- 
lice in  hurting  without  cause,  shoiild  carry  at  once, 
in  one  body,  the  belly  of  a  swine,  the  head  of  an  ass, 
the  hrain  qf  .a  fox,  the  Womb  of  a  wolf.  If  you 
think  we  judge  amis^,  atid  write  too  sore  against 
you,  hear  what  the  Italian  sayeth  of  the  English- 
/nan;  what  the  master  reporteth  of*  the  scholar,  wh«^ 
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tttteretb  plainly  what  is  taught  by  him,  and  whdt 
is  learned  by  you,  saying,  Engkse  ItaUwmtOy  e  wt 
Diabolo'incamato :  that  is  to  say^  '^  Yoo  remain  men 
in  shape  and  fasl^lon^  but  become  devils  in  life  and 
condition."        *        *        ♦        •        *        ♦ 

If  some  do  not  well  Understand  what  is  sm  Eng-^ 
lishman  Italiaiiated,  I  will  plainly  tell  him :  "  He 
that  by  livings  and  travelling  in  Itoly,  bringeth 
home  into  England,  out  of  Italy,  the  religion,  the 
learning,  the  p^licy^  the  experience,  the  manners  of 
Italy."  That  is  to  say,  for  religion,  papistry,  or 
vrorse ;  for  learnihg,  less  <;ommonly  than  they  car* 
tied  out  with  them;  for  policy,  a  factious  hearty  a 
discoursing  he^ui,  a  mind  to  meddle  in  all  men's 
matters ;  for  experience,  plenty  of  new  Qiischiefs 
never  known  in  England  before;  for. manners,  vaorie- 
ty  of  vanities,  and  change  of  filthy  lying. 

These  be  the  enchantolents  of  Circe,  brought  out 
of  Italy,  to  mar  men's  manners  in  England;  mupb 
by  example  of  ill  life,  but  mpr^  by  precepts  of  f(Oia(i 
books,  of  late  translated  out  of  Italian  ilito  EngUsJi, 
sold  in  every  shop  inLpndbn;  commended  byb^ones^ 
titles,  the  sooner,  to  corrupt  honest  manners ;  dedi^ 
cated  over  boldly  to  virtuous  and  honourable  perso|L-« 
ages,  the  easilier  t^  beguile  simple  and  innpceM  wit$#. 
It  is  pity  that  those  which  have  aiithorilgr  ao4 
charge  to  allow  and  disallow  books  to  be  prints 
be  no  more  circumspect  herein  thaa  they  aire^     Ten 
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^rmohs  at  PauVs  cross  do  not  so  much  good  for 
tooving  men  to  true  doctrine,  as  one  of  those  books 
do  harm,  with  enticing  men  to  ill  living*  Yea^  I  say 
farther,  those  books  tend  not  so  much  to  corrupt 
honest  living,  as  they  do  to  subvert  true  religioil. 
Mo  papists  be  made  by  your  merry  books  of  Italy, 
than  by  your  earnest  books  of  Louvain.        *        * 

Where  will  inclineth  to  goodness,  the  mitid  is 
bent  to  troth :  where  will  is  carried  from  goodness 
to  vanity,  the  mind  is  soon  drawn  from  troth  t0 
false  opinion.  And  so  the  readiest  way  to  entangle 
the  mind  with  fal^e  doctrine,  is  first  to  intice  the 
will  to  fwanton  living.  Therefore,  when  the  busy 
luid  open  papists  abroad,  could  not,  by  their  conten- 
tious books^  turn  men  in  England  fast  enough  from 
troth  and  right  judgment  in  doctrine,  then  the  sub* 
tie  and  secret  papists  at  home  procured  bawdy  books 
to  be  translated  out  of  the  Italian  tongue,  whereby 
l»ver  many  young  wills  and  wits  allured  to  wanton- 
iiess,  do  now  boldly  contemn  all  severe  books  that 
teund  to  honesty  and  godliness.        »        *        • 

And  yet  ten  La  Morte  d!Arthuret  do  not  the 
tenth  part  so  much  harm,  as  one  of  these  books 
made  in  Italy,  and  translated  in  England.  They 
topcn,  not  fond  and  common  ways  to  vice,  but  such 
j*ibtle,  cunning,  new,  and  divers  shifts,  to  carry 
youtag  wills  to  vanity,  and  young  wits  to  mischief^  to 
teach  old  bawds  new  school  points,  as  the  simple' 

H  2 
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head  of  an  Englishman  is  not  able  tolnvent,  nor 
nev^r  was  heard  of  in  England  before^  yea^  when 
papistry  overflowed  all.  Sufier  these  books  to  be 
read,  and  they  shall  soon  displace  all  books  of  godly 
liearning.      For  they  carrying  the  will    to  vanity, 

4 

and  marring  good  manners^  shall  easily  corrupt  the 
mind  with  ill  opinions,  and  false  judgment  in  doc-* . 
trine,  first  to  think  ill  of  all  true  religion,  and  at 
last  to  think  nothing  of  God  himself:  one  special 
point  that  is  to  be  learnt  in  Italy  and  Italian  books* 
And  that  which  is  most  to  be  lamented,  and  there- 
fore more  needful  to  be  looked  to,  there  be  moe  of 
these  ungracious  bobks  set  out  in  print « within 
these  few  months  than  have  been  seen  in  England 
many  score  years  before^  And  because  our  English*  ^  ' 
men  made  Italians  cannot,  hurt  but  certain  persons^ 
and  in  certain  places^  therefore  these  Italian  books 
are  made  English^  to  bring  mischief  enough  openly 
and  boldly,  to  all  states,  great  £^nd  mean,  young  and 
old,  every  where.        *         *        *        *.       •  . 

Then  they  have  in  more  reverence  the ,  triumphs 
of  Petrarch,  tban  the  Genesis  of  Moses ;  they  make 
more  account  of  Tully's  Offices,  than  of  St.  Paul's 
Epistles ;  of  a  tale  in  Boccace,  than  a  story  of  the 
Bible.  Then  they  count  as  fables,  the  holy  myste- 
ries of  christian  religion.  They  make  Christ  and 
his  Gospel  only  serve  civil  policy.  Then  neither 
religion  cometh  amiss   to  them*    In  time  they  be 
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promotors  of  both  openly ;  in  place,  again,  mockers 
of  both  privily,  as  I  wrote  once  in  a  rude  rhyme : 

Now  new,  now  old,  now  both,  now  neither ; 

To  serve  the  world's  course,  they  care  not  with  whether* 

For  wh«re  they  dare,  in  company  where  they  like, 
they  boldly  laugh  to  scorn  both  protestant  and  pa- 
pist.   They  care  for  no  scripture;  they  make  no 
count  of  general  councils ;  they  contemn'  the  consent 
of  the  church ;  they  pass  for  no  doctors ;  they  mock 
the  pope;  they  rail  on  Luther;  they  allow  neither 
side ;  they  like  none,  but  only  themselves.  The  mai'k 
they  shoot  at,  the  end  they  look  for,  the  heaven 
they  dSsire,  is  only  their  own  present  pleasure,  and 
private  profit;    whereby   they  plainly    declare  of 
whose  school,   of  what  religion  they  be;  that  Hf 
"  Epicures  in  living  and  afiioi  in  doctrine."    This 
last  word  is  no  more  unknown  now  to  plain  English* 
men,  than  the  person  was  unknown  some  time  in 
England,  until  some  Englishmen  took  pains  to  fetch 
that  devilish  opinion  out  of  Italy,     These  men  thus 
Italianatej  abroad,  cannot  abide  our  godly  Italian 
church  at  home;  they  be  not  of  that  parish;  they 
be  not  of  that  fellowship;  they  like  not  that  preach- 
er; they  hear  not  his  sermons,  except  sometimes 
for  company ;  they  come  thither  to  hear  the  Italian 
tongue  naturally  spoken,  not  to  hear  God's  doctrine 
truly  preached.  ' 

Apd  yet  these  men,  in  matters  of  divinity,  openly 
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pretend  a  great  knowledge,  and  have  privately  to 
themselves  a  very  compendious  understanding  of  all  3 
which  nevertheless  they  will  utter,  when  and  where 
they  list:  and  that  is  this:  All  the  mysteries  of 
Moses,  the  whole  law  and  ceremonies,  the  psalms 
and  prophets,  Christ  and  his  gospel,  God  ^i^d  the 
devil,  heaven  and  hell,  faith,  conscience,  sin^i  death, 
fMid  all,  they  shortly  wrap  up,  they  quickly  expound, 
with  this  one  half  verse  of  Horace ; 

■  Creda$  •/tt<2<eiM  ApelUu 

Yet  though  in  Italy  they  may  freely  be  of  no  re- 
ligion, as  they  are  in  England  in  very  deed  too; 
nevertheless,  returning  home  into  England,  they  must 
eountefiance  the  profession  of  the  one  or  the  other, 
howsoever  inwardly  ihey  laugh  to  scorn  both.  And 
though  for  their  privj^te  matters,  they  can  follow, 
fawn,  and  flatter  nqble  personages,  contrary  to  them 
in  all  respects ;  yet  coniraonly  they  ally  themselves 
with  the  worst  papists,  to  whom  they  be  wedded 
and  do  well  agree  together  in  three  proper  opinions  j 
in  open  contempt  of  God's  word,  in  a  secret  securir 
ty  of  sin,  and  in  a  bloody  desire  to  have  all  taken 
away  by  sword  or  burning,  that  be  not  of  their 
faction.  They  that  do  read  with  an  indifferent  judg- 
xnent  Pighius  and  Machxarel,  two  indiflerent  patri- 
'  archs  of  these  two  religions,  do  know  full  well  that 
I  say  true.         ♦         •         •         •         »         f 

Qur  Italians  bring  home  with  them  other  faults 
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ftpm  Italy,  though  not  so  great  as  this  of  religion ; 
jtt  a  gteat  deal  greater  than  many  good  men  can 
well  hear*  For  commonly  they  come  home,  common 
conteitaners  of  marriage,  and  ready  persuaders  of  aU 
others  to  th^  ssmie ;  not  because  they  love  virginity, 
not  yet  because  they  hate  pretty  young  virgins,  but 
being  free  in  Italy  to  go  whithersoever  lust  will 
carry  them,  they  do  not  like  that  law  and  honesty 
should  be  such  a  bar  to  their  liberty  at  home  in 
England.  And  yet  they  be  the  greatest  makers  of 
love,  the  daily  dalliers  with  such  pleasant  wordst 
with  such  smiling  and  secret  countenances,  with 
such  signs,  tokens,  wagers,  purposed  to  be  lost  be-* 
fore  they  w^re  purposed  to  be  made,  with  bargain^ 
of  wearing  colours,  flowers,  and  herbs,  to  breed 
occasion  of  after  meeting  of  hin^  and  her,  and 
bolder  talking  of  this  and  that,  &o.  Apd  although 
I  have  seen  some,  innocent  of  all  iU,  $cn4  staid  in 
all  honesty,  that  have  used  these  things  without  all 
harm,  without  all  suspicion  of  harm;  yet  these 
knacks  were  brought  first  into  England  by  them,  that 
learned  them  before  in  Italy  in  Circe's  court  i  and 
how  courtly  courtesies  so  ever  they  be  counted  now, 
yet  if  the  meaning  and  manners  of  some  that  do  use 
them  were  somewhat  amended,  it  were  no  great 
hurt,  neither  to  themselves,  nor  to  others. 

Another  property  of  these  our  English  Italians  is, 
to  be  marvellous  singular  in  all  t^eir  matters ;  siiH 
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gular  in  knowledge,  ignorant  of  nothing;  so  slngnlftr 
in  wisdom  (|n  their  own  opinion)  as  scarce  they 
count  the  h6st  councellor  the  prince  hath,  compara- 
ble with  them :  common  discoursers  of  all  nmtters^ 
ivLsy  searchers  of  most  secret  affairs,  open  flatterers 
of  great  men,  privy  mislikers  of  good  mfin ; ,  fair 
speakers  with  smiling  cpimtenances,,  and  much 
courtesy  openly  to  all  mep ;  ready  backbiter^,  sore 
nippers,  and  spiteful  reporters  privily  of  good  men* 
And  being  brought  up  in  Italy  in  some  free  city,  as 
all  cities  be  there ;  where  a  man  n^i^y  freely  discourse 
against  what  he  will,  agtdnst  whom  he  lust,  against 
any  prince,  against  my  government,  yea^  against 
God  himself,  and  his  whole  religion^  whe^e  he 
must  be  either  Guelph  or  Gibiline ;  ekher  French 
or  Spanish ;  and  always  compelled  to  be  of  some 
party,  of  some  fstctioq,  he. shall  never  be  compelled 
to  be  of  any  religion.  And  if  he  meddle  not  over 
much  with  Christ's  true  religion,  he  shall  haye  free 
liberty  to  embrace  all  religions,  and  become  if  he 
lust,  at  once,  without  any  let  or  pumshment,  Jew- 
ish, Turkish,  Papish,  and  Devilish. 

A  young  gentleman  thus  bred  up  in  this  goodly 
school,  to  learn  the  next  and  ready  way  to  sin,  to 
have  a  busy  head,  *  a  factious  heart,  a  talkative 
tongue,  fed  with  discoursing  of  factions,  led  to  con-» 
temn  God  and  his  religion,  shall  come  home  into^Eng- 
1[aji4  b^Ht  ve^y  ill  taught,  either  to  be  ait  honest  mfix\ 
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bimselfy  a  quiet  subject  to  his  prince,  or  willing  to 
nerve  God,  under  the  obedience  of  true  doctrine,  or 
-within  the  order  of  honest  living. 

la  stating  the  consequences  of  the  transla- 
tion from  the  Italian  poets  and  novelists,  the 
jeasouings  of  Asqham  savour  strongly  of  the 
puritanical  notions  of  bis  times*  They  are  the 
arguments  rather  of  a  calvinistic  preacher,  thaa 
of  a  polite  and  elegant  scholar.  The  books 
alluded  to,  were  the  works  of  Boccace,  con-- 
nisting  of  poems  and  novels ;  of  Petrarca  and 
other  Italian  novelist^.  These  compositions 
not  being  made  up  entirely  of  romaytic  ad- 
ventures, had  various  scenes  of  real  life  and 
of  manners;  and  though  they  dealt  in  ficti-» 
tious  stories,  those  stories  consisted  of  proba- 
"bte  events.  Tbey  gave  birth  to  numerous 
plays,  poems,  and  other  inventions  on  a  simi- 
lar plan ;  and  usurped  the  plan  of  legends  and 
<;bronicles, 


The  character  of  the  Epistles  is  thus  given 
by  bishop  Nicholson.  ''  These  letters  (says 
he)  have  chiefly,  on  account  of  their  elegancy, 
b^d  several  editions,    The  author  was  soipe 


\ 

106  ASCHAM* 

time  an  instructor  in  the  Latin  tongne,  and 
aftenvards  Latin  secretary  to  king  Edward 
VL  queen  Mary,  and  queen  Elizabeth ;  and  in 
this  latter  station,  was  frequently  employed  to 
translate  several  letters  of  the  then  English 
ininisters  of  state,  to  foreign  princes,  amba&T 
sadors,  and  other  great  men.  In  these  we 
have  all  the  fine  variety  of  language  that  is 
proper,  either  for  rendering  a  petition  or  com- 
plaint the  most  agreeable,  and  withal  a  very 
great  choice  of  historical  matter  that  is  hardly 
preserved  any  where  else.  Together  with  the 
author's  own  letters,  we  have  a  good  many  that 
are  directed  to  him,  both  from  the  most  emU 
nent  foreigners  of  his  time,  such  as  Stnrmius, 
Sleidan,  &c,  and  the  best  scholars,  as  well  as 
the  wisest  statesmen  of  his  own  country.  And 
the  publisher  of  these  assures  us,  that  he  had 
the  perusal  of  a  vast  number  of  others  in  the 
English  tongue,  which  were  highly  valuable, 
His  attendance  on  sir  llighard  Morrison,  in 
his  German  embassy,  gave  him  an  intimate 
acquaintahce  with  the  affairs  of  that  country ; 
and  the  extraordinary  freedom  and  familiarity 
with  which  the  two  sister  queens  treated  him 
here  at  home,  afforded  him  a  perfect  know-?, 
ledge  of  the  most  secret  mysteries  of  state  ix\ 
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IJiis  kingdom ;  so  that,  were  the  rest  of  his 
papers  retrieved,  we  could  not  perhaps  have 
^  more  pleasing  view  of  tV^e  main  arcana  of 
^hose  reigns  that  his  writings  would  give  us." 

Of  the  various  editions  of  these  letter^ 
which  have  been  printed,  the  last  and  best 
is  that  of  Oxford,  in  1703,  published  by  Mi^ 
£lstob,  who  has  added  from  MSS.  many  let-r 
fers,  not  in  the  former  editions;  but  hasomit^ 
ted  Ascham's  Poems,  inserted  in  the  rest. 

Another  work  of  our  author*s  is  mentioned 
by  Wood,  intitled,  Jlpologia  contra  Missam^ 
&c.  «.  e.  An  Apology  against  the  Mass,  said 
to  be  printed  in  1577,  in  8vo.  There  i^  still 
another  ascribed  to  him,  intitled,  De  Imita^ 
tiane,  included  in  the  last  edition  of  his  let- 
ters. 

In  1761,  a  new  and  complete  edition  of  his 
^ngHsh  works  was  published  by  Mr.  James 
Bennet,  to  which  his  Life  is  prefixed  by  Dr. 
Johnson.  In  this  edition  are  to  be  founds 
some  letters  never  before  printed. 

His  works  have,  perhaps,  been  les$  read 
than  their  merit  deserves.  It  has  been  ob- 
served, in  respect  of  his  literary  habits^  that 
*'  he  lost  no  time  in  the  perusal  of  mean  or 
linprofitable  books ;"  a  rule  which  merits  the 
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attention  of  every  student  who  reads  for  in-* 
formation^  and  who  pursues  information  in 
order  to  acquire  knowledge. 

Roger  Ascham  must  be  classed  among  the 
most  distinguished  scholars  of  his  time.     Dr. 
Johnson  observes,  that  he  ^'entered  Cambridge 
at  a  time  when  the  last  great  revolution  of  the 
intellectual  world  was  filling  every  academical 
mind  with  ardour  or  anxiety.  The  destruction 
of  the  Constantinopolitan  empire  had  driven 
the  Greeks  with  their  language  into  the  inte- 
rior parts  of  Europe.    The  art  of  printing  had 
mad^  th^  books  easily  attainable^  and  Greek 
now  began  to  be  taught  in  England.    The 
doctrines  of  Luther  had  already  filled  all  the 
nations  of  the  Romish  communion  with  con- 
troversy  and  dissention.   New  studies  of  litera- 
ture, and  new  tenets  of  religion,  found  em- 
ployment for  all  who  were  desirous  of  truth, 
or  ambitious  of  fame.     Learning  was  at  that 
time  prosecuted  with  that  eagerness  and  per- 
severance, which  in  this  age  of  indifference 
and  dissipation  it  is  not  easy  to  conceive.    To 
teach  or  to  learn  was  at  once  the  business  and 
the  pleasure  of  the  academical  life ;  and  an 
emulation  of  study  was  raised  by  Cheke  and 
Smitb^  to  which  even  the  present  age  perliap& 
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owes  many  advantages,  without  remembering 
or  knowing  its  benefactors.— Ascham  soon  re- 
solved to  unite  himself  to  those  who  were  en*- 
larging  the  bounds  of  knowledge^  and  imme*- 
diately  upon  his  admission  into  the  college, 
applied  himself  to  the  study  of  Greek.  Thos^ 
who  were  zealous  for  the  new  learning,  were 
often  no  great  friends  to  the  old  religion ;  and 
Ascham,  as  he  became  a  Grecian,  became  a 
protestant.  The  reformation  was  not  yet 
begun  ;  disaffection  to  popery  was  considered 
as  a  crime  justly  punished  by  exclusion  from 
favour  and  preferment,  and  was  not  yet  openly 
professed,  though  superstition  was  gradually 
losing  its  hold  upon  the  public.  The  study  of 
Greek  was  reputable  enough,  and  Ascham 
pursued  it  with  diligence  and  success  equally 
conspicuous." 

It  has  been  before  observed,  that  the  resto- 
ration of  ancient'  literature,  notwithstanding 
its  beneficial  influence  on  taste  and  general 
.refinement,  tended  in  the  first  instance  to 
check  the  progress  of  the  English  language : 
for  all  persons  of  education,  ambitious  of  the 
character  of  erudition,  wrote  in  Latin.  From 
the  introduction  of  the  ancient  classics  to  the 
poblication  of  A^cham^s  Toxaphilus,  no  man 
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bf  literary  emineQce  (with  the  exception  6t 
feir  Thomas  More)  published  any  piece  of  con- 
sequence in  English*  On  this  account^  the 
Vernacular  language^  long  after  the  invention 
of  printings  instead  of  being  refined,  was 
corrupted  by  various  affected  additions  and 
barbarisms.  In  the  extract  from  the  Toxo^ 
philus,  we;  have  seen  Ascham  complaining 
of  this;  and  feeling  its  impropriety,  he  waiS 
the  first,  after  More,  who  had  the  resolution! 
to  throw  off  the  fetters  of  a  learned  language. 
The  Toxophilus  (as  above  noticed)  was  pul>- 
lished  the  last  year  of  Henry  VIIL  or  in 
1545. 

This  universal  attention  to  polite  literaturey 
the  prominent  feature  in  the  literary  cha-' 
racter  of  the  age  of  which  we  are  treating,' 
had  one  bad  effect :  it  excluded  philosophy 
We  need  not  regret,  perhaps,  that  the  redoubt- 
ed logicians  and  metaphysicians  Duns  Scotusy 
and  Thomas  Aquinas  were  abandoned;  but 
we  have  reason  to  lament  that  word«  usurped 
the  place  of  things,  to  the  knowledge  of 
which  they  are  merely  secondary  and  subser^ 
vient.  The  improvement  of  society  can  never 
be  greatly  advanced  by  mere  verbalists.  These* 
men  had  their -use  in  their  day;    but  it  rc« 
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«)uired  the  genius  of  a  Bacon  to  illumine^  with 
a  light  full  and  clear^  the  Benighted  intellecti 
of  men^  hy  instructing  them,  that  it  is  only 
by  the  successive  accumulation  of  facts  sus- 
ceptible of  useful  or  refined  apphcations,  to 
which  society  can  be  indebted  for  a  certain 
and  rapid  progression* 
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Jo^N  Fojc>  divine,  and  ecclesiastical  histoa 
rian,  was  bora  at  Boston^  in  Lincolnshire^  in 
1517,  being  the  same  year  that  Luther  began 
the  reformation  in  Germany.  His  father 
dying  when  he  was  young,  the  care  of  hi* 
early  education  was  undertaken  by  a  father-in*' 
law ;  and  at  the  age  of  sixteen^  he  entered  at 
Brazen-nose  College,  Oxford,  where,  in  the 
years  1538^  and  1543>  he  took  his  degrees  in 
arts*  ^ 

He  engaged  with  great  ardour  in  the  study  ' 
of  divinity,  and  had  embraced  the  principled 
of  the  reformers  without  any  previous  inter* 
course  with  any  of  them*  But  in  order  to 
make  himself  masteir  of  the  theological  contro-< 
versies  which  then  disturbed  and  divided  all 
Europe,  he  began  to  examine  into  the  history 
of  the  churchj  both  in  ancient  and  modern 
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times.  In  this  course  of  study,  before  the  age 
of  thirty,  he  had  read  over  all  the  Greek  and 
Latin  fathers,  the  schoolmen,  the  councils, 
the  consistories,  and  had  also  attained  a  com^ 
petent  skill  in  the  Hebrew  language.  The 
consequence  of  this  examiiiation  was,  that  he 
adopted  on  principle  the  tenets  of  the  reform^, 
ers;  was  convicted  of  heresy,  and  in  1545, 
was  expelled  the  university,  narrowly  escaping 
with  life. 

He  afterwards  became  preceptot  siiccessive* 
ly  to  the-  children  of  sir  Thdmas  Lucy,  of 
Warwickshire,  and  to  those  of  the  earl  of 
Surry,  nephew  of  the  duchess  of  Richmond^ 
wnder  whose  infection  the  children  had  been 
from  the  committment  of  the  earl,  and  his 
father  the  duke  of  Norfolk,  to  the  Tower. 
Li  this  last  situation  he  continued  during  the 
latter  part  of  the  reign  of  Henry  VHL  the 
reign  of  Edward  VI.  and  part  of  that  of  Mary  $ 
when  through  fear  of  Gardiner,  bishop  of 
Winchester,  who  had  issued  a  warrant  to  ap- 
prehend him,  he  wa»  compelled  to  fljr  hi» 
country  j  and  at  Basil  in  Germany,  acommoa 
resort  of  our  countrymen  of  those  times  from 
the  persecutions  of  bigotry,  supported  himself 
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and  family,  by  correcting  the  press  for  Ofo^ 
rinus,  the  celebrated  printer. 

On  the  settlement  of  Elizabeth  oil  the 
throne,  he  returned  to  England,  obtained  a 
l^rebend  in  the  church  of  Salisbury,  %vhich^ 
thott^  a  non-conformist,  he  retained  to  hid 
deaths  Tile  respect  'of  his  cotemporaries 
would  have  advanced  him  to  the  first  prefer- 
ment in  the  church,  could  he  have  been  pre* 
vailed  upon  to  subscribe  to  the  established 
c^ons.  He  died  in  1587^  ftt  the  age  of 
seventy- 

His  principal  work  is  his  History  of  the 
Acts  and  Monuments  of  the  Church,  com* 
monly  called,  "  Fox's  Book  of  Martyrs.*'  It 
was  first  published  at  Lond(]fn,  1563,  in  one 
thick  volume  folio ;  and  was  afterwards  print- 
ed in  two,  and  then  in  three.  The  ninth  edi- 
tion was  published  in  l684,>  With  copper-plates^ 
Tlie  full  title  is, ''  Acts  and  Monuments  of  these 
latter  and  perilous  days,  touching  matters  of 
the  church,  wherein  are  eomprehended  and 
described  the  great  persecutions  and  horrible 
troubles  that  have  been  wrought  atrd  practised? 
by  the  Romish  prelates,  sp^ially  in  thl^ 
i^alm  of  England   and  Scotland,   from  th^ 
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year  of  our  Lord  a  thousand^  unto  the  time 
bow*  present,  &c.  Gathered  and  collected 
kccording  to  the  true  copies  arid  writings  cer- 
tificatory,  as  well  of  the  parties  themselves 
ihat  suffered,  as  also  out  of  the  bishops'  regis- 
ters,  which  were  the  doers  thereof."  He  con- 
ceived  the  design  of  this  work  while  a  fugitive 
at  Basil.  In  1^,54,  he  had  published  at  Stras- 
burg,  ^'  Commentarii  rerum  in  Ecclesia  gesta^ 
nm,  Maximarumque  per  totam  Europam  perse^ 
cutiokum  a  iViclavi  tempgribus  ad  hanc  usque 
atatem  descriptarum/*  in  one  book,  to  which 
he  afterwards  added  five  more  printed  toge- 
ther at  Basil,  1559,  folio.  The  larger  work  is 
at  this  time  republishing  in  numbers. 

His  account  of  the  dispute  between  the 
Franciscan  and  Bpminicari  friars^  towards 
the  close  of  the  fifteenth  century,  about  the 
conception  of  the  Virgin  Mary,  will  be  more 
amusing,  I  apprehend,  than  stories  of  martyr- 
doms, which  could  only  lacerate  the  feelings, 
without  utility*  ' 

The  Franciscans  wer«  they  which  did  hol.l  of  St. 
Francisr  a«d  followed  the  rule  of  his  tesitamenti 
commonly  called  Grey  Friars,  or  Minorites.  Their 
opinion  was  this— that  the  Virgin  Mary,  prevented  by 
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the  grace  of  the  Holy  Gho  st,  was  so  sanctified,  that 
she  was  nevct  subject  one  moment  in  her  conception, 
to  original  sin.  The  Dominic  friars  were  they, 
which  holding  of  Dominic,  were  commonly  called 
Black  Friars,  or  Preaching  Friars.  Their  opinion 
was,  that  the  Virgin  Mary  was  conceived  as  all 
other  children  of  Adam  be ;  so  that  this  privilege 
only  belongeth  to  Christ,  to  be  conceived  without 
original  sin.  Notwithstanding,  the  same  blessed 
virgin  was  sanctified  in  her  mo  therms  womb,  and 
purged  from  her  original  sin,  so  as  was  John  Bap- 
tist, Jeremy,  or  any  otlier  privileged  person.  This 
frivolous  question  kindling  and  engendering  between 
these  two  sects  of  friars,  burst  out  into  such  a  flame 
of  parts  and  sides  takings  that  it  occupied  the  heads 
and  wits,  schools  and  universities,  almost  through, 
the  whole  church  ;  some  holding  one  part  with  Sco- 
tus,  some  the  other  part  with  Thomas  Aquine. 
The  Minorites  holding  with  Scotus  their,  master, 
disputed  and  concluded,  that  she  was  conceived 
without  all  spot  or  note  of  original  sin  5  and  there-^ 
upon  caused  the  feast  and  service  of  the  conception 
of  St.  Mary  the  virgin  to  be  celebrate  and  solem- 
nized  in  the  church.  Contrary,  the  Dominic  friars, 
taking  side  with  Aquinas,  preached,  that  it  was 
heresy  to  affirm  that  the  blessed  virgin  was  con- 
ceived without  the  guilt  of  original  sin;  and  that 
thfty  which  did  celebrate  tlie  feast  of  her  coiicep- 
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(Ion,  or  said  any  masses  thereof,  did  «ui  grievously 
and  mortally. 

In  the  mean  time,  as  this  phantasy  'waxed  hot  in 
the  church,  the  on^  side  preaching  against  the  other, 
came  pope  Sixtus  the  Fourth,  OHno  1476,  who  join- 
ing side  with  the  Minorites  or  Franciscans,  first  sent 
forth  his  decree  by  authority  apostolic,  willing,  or« 
daining,  and  commanding  all  meii  to  solemnize  this 
new  found  feast  of  the  conception  in  holy  church  for 
evermore;  offering  to  all  men  and  women,  which 
devoutly  frequenting  the  church,  would  hear  mass 
'and  service  from  the  first  even-song  of  the  same 
feast  to  the  octaves  of  the  same,  as  many  days  of 
pardon  as  pope  Urban  the  Fourth  and  pope  Martin 
the  Fifth  did  grant  for  hearing  the  service  of  Corpus 
Christi  day,  &c.     And  this  decree  was  given  and 
dated  at  Rome,  anno  1476. 

Moreover,  the  same  pope,  to  the  entent  that 
the  devotion  of  the  people  might  be  the  more 
encouraged  to  the  celebration  of  this  conception, 
added  a  clause  more  to  the  Ave  31aria,  granting  great 
indulgence  and  release  of  sins  to  all  such  as  wouki 
invocate  the  blessed  virgin,  with  the  same  addition, 
saying  thus :  Ave  Maria  gratidplena^  Dofniiius  tectem^ 
hentdicta  tu  in  mulieribusy  et  benedictm  fructus  ventris 
tui,  Jesus  Christus  ;  et  bcnedicta  ^t  Anna  Mater  tua^ 
de  qud,  sine  maculdy  tua  processii  caro  Virginia*  Ameti, 
That  is,  hail  Mary,  full  of  grace,  the  Lord  is  with 
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thee ;  blessed  art  thou  among  vromeny  and  bless- 
ed is  the  fruit  of  thy  womb,  ^  Jesus  Christ,  and 
blessed  is  Anna  thy  mother,  of  whom  thy  virgin's 
flesh  hath  proceeded  without  blot  of  original  sin. 
Amen. 

Wherein  thou  mayst  note  (gentle  reader)  for  thy 

learning,  three  things :  fir^t,  how  the  pope  turneth 

that  improperly  into  a  prayer,  which  properly  was 

sent  of  God  for  a  message  or  tidings.     Secondly, 

how  the  pope  addeth  to  the  words  of  the  scripture, 

contrary  to  the  express  precept  pf  the  Lord.  Thirdly, 

how  the  pope  exempteth  Mary  the  blessed  virgin, 

slot  only  from  the  seed  of  Abraham  and  Adam,  but 

also  from  the  conditioo  of  a  mortal  creature :  for  if 

there  be  i^  her  no  origipal  sin,  then  she  beareth  not 

the  image  of  Adam,  neither  doth  she  descend  of  that 

seed,  of  w^ose  seed  evil  proceedeth  upon  all  men  and 

womeii  to  condemnation,  a$  St.  Paul  doth  teach, 

Bomans  v.    Wherefore,  if  she  descend  of  that  seed, 

then  the  infection  of'  original  evil  must  necessarily 

proceed  unto  her.     If  she  descend  not  thereof,  then 

cometh  she  ^ot  of  the  seed  of  Abraham,  nor  of  the. 

seed  of  David,  &c.     Again,  seeing  that  death  is  the 

effect  acid  stipend  of  sin,   by  the   doctrine  of  St 

Paul,  Rom.  vi.  then  had  her  flesh  injury  by  the  law, 

as  Christ  himself  had,  to  sufter  the  malediction  a^d 

punishment  of  death,  and  so  should  never  have>  died^ 

if  original  sin  had  no  place  in  her,  &c.    But  to  re- 


lum  unto  our  story.  ThU  coostitution  of  the  popt 
being  set  forth  for  the  conception  of  the  blessed  vir* 
^n,  ivhich  w(M)  the  year  of  our  Lord  1476,  it  vas 
not  long  afteff  but  the  said  Pope  Sis^tus,  perceiving 
th^t  the  Dominic  friars  with  tl:^r  complices  would 
not  con&rm  themselveB  hereunto,  directed  &n^,  by 
the  authority  apostolical,  4  bull  in  effect  as  fi)llow^ 
eth: 

^'  San€  am  sancta  Romana  eccUtia  it  intemeriU(9 
semperque  mrgmtl'  &Cf  In  English :  <*  Whereas  th« 
holy  church  of  Ronie  hath  ordained  a  special  and 
proper  service  for  the  pvblic  solemnization  of  this 
feast  of  the  conception  of  the  blessed  Virgin  Mary : 
certain  orders  of  the  black  friars,  in  their  public 
sermons  to  the  people  in  divers  places,  have  not 
ceased  hitherto  to  preach,  and  yet  daily  4o,  that  aU 
they  which  hold  or  aQrm  the  said  glorious  virgin  ta 
)iave  been  conceived  without  original'  sin  behfretics  3 
|nd  they  which  celebrate  ^he  service  of  the  said  be^ 
conception,  or  do  heqr  the  sermoi^s  pf  them  which 
do  so  affirm,  do  sin  grievously,  Alsp,  not  contented 
herewith,  do  write  and  set  forth  books,  mQreoveri 
maintaining  their  assertions,  to  the  graat  offence 
?^nd  ruin  of  godly  mii)ds ;  We  therefor«i  tp  prevent 
and  withjstand  such  presumptuous  ai;Ld  perverse  as^ 
sertions  which  have  arisen,  (and  more  hereafter  nsay 
arise  by  such  opinions  lE^d  preachings  aforeeaiA  in 
t]ie  mi^^  of  the  faithful)  by  authority  apqstolicali 
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do  condemn  and  reprove  the  same ;  and  by  the  mo- 
tion, knowledge,  and  authority  aforesaid,  decree  and 
ordain,  that  the  preachers  of  God's  word,  and  all 
other  persons,  of  what  state,  degree,  order,  or  condi- 
tion soever  they  be,  which  shall  presume  to  dare  af- 
firm or  preach  to  the  people  these  foresaid  opinions 
and  assertions  to  be  true,  or  shall  read,  hold,  or 
maintain  any  such  books  for  true,  having  before 
intelligence  hereof,  shall  incur  thereby  the  sentence 
of  excommunication ;  from  which  they  shall  not  be 
absolved  otherwise  than  by  the  bishop  of  Rome,  ex- 
cept only  in  the  time  of  death."— This '  bull  being 
dated  the  year  of  our  Lord  1483,  gave  no  little 
heart  and  encouragement  to  the  grey  friars,  Francis- 
cans, which  defended  the  pure  conception  of  the  holy 
virgin,  against  the  black  Dominic  friars  with  their 
confederates,  holding  the  contrary  side.  By  the  ri- 
gour of  which  bull,  the  grey  order  had  got  such  a 
conquest  of  the  black  guard  of  the  Dominies,  that 
the  said  Dominies  were  compelled  at  length,  for  a 
perpetual  memorial  of  the  triumph,  both  to  give  to 
the  glorious  virgin  every  night  an  anthem  in  praise 
of  her  conception,  and  also  to  subscribe  .unto  their 
doctrine :  in  which  doctrine,  these  with  divers  other 
points  be  contained : 

1.  That  blessed  Mary  the  virgin  suffered  the 
griefs  and  adversities  in  this  li%,  not  fpr  any  neces« 
^iiy  inflicted  for  punishment  oi'  original  sins   but 
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only  because  she  ivould  conform  herself  to  the  imita«« 
tion  of  Christ. 

2.  That  the  said  virgin,  as  she  was  not  obliged  to 
any  punishment  due  for  sin,  as  neither  was  Christ 
her  son;  so  she  had  no  need  of  remission  of  sins, 
but  instead  thereof,  had  the  divine  preservation  of 
God's  help,  keeping  her  from  all  sin ;  which  grace 
only  she  needed,  and  also  had  it. 

3.  Itm,  that  whereas  the  body  of  the  Virgio 
Mary  was  subject  to  death,  and  died ;  this  is  to  be 
understood  to  come  not  for  any  penalty  due  for  sin  ; 
but  either  for  imitation  and  conformity  unto  Christ, 
or  else  for  the  natural  constitution  of  her  body,  being 
elemental,  as  were  the  bodies  of  our  first  parents ; 
who,  if  they  had  not  tasted  of  the  forbidden  fruit, 
should  have  been*  preserved  from  death,  not  by  na- 
ture, but  by  grace,  and  strength  of  other  fruits  and 
meats  in  paradise ;  which  meats,  because  Mary  had 
not,  but  did  eat  our  common  me$ts,  therefore  she 
died ;  and  not  for  any  necessity  of  original  sin.  Cli* 
tovaeus,  lib.  2.  cap,  2, 

4.  The  universal  proposition  of  St.  Paul,  which 
saith  that  the  scripture  hath  Concluded  all  men  under 
sin,  is  to  be  understood  thus,  as  speaking  of  all 
them  which  be  not  exempted  by  the  special  privilege 
of  God,  as  is  the  blessed  Virgin  Mary. ' 

5.  If  justification  be  'taken  for  reconciliatioii  of 
})im  tb^t  was  unrighteous  before,  and  now  is  made 


fighteons ;  tl^en  the  blesaed  virgin  is  to  be  taken  ii9| 
for  justified  by  Chpst,  but  just  from  her  beginQing 
by  preservation, 

6.  If  a  S£^vipur  be  taken  for  him  which  si^vft|| 
men  fallen  into  perdition  an4  condemnation,  so  if 
not  Christ  the  saviour  of  Mary,  but  i^  her  sayiour 
only  in  this  respect,  for  sustaining  her  from  not  falling 
into  condemnation,  ^c. 

7.  Neither  did  the  Virgin  Mary  give  thanks  to 
Cod,  nor  ought  so  to  dp,  for  ej^piat^on  of  her  sins, 
^ut  for  her  conservation  from  case  of  ^i^^ng/ 

8.  Neither  did  she  pray  to  God  ^t  {my  time  fof 
remission  of  her  sins ;  but  only  fof  renaission  pf 
pther  men's  sins  she  prayed  many  times^  apd  countt 
fd  ^eir  sins  for  her's. 

S>  If  the  blessed  virgin  had  deceased  before  the 
passion  of  hef  spp,  God  would  have  reposed  hex 
soul,  not  in  the  place  ^mong  the  patriai'chs,  or 
amongst  the  just ;  but  ^  the  same  most  pleasant 
place  of  paradise,  where  Adam  and  £ve  w^re  befora 
they  transgressed. 

These  were  the  doting  dreams  and  phantacies  of 
the  Franciscans,  and  of  oth^T  papists,  commonly 
then  holden  in  the  schools,  written  in  their  bpoks^ 
preached  in  their  sermons,  taught  in  churches,  an^ 
set  forth  in  pictures ;  so  t)i^  the  pepple  was  taught 
nothins  else  almost  in  th^  pulpits,  all  this  wh^e,  but 
how  the  Virgin  Mvyt  was  €onceiii[e4  i^eQfo^uJ^a^ 
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^4  )ioly»  without  origii^  sin ;  and  bow  they  ought 
to  call  to  her  .for  help,  w^om  they  with  special 
ferms  do  call,  "  the  way  of  mercy;  the  mother  of 
grace ;  the  lover  of  piety;  the  cpmfbrter  of  mankind; 
the  continual  intercei^sor  for  the  salyation  of  the 
faithful ;  and  an  advocate  to  tho  king  her  son,  which 
pever  ceaseth,  &c.  Verba  papcn  ScjcH  in  decrctJ*  And 
filthough  the  greatest  number  of  the  school  doctors 
ivere  of  the  contrary  faction,  as  Peter  Lombardas, 
Thomas  Aquine,  Bernardos,  Bpnaventura,  and 
4>ther ;  yet  these  new  p£j,pists  shifted  off  their  ob- 
jections with  frivolous  distinctions  and  blind  eva- 
sions,        f         4        »        ♦        ♦        ♦        • 

Pope  Sixtus  (as  I  said)  by  the  authonty  apostoli-. 
cal,  af(er  he  had  decreed  the  conception  day  of  the 
virgin  perpetually  to  be  sanctified,  and.  also  with  his 
terrible  bull,  had  condemned  for  heretics  all  them 
\7hich  withstood  the  same ;  the  Dominic  friars,  with 
authority  oppressed,  were  driven  to  two  inconveni-* 
^nces.  The  one  was,  to  keep  silence;  the  otber 
was,  to  give  place  to  their  adversaries  the  Francis- 
cans. Albeit,  where  the  mouth  durst  not  speak, 
yet  the  heart  would  work ;  and  though  their  tongues 
were  tied,  yet  their  good  will  was  ready  by  ^11 
means  possible  to  maintain  their  quarrel  and  estima* 
'  |ion. 

Whereupon  it  happened  the  same  year  of  our 
Jjord,  1509,  after  this  diasention  between  the  Domir 
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nic  friars  and  the  Franciscans,  that  certain  of  the 
Dominies^  thinking  by  subtle  sleight  to  work  in  the 
people's  heads  that  which  they  durst  not  achieve 
with  open  preaching,  devised  a  certain  image  of 
the  virgin  so  artificially  wrought,  that  the  friars, 
by  privy  gins,  made  it  to  wtir,  and  to  make  gestures, 
to  lament,  to  complain,  to  weep,  to  groan,  and  to 
give  answers  to  them  that  asked.  Insomuch  that 
the  people  therewith  were  brought  in  a  marvellous 
persuasion ;  till  at  length  the  fraud  being  espied, 
the  friars  were  taken,  condemned,  and  burned  at 
JJcrne,  the  year  above-mentioned,  1509. 


Tliis    frivolous  dispute  was  agitated  with 
great  violence,  during  several  years,  and  en- 
gaged the  attention  of  the  whole  christian 
world.    The   abpve  narrative  presents  a  fa- 
vourable   specimen   of   Fox's  ability    as  an 
historian :  for,  in  general,  he  is  a  weak  and 
prejudiced  writer.      It  was   objected  by   his 
adversaries,  to  the  first  edition  of  his  ^^  Acts 
and  Monuments,"  that  it  contained  several 
accounts    of   martyrdoms    of   persons,    who 
were  fpYind  to  be  living  some  years  after  it^ 
publication ;    and  the    objection,    it    shoul4 
seem,  was  not  wholly  without  fouiidatioar/ 
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Several  other  works  of  inferior  note  were 
likewise  published  by  Fox ;  among  which 
ought  to  be  mentioned  "  The  Four  Evange- 
lists, in  the  Old  Saxon  tongue^  with  the  Eng- 
lish thereunto  adjoined/'  157  J,  4to. 
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Raphael  Hounshed^  famous  for  the  Chrb^ 
nicies  which  go  under  his  name^  was  descend-^ 
ed  of  a  family  which  lived  at  Bosely,  in  Che- 
shire ;  hut  both  the  place  and  time  of  his  birth/ 
ks  well  as  mo^t  other  circumstances  of  his  life/ 
are  unknown.  According  to  some  accounts  he 
was  a  clergyman;  while  others  make  hiui 
steward  to  Thomas  Burdett^  of  Bromcote^  in 
the  county  of  Warwick,  esq.  Of  the  time  of 
his  death  we  are  also  ignorant ;  but  it  appears^ 
from  his  will,  prefixed  by  Hearne  to  his  edition 
of  Camden's  Annals,  that  it  happened  between 
1578,  and  1582. 

In  the  compilement  of  his  Chronicles^  IJo- 
linshed  had  several  coadjutors.  Of  these/ 
Harrison  was  hred  at  Westminster  school/ 
ivirhence  he  was  removed  to  Oxford/  and  sUbse* 
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qii^ntly  became  chaj[)Iain  to  sir  WiUiam  Brooke^ 
by  whom  he  was  preferred.    He  died  in  1595. 

Anothet  contributor  was  Hooker,  (uncle  to 
the  celebrated  author  of  Ecclesiastical  Polity,) 
vfho  ^as  bom  at  Ex:eter,  about  1524,  was  edu- 
C£tted  at  Oxford,  afterwards  travelled  into  Ger« 
diany,  and  at  Cologne  took  a  degree  in  Iaw« 
He  next  went  to  Strasburg,  where  l\e  studied 
divinity  iiftder  thei  famous  Peter  Martyr.  Oa 
Eis  retuth  to  England,  he  settled  in  Ills  nativd 
place,  where  he  became  a  citizen  of  consider 
ration,  and  was  returned  member  for  the  par- 
Baihent  held  at  Westminster,  in  1571.  Hfe 
died  in  l601 ;  and  was  the  author  of  several 
works,  in^ addition  to  his  contribations  to  th^ 
Chronicle  in  question. 

OfBoteville,  another  of  his  coadjutors,  we 
know  nothing,  except  that  Hearne  stiles  him-— 
*^  a  man  of  great  learning  and  judgment,  and 
k  wonderful  lover  of  antiquities.'*  Severa,! 
others  lent  their  aid,  as  R.  Stanihurst,  Abra- 
ham Flemming,  John  Stow,  &c. 

These  Chronicles  were  first  published  at 
London,  1577,  in  two  volumes,  folio;  and  af- 
terwards, 1587,  in  three ;  though  the  two  first 
are  commonly  bound  together.  In  this  second 
edition,  several  sheets  in  the  second  and  third! 
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volumes,  which  bad  given  oflfence  to  Elizsl-* 
beth  and  her  ministry,  were  omitted;  these 
have  been  since  reprinted  apart,  under  the 
title  of  *'  Castrations." 

The  first  volume  commences  with  ^^  An  His- 
torical Description  of  the  island  of  Britain^  in 
three  books,  by  William  Harrison ;"  which  is 
followed  by  "  The  History  of  England,  froni 
the  time  that  it  was  iirst  inhabited,  until  the 
time  that  it  was  last  conquered,"  by  R.  Holin- 
shed.  Tlie  second  volume  contains  *'  The  De* 
scription,  Conquest,  Inhabitation,  and  trou- 
blesome Estate  of  Ireland,  particularly  the 
Description  of  that  Kingdom,"  by  Richard 
Stanihurst: — ^^^The  Conquest  of  Ireland,  trans- 
lated from  the  Latin  of  Giraldns  Cambrensis,*' 
by  John  Hooker,  alias  Vowel,  of  Exeter,  gent. 
— ^^The  Chronicles  of  Ireland,  beginning  where 
Giraldus  did  end,  continued  until  the  year 
1509^  from  Philip  Flatsbury,  Henry  of  Marl- 
borough, Edward  Campian,"  &c.  by  R.  Holin- 
shed ;  and  thence  to  the  year  1586,  by  R.  Sta- 
uihurst  and  J.  Hooker. — ^^  The  Description 
of  Scotland,  translated  from  the  Latin  of  Hec- 
tor Boethius/'  by  R.  H.  or  W.  R.— ^'The  His- 
tory  of  Scotland,  containing  the  beginning, 
increase,  proceedings,  continuance,  acts,  and 


X 


tiQLiNSHKfl.  ^l29 

gdviemihenf  of  the  Scottish  nation^  from  thfe 
priginal  thereof  url to  the  year  1571,"  gathered 
by  Raphael  Holinshed,  and  continued  froni 
1571  to,1586,  by  Francis  Boteville,  £//fas  Thin, 
and  others.-*— The  third  volume  begins  with 
*/  Duk^  William,  the  Norman,  commonly  call- 
ed the  Conqueror ;  and  descends  by  degrees  of 
years  to  all  the  kings  and  queens  of  England ;" 
first  compiled  by  R.  Holinshed,  and  by  him 
extended  to  1577;  augmented  and  continued 
to  1586,  by  John  Stow,  Fr.  Thin,  Abraham 
Hemming,  and  others. 

The  following  account  of  the  diet,  8cc.  of 
our  predecessors,  is  taken  from  *'  Harrison's 
Description  of  Britain,"  and  is  curious  as  in- 
dicating the  state  of  society,  and  particularly 
of  Manners : — 

r    Of  the  Pood  and  Diet  of  the  English 

Book  2.—  Chap,  6, 

Our  tables  are  oftentimes  more  plentifully  gar- 
nished than  those  of  other  iiations^  and  this  tradtf 
hath  continned  with  us  even  since  the  very  begin-* 
ning^  For  before  the  Romans  found  cut  and  knew 
the  way  unto  our  couritry,  our  predecessors  fed  large-* 
ly  upon  flesh  and:  milk,  thereof  thefe  was  great* 
abundance  in  this  isle,  b^ause  th^y  applied  thdii^ 
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chief  studies  unto  pasturage  and  feeding.  After 
this  maimef'  ako  did  our  Welsh  Britons  «rder  them-^ 
,  selves  in  their  diet  so  longtis  they  lived  of  themselves, 
but  after  they  became  to  be  united  and  made  equal 
with  the  English^  they  framed  their  appetites  to  live 
after  our  manner,  so  that  at  this  day  there  is  vsery 
little  diifeEence  between  us  in  our  diets. 

In  Scotland  likewise,  they  have  given  themselves 
(of  late  years  to  speak  of,)  unto  very  ample  and  large 
diet^  wherein  as  for  some  resp^  nature  doth  make 
them  equal  with  us :  so  oAerwise  they  far  exceed  us 
in  over  znudi.  and  distetnperate  gormandize,  and.  so 
ingross  their  bodies,  that  divers  of  them  do  oft  be- 
come unapt  to  any  odier  purpose  ^an  to  spend  their 
times  in  large  tabling  and  belly  cheer.  Against  thh 
pampering  of  their  cartBsses  doth  Hector  Boetitis,  in 
his  description  of  tiie  country,  very  sharply  inveigh 
in  the  first  chapter  of  that  treatise.  Henry  Wfird^ 
law  also,  bishop  of  St.  Andrews,  noting  their  vehe- 
ment alteration  from  competent  frugality  into  exces- 
sive gluttony,  to  be  brought  out  of  England  with 
James  I.  (who  had  been  long  time  piisoneif  there  tm- 
4er  the  fourth  andififth  Henries,  and  at  his  retotii  caatiisd 
dtvers  English  gentlemen  into  his  coulitoy  trith  Mb, 
whom  he  very  honourably  preferred  there,)  lioFtk 
vehemently  exclaim  against  the  same  tn  opes  par^ 
Uament,  holden  at  Perth,  1433,  before  ther  thre» 
eatates^  and  so  bringeth  his  purpose  to  pass  ki  tto 
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end,  by  force  of  his  learned  persuasions,  that  a  la^ 
was  presently  made  there  for  the  restraint  of  super^ 
fiaous  diet.  Amongstothefthings  baked  meat6|(dishes 
nevi^r  before  this  man's  days  seen  in  Scotland,)  Irene 
generally  so  provided  for  by  virtae  of  this  actj  that  it 
was  not  lawful  for  any  to  ciat  of  the  same  under  the 
degree  of  a  gentleman,  and  ^ose  only  biit  on  high 
and  festival  days;  but  alas  !  it  was  soon  forgotten. 

In  old  times  these  North  Britons  did  give  them* 
selves  universally  to  great  abstinence,  and  in  time  of 
lifars  their  soldiers  would  often  feed  but  once,  o'r  twice 
nt  the  most,  in  two  or  three  days,  (espe<fially  if  they 
held  themselves  in  secret,  or  could  have  no  issue  out 
of  their  bogs  and  morasses,  through  the  presence  of 
the  enemy,)'  and  in  this  distress  they  used  to  eat  a 
Certain  kind  of  confection,  whereof  so  much  as  a 
bean  would  qualify  their  hunger  above  common  ex- 
pectation. In  woods,  moreover^  they  lived  with 
h^rbs  and  roots,  or  if  these  shifts  served  not,  thorough 
want  of  such  provision  at  hand,  then  used  they  to 
t^reep  into  the  water,  or  said  moorish  plots,  up  unto 
the  chitt^,  and  there  remain  a  long  time,  only 
to  qualify  the  heats  of  their  (Stomachs  by  violence, 
which  otherwise  would  have  wrought  ahd  been 
ready  to  opplfl&ss  them  for  hunger  and  want  of  sus- 
tenance.  In  those  days  likewise  it  was  taken  for  a 
great  offence  over  all,  to  eat  either  goose,  hare,  or 
hen,  because  of  a  certain  superstitiotis  opinion  which 
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they  had  conceived  of  those  three  creatures :  how- 
beit,  after  that  the  Romans  (I  say)  had  once  found  an 
entrance  into  this  island,  it  was  not  long  ere  open 
shipwreck  was  made  of  this  religious  observation,  so  ' 
that  in  process  of  time,  so  well  the  North  and  South 
Britohs^  as  the  Romans,  gave  over  to  make  such  dif^ 
fcrence  in  meats  as  they  had  done  before.  * 

From  thenceforth  also  unto  our  days,  and  even 
in  this  season  wherein  we  live,  there  is  no  restraint 
of  any  meat,  either  for  religion's  sake,  or  public  order 
in  England ;  but  it  is  lawful  for  every  man  to  f6«d 
upon  whatsoever  he  is  able  to  purchase,  except  it  be 
upon  those  days  whereon  eating  of  flesh  is  especially  . 
forbidden  by  the  laws  of  the  realm,  which  order  is 
taken  only  to  the  end  our  numbers  o*f  cattle  may  be 
the  better  increased,  and  that  abundance  of  fish 
which  the  sea  yieldeth,  more  gener&lly  received. 
Beside  this  there  is.  great  consideration,  had  in  makr 
ing  of  this  law  for  the  preservation  of  the  navy,  an4 
maintenance  of  convenient  numbers  of  sea-faringr 
men,  both  which  would  otherwise  greatly  decay,  if 
some  means  were  not  found  whereby  they  might  be 
increased.  But  howsoever  this  case  standeth,  white 
meats,  milk,  butter,  and  cheese,  which  were  never  so 
dear  as  in  my  time,  and  wont  to  be  accounted  of  as 
one  of  the  chief  stays  throughout  the  island,  are  now 
reputed  as  food  appertaining  only  to  the  inferior  sort; 
vl^hiie  such  ds  are  more  wealthy,  do  feed  upon  the 
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flesh  of  all  kinds  of  cattle  accustomed  to  be  rateii,-«U 
sorts  of  fish  taken  upon  our  coasts  and  in  our  fresh 
rivers,  and  such  diversity  of  wild  and  tame  fowls  as 
are  either  bred  in  our  island,  or  brought  over  unto 
us  from  other  countries  of  the  main. 

In  number  of  dishes  and  change  of  meat,  the  no- 
bility of  England,  (whose  cooks  are  for  the  most 
part  musical  bearded  Frenchmen  and  strangers),  do 
most  exceed,  sith  there  is  no  day  in  manner  that 
passeth  over  their  heads,  wherein  they  have  not  only 
bjjef,  mutton,  veal,  lamb,  kid,  pork,  cony,  capon, 
pig,  or  so  many  of  these  as  the  season  yieldeth :  but 
also  some  portion  of  the  red  or  fallow,  deer,  beside 
great  variety  of  fish  and  wild  fowl,  and  thereto  sun- 
dry other  delicates  wherein  the  sweet  hand  of  the 
s^arfaring  Portingale  is  not  wanting :  so  that  for  i 
man  to  dine  with  one  of  them,  and  to  taate  of  every 
dish  that  standeth  before  him,  (which  few  used 
to  do,  but  each  one  feedeth  upon  that  meat  him 
best  liketh  for  tlie' time, 'the  beginning  of  every  dish 
notwithstanciing  being  reserved  unto  the  greatest 
personage  that  sitteth  at  the  table,  to  whom  it  is 
drawn  up  still  by  the  waiters  as  order  require th,. and 
from  I  whom  it  descendeth  again  even  to  the  lower 
end,  whereby*  each  one  may  taste  thereof,)  is  rather 
to.  yield  unto  a. conspiracy  with  a  great  deal  of  meat 
for  the  speedy  suppression  ofnatural  health,  tlian  the 
(i^e  of  a  necessary  mean  to  satisfy  himself  with  n 
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competent  repast,  to  sustam  lib  bo(fy  withal.  But 
as  this  large  feeding  ta  not  seea  in  their  guests,  ha 
more  i&  it  ixt  their  own  persons :  for  sitih  they  have 
daily  much  resort  unto  their  tables,  (and  m»»y  timea 
unlooked  for,)  and  thereto  retain  great  numbers  ttS 
servants,  it  is  very  requisite  and  expedient  for  them 
to  be  somewhat  plentiftil  in  this  behalf. 

The  cl^ief  part  likewise  of  their  daily  provision  is. 
brought  in  before  them  (commonly  in  silver  vessels, 
if  they  be  of  tb&  degree  of  barons,  bishops,  and  up- 
wards,) and  placed  on  their  tables,  whereof  when 
they  hl^ve  taken  what  it  pleaseth  them,  the  rest  is 
reservedi  and  afterwards  sent  down  to  their  serving 
men  aidd  waiters,  who  feed  thereon  in  like  sort  with 
conveiiient  moderation,  their  reversion  also  being  bet- 
stowe4  upon  the  poor,  which^  lie  ready  at  their  gates 
in.  great  numbers  to  receive  the  same.  This  is  spokea 
of  the  principal  tables  whereat  the  nobleman,  his 
lady,  and  guests,  tite  acx^ustomed  to  sit;  beside 
which  th^  have  a  certain  ordinary  allowance  daily* 
appointisd  for  their  halls,  wliere  the  chief  officers  and 
household  servants,  (for  all  are  not  permitted,  by  cus- 
tom to  wait  upibn  their  n^aster,)  and  with  them  such 
inferior  guests  do  feed  as  are  not  of  calling  to  asso* 
cifttethe  nobleman  himself;  so  th^  besides  those 
afore->mentioned,  which  are  calledrto  the  principal  ta- 
ble, there  are  commonly  forty  or  three-score  per- 
s<^a  fed  in^  those  halls,  ta  the  ^eat  relief  of  such 
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po9r  mitxm  and  fltvangtry  also  a»  oft  be^  partakers' 
themofy  and  otiitniisje  like:  to  diae  liardly.  As*  for 
drink,  it  ii  usuaHy  filM  In  pot»^  gobkts,  jugs^ 
hijml^  oi  silver  ia  noUonfen^^  hoased>;  almoin  flue' 
¥eRico  glasses  of  ail  fbrmsi  and  fbr  wanlrof'lliesa' 
f^B&wherCf  in  pota  of  oapt^of  suadry  ooloan^  and^ 
moulds',  whereof'  many  aro  gamisked^  wUh*  silvter; 
or  a«  ike  leastwise  in  pewten;  alt  wbich^  notwish* 
standing  are  seldom se^ on  the* table,  but eacbone^ 
aa  neceesify'urgetliy  eall^tb  fbr  a  cap  of  sa^  drink 
as  him  listeUi  to  hafw,  so  that  when^he  hath  tasiMl^ 
oft  it,  he  del4v«reth  the  cup- again  torsome >one>of  tbe* 
standers  by^  who  making  it^  elean  by^  pouring  out  tbe* 
dt'inkthat  remaineth>  rsstoreth  ir  to  tiie  oupboardr 
from  wlSience  ho  fetched  the  same^  By  tfaia  derice^ 
(a  thing  bxiettght  up  at  tfat  first  by  Mnesteiy  of 
Aliens,  in  coastrvMiom  of  the^  hoooar  of  Oreste^ 
who  had  not  yet  made' expiation  fop  the  death. of  hit 
adulterous  parents  Egi^ua  and  Ctitemaestra^)  mneh 
id!^  tippling  is  furthermore  cot  off:  for  if  the  foli 
pots  shoidd  ooiMdnually  stand  at  the  elhowi  ob  near 
the  treaeher,  divers  would  always  be  dealing  wi^ 
the&y;  whereas  aow^  th^  drifkk  sdidom,  and  onljn 
when^  neoessit/  urgeth,  and  so  avoid  the  aotei  of 
gi^sat  driakdnjg,  ov  often  troubling  of  the  sevrito^ 
with  filling  of  their  bowls.  Nevertheless^  in  tkc  ao** 
bl^men^s  hafi»  t^is  order  is*  net  used^  neitlMr  in^  an^^ 
man^^  houee  eommonly^  under  the  degree  a£a  kaifb^  * 
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or  enquire  of  gf6^t  revenues.    It  is  a  world  to  se^ 
ia  these  our  days,  wherein  gold  and  silver'  most 
jahoundethy  how  that  otir  gehtiltty  as  lothing  these 
metals,  (because  of  the  plenty,)  do  now  generally 
dioo^  rit^lber  the  Venipe  ^bissea  both  for  our  \^ine 
^nd  bee^,  <than^ny  of  those  metals  or  stone  wher^ 
bcforfe  tipu^  we  have  been  accustomed  to  drink;  but^ 
such  is.  the  nature  of  man  generally,  that  it  most 
covatf th  things,  difficult  to  be  attained ;  and  subh  is 
the  (^$til:nation  of  this  stuff,  that  many  become  rich 
only  with .  Ibdr   riew  trade  unto  Murana,  (a  town 
near    to  Vemce,     situate    on    the   Adriatic ;  sea,) 
from  whence  the  very  best  are  daily  to  be  had,  and    ■ 
jsuch  as  for  beauty  do  well  near  match  the  crystal . 
or  the  ancient  Murrhma  vasd,  whereof  now  no  man, 
hath  knowledge/   And  as  this  is  seen  in  the  genti- 
lity, so  in  the  wealthy  commonalty  the  like  desire  of 
glass  is  not  neglected,  whereby  the  gain  gotten  by 
their  purchase  is  yet  much  more  increased  to  the 
benefit  of  the  merchant.     The  poorest  also  will  have 
glass  if  they  may,  but  sith  the  Venetian  is  somewhat 
too  dear   for  them,  they  content- themselves    with 
such  as-  are  made  at  hope  of  fern  and  burned  stone; . 
but  in  fine,  all  go  one  way,  that  is,  to,shards  at  the- 
last :  so  that  our  great  expenses  in  glasses,  (beside 
that  they  breed  much  strife  toward  such  as  have 
^e  charge  of  them,)  are  worse  of  all  bestowed,  in  mii^^^ 
^fdnion;  because  their  pieces  do  twi  unto  e^o  pro4t\ 
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If  the  philosopher's  stone  wer«  once  found,  and  oua 
part  hereof  mixed  with  forty  of  molten  glass,   it 
¥r6uid   induce  such  a  metaUic  4;ou^^es8  thereunto,, 
that  a  fall  should  nothing  hurt  it  in  such  manner, 
yet  it  might,  peradventure,  bunch  or  batter  jt;, ne- 
vertheless that  inconvenience  were  quickly  to  be  re- 
dressed by  the  hammer.     But  whither  am  I  slipped? 
The  gentlemen  and  merchants  keep  much  about 
one  rate,  and  .each, of  them  contenteth  himself  with 
four,  five,  or  six  dishes,  when  they  have  but  small 
resort,  or  peradventure  .with  one,  or  two,  or  three  at 
the  most,  when  they  have  no. strangers  to  acompauy 
them  at  their  tables.    And  yet  their  servants  have, 
their  ordinary  diet  assigned,  besides  such  as  is  left 
at  their  masters  boards,  and  not  appointed  to  be, 
brought  thither  the  second  time,  which  nevertheless 
is  often  seen  generally  in  venison,  lamb,  or  some  esr 
pecial  ^sh,    whereon  the  merchant,  man  himself, 
liketh  to  feed  when  it  is  cold,  or  peradventure,  for 
sundry  causes  incident  to  the  feeder,  is  better  so,  than . 
if  it  were  warm  or  hot.     To  be  short:  at  such  time 
as  the  merchants  do.  make  their  ordinary  orvolun^'^ 
t?u:y  feasts,  it  is  a  world  to  see  what  great  provision  , 
is  made  of  all  manner  of  delicate  meats,  from  every 
quarter  of  the  country,  Nyh^rein  beside  tha^  they  are 
often  compeyrable  herein  to  the  nobility  of  the  land, . 
they  .will  seldom  regard  any  ,thing  .that  the,  butcher, 
umally  killeth,  but  reject  the  same  as  not  worthy  to 


come  m  pkce.  ht  siiclft  cases  also  gc%ffls»  ofsdE  ccU. 
Itrars-,  mixed'  wit6  a  variety  ki  the  wfteamMdom*  of 
einidry  flowers^  htrba^  trees,  fbrm*  of  beMls,  ifob, 
lowls-,  aiid^fruit»;  and^  thereunto  marehpane  wron^ 
with  no  smalj  cariosity,  tarts  of  divers^  hweftaHd^sua- 
diry  denominations,  conserves  of  oM  fruits,  foi«ign-and 
home-bred,  snckets,  codiniacs,  marmilades^  iliaiTh^ 
pane,  sngarbread,  gingerbread,  ilorentiiies-,  wild*fi^wl, 
venison  of  ali' sorts,  and  sundry  outlandibh  confix 
tions,  altogether  seasoned  with  sugary  (which  Pliny 
calleth  Mbi  ex  arundmilms,  a  device-  not*  eommoAnor^ 
greasy  used  in  old  time  at  the  tablb,  bu^  only  i» 
medicine^  aHhough  it  grew  iA  Arabia^  liidia*,  and^ 
Sicilia,)  do  generally  bear  the  sway,  besidf&»  infiioite' 
devices  of  our  own  not  possiblie  fbr  me  ixt  remembep. 
Of  t^e  potatbe  and  such  venxrous  roots  asc.  mro^ 
broitght  out  of  Spain,  Portingale,  and  the  Ihdies^  to- 
fumish  up  our  banquets,  f  speak  not,  whepein  our« 
Mureg  of  no  Ifess  force,  and  to  be  had  about  Cposl^y- 
Ravenswadi,  db  novr  begin  to  have  place. 

Btit  among  all  tiitese,  the  kind  of  mtet  which*  is 
obtained  with  most  difficulty^  and  cost,  is  commonly- 
taken  ibr  the  most  delicate,  and  thereupon  eadb 
guest  will  soonest  desire  to  feed.  And  as  all  estates 
do  exceed  herein,  V  mean  for  strangeiress'  audi 
number  of  costly  dishes,  so  these  forget  net  to  use  , 
the  like  excess  in  wine,  insomuch  as  there  is  no 
kind  to  be  had;  (neither  my  where  more  stort  of  afl' 
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(sorts  tbcui  in  England;  althongk  we  have 
growing  with  m,  hut  yearly  to  the  propoition  o# 
SOyOOO  or  30,000  tan  im4  upwavd^  9otwtthetandiag 
the*daily  restraints  of  the  same,  hfaught  over  unta 
ns,)  whereof  at  great  mating*  ther&  is  not  some 
etore  to  be  had.  Neither  do  I  mean  this  of  smaU 
wines  only,  as  claret^  white,  red,  French,  &o.  which 
amount  to  about  fifty-six  sorts,  according  to  tho 
number  of  regions  from  whence  they  come:  botaho 
of  the  thirty  kinds  of  italicuii  Grecian,  Spanish,. 
Canarian,  &c.  whtt'eof  Veruag^  Gate  pumeat,  Raspis, 
Mnscadelii  Romnie,  Bastard  Tire,  Osey,  Capnhe,  Cla- 
ret, and  Malmsey,  are  not  least  of  all  accounted  of, 
because  of  their  strength  and  valur-e*  For  as  I  have 
said  in  meat|  so  the  stronger  the  wine  is,  the  more  it* 
is  desired;  by  means  whereof  in  old  time,  the  best 
was  called  Tieologicump  because  it  was  had  from  th» 
clergy  and  religious  men,  unto  whose  houses  many^ 
of  die  laity  would  often  send  for  bottles^  Med-  witk 
the  same,  being  sure  that  they  would  neither  drink 
lior  be  served  of  the  worst,  or  such  as  waa  any  ways- 
mingled  or  brewed  by  the  vintnar ;  nay,  the  mer- 
chant would  have  thought  that  his  soul^  should  have- 
gone  straitway  to  the  devil,  if  he  sht>u}d  have  served 
them  with  othbr  than  the  best  Furthennorej  when 
these  have  bad'  their  course  which  nature  yi«ldeth> 
,^undry  sorts  of  artificial  stuff,  as  ypocras  and  worm* 
Virood  wine,,  must  ip  lil^  manner  succeed  in  their 


) 


140  KOLIN4SHED. 

« 

tarns ;  beside  stale  ale  and  strong  beer,  vrhlcb  ne- 
Tertheless  bear  the  greatest  brunt  in  drinking,  and 
are  of  so  many  sorts  and  ages  as  it  pleaseth  tbe 
brewer  to  make  them.     *        *         •         *        • 

The  artificer  and  husbandman  make  greatest  ac> 
count  of  such  meat  as  they  may  soonest  come  by, 
and  have  it  quicklicst  ready.  Their  food  also  con- 
sisteth  principally  in  beef,  and  such  meat  as  the 
butcher  selleth ;  that  is  to  say,  mutton,  yeal.  Iamb, 
pork,  &c.  whereof  the  artificer  findeth  great  store  in 
the  markets  adjoining ;  beside  souse,  brawn,  bacon, 
frnit,  pies  of  fruit,  fowls  of  sundry  sorts,  theese, 
butter,  eggs,  &c.  as  the  other  wanteth  it  not  at 
home,  by  his  own  provision,  which  is  at  the  best 
hand,  and  cbmmonly  least  charge. 

In  feasting  also,  this  latter  sort  do  exceed  after 
their  maiiher ;  especially  at  bridals,  purifications  of 
women,  and  such  like  odd  meetings,  where  it  is  in- 
credible to  tell  what  meat  is  consumed  and  spent, 
each  one  bringing  such  a  dish,  or  so  many  as  his 
wife  and  he  do  consult  upon ;  but  always  with  this 
consideration,  that  the  leefer  ^  friend  shall  have  the 
best  entertainment.  This  also  is  commonly  •  seen 
at  these  banquets,  "that  the  good  man  of  tlie 
house  is  not  chai'ged  with^  any  thing,  saving  bread, 
4rink,  house-room,  and  fire.  But  Wit  artificers  in 
cities  and  good  towns  do  deal  far  otherwise:  for  aU 

1  Jeef,  wiVUng,  liberal, 
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l)€it,  that  some  of  them  do  suffer  their  jaws  to  gd 
oft  before  their  claws,  and  divers  of  them  by  making 
good  cheer,  do  ifinder  themselves  and  other  men; 
yet  the  wiser  sort'  can  handle  the  matter  well  enough 
in  these  junkettings ;  and  therefore  their  frugality 
deserveth  commendation.  To  conclude,  both  the 
artificer  and  the  husbandman  are  sufficiently  libcrali 
und  vei*y  friendly  at  their  tables ;  and  when  they 
meet,  they  are  so  merry  without  malice,  and  plain 
without  inward  craft  and  subtlety,  that  it  would  do 
a  man  good  to  be  in  company  among  them.  Herein 
only  are  the  inferior  sort  to  be  blamed,  that  being 
thus  assembled;  their  talk  is  now  and  then  such  as 
savoureth  of  scurrility  and  ribaldry,  a  thing  naturally 
incident^  to  carters  and  clowns,  who  think  them- 
selves not  to  be  merry  and  welcome,*  if  their  foolish 
veins  in  this  behalf,  be  never  so  little  restrained. 
This  is  moreover  to  be  added  in  these  assemblies, 
that  if  tney  happen  to  -stumble  Upon  a  piece  of 
venison  and  a  cup  of  wine,  or  very  strong  beer  or 
ale,  which  latter  they  commonly  provide  against 
their  appointed  days,  they  thinlc  their  cheer  so  great, 
and  ^emselves  to  have  fared  so  well  as  the  lord 
mayor  of  London,  with  whom,  wben  their  bellies 
be  full,  they  will  often  make  comparison, 

♦         •••••♦ 

Hitherto  of  the  diet  of  my  countrymen,  and  some- 
what  more  at  large,  peradventure,  than  many-men 
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"will  like<^f ;  wherefEM-c,  I  think  good  now  to  Uniib 
this  cbapler ;  and  so  wiM  1  when  I  have  added  a  few 
other  tilings  incident  unto  that  Which  geeth  hefore, 
whereby  the  whole  proctess  of  the  same  shcdl  fully 
he  ddivtred,  and  my  promise  to  my  friend  in  this 
l»ehalf  performed*     H^rietofore  there  Ivath  been  much 
ihore  time  spent  in  eating  and  drinking  than  com- 
moiily  is  in  these  days :  £or  whi^-eas  of  old  we  bad 
breakfasts  iiithe  forenobns,  beverages  or nunti^s  after 
dioher;  and  thereto  rerc-s^ppets  generally  wheti  it 
;was  tilne  to  go  to  rest^  (a  toy  broughV  hi  by  Hai'd . 
CaxnituSy)  now  these  odd  repasts,  thanked  he  Gody 
u-e  very  well  left,  and  ieach  one  in  manner  (except 
liisre  and  thetre  some  yeuhg  hungry  stomwh  that 
cannot  fast  till  dinner-time,)  contenteth  himsdif  with 
dinner  and  supper  only.    The  Normans,  disliking  the 
gomiandize  oT  Cafiutus,  ordained  after  their  arrivdl$ 
that  no  table  should  be  covered  above  once  in  the  day, 
which  Huntingdon  itnputeth  to  theik*  avarice ;  biit 
in  the  end,  either  v^exing  weary  of  their  own  fruga* 
Hty,  or  Buffering  the  cockle  of  old  custom  to  oveN 
grow  the  good  coHi  of  their  new  constitution,  thef 
fell  to  isuch  liberty,  that  in  often  feeding,  th^  sur-» 
mounted  Camitus,  sumamed  the  Hardy.   Foi*  whereas 
he  covered  his  table  but  three  or  four  times  in  th* 
day,  they  spread  their  cloths  five  or  six  timeSj  and  in 
such  wise  as  I  before  rehearsed.    'They  brought  in 
also  the  custom  of  long  imd  stately  i^itting  at  meati 
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which  is  not  y«t  lelt,  although  it  be  a  great  ex« 
peace  of  tiiae,  and  worthy  re|)rehen8k>iL  For  the 
nobility,  gentlemen,  and  merchantmen^  e^|^ial]y  at 
^eftt  meetings^  de  sit  commonly  tall  two  or  three,  of 
the  clock  at  afternoon^  so  that  with  many  it  is  an 
hard  matter  to  rise  from  the  table  to  go  to  evenusig 
prayer,  and  return  from  thence  to  come  time  enough 
to  supper.  ,  For  my  part^  I  am  persuaded  that  the 
purpose  ^f  the  Normans,  at  the  iSrst,  was  to  tt&u^ 
the  ancient  Roman  order  in  feeding  once  ih  the  day, 
and  towaTd  the  evetiitig,  as  I  have  read  and  noted. 


The  above  extract,  from  the  curious  infor- 
mation  it  contains,  could  not  well  have  been 
shortened ;  but  its  length  precludes  my  giving 
a  specimen  from  either  of  the  other  contribu- 
tors.—What  would  our  forefathers  think  jof 
dinners  begun  at  six  and  eight  o'clock^  and 
protracted  to  beyond  midnight! 

The  Chronicles  compiled  by  Fa1>ian^  Hall, 
Grafton,  and  Holinshed,  produced  a  consider- 
able revolution  in  the  state  of  popular  know- 
ledge. Prior  to  the  appearance  of  these  ela- 
borate and  voluminous  compilations,  the  his- 
tory of  England  was  shut  up  from  the  general 
reader  in  the  Latin  narratives  of  the  monkish 
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annalists*  And  though  small  portions  of  £n^-> 
lish  history  are  contained. in  the  Polychronicori^ 
and  in  the  Chronicles  of  England^  they  are  s6 
interwoven  with  fable,  as  to  be  often  of  little 
real  utility.  Fabian,  iiideed,  retains  the  ro- 
mantic origin  of  the  Britons }  and  even  Holiii- 
shed's  work  commences  with  a  fabulous,  narra« 
live,  by  Harrison,  though  different  from  that 
of  his  early  predecessors.  ButVith  Holinshed 
fable  dies ;  the  historians  a^d  chroniclers  sub- 
sequent to  him,  call  our  attention  to  accounts 
which,  for  the  most  part,  are  proper  subjects 
for  adthentic  and  rationaljiistory. 


•  * 

/ 


(  1«  ) 


•   • 


SIR  PHILIP  SIDifEt, 


Or  Sydney j  son  of  sir  Henry  Sidney,  by  Mary 
Iiis  wife,  eldest  daughter  of  John  Dudley,  duke 
of  Northumberland,  wad  born  in  1554,  at 
P^nshurst  in  Kent.  His  father  being  lord  pre- 
sident of  Wales,  he' was  sent  to  school  at 
Shrewsbury^  in  the  Yicinity>  and  afterwards 
entered,  at  the  age  of  12  or  13,  the  College  of 
Christ-church,  Oxford.  Quitting  the  universi- 
ty in  1572,  he  soon  after  commenced  his  tra- 
vels, though  only  18  years  old ;  and  in  France, 
Charles  IX*  is  said  to  have  been  so  struck 
with  his  merit,  that  he  made  him  one  of  the 
gentlemen  of  his  chamber.  This,  however, 
was  justly  thought  to  be  an  act  of  treacherous 
fevour  in  that  prince,  with  a  view  to  decoy 
admiral  Coligni  and  his  adherents  to  Paris,  at 
the  king  of  Navarre's  weddings  wb^Q  the  prt* 
vol..  II.  & 
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testants  thinking  themselves  secure  by  that 
marriage,  were  barbarously  massacred  on  the 
24th  of  August,  1572.  At  this  awful  juncture, 
sir  Francis  Walsingham  being  resident  at 
.Paris  as  ambassador  from  queen  Elizabeth, 
Sidney,  with  canny  olhei[s, .  took  refuge  in  his 
house.  Leaving  iParis  soon  after,  he  pursued 
his  route  through  Germany  and  Italy,  and  re- 
turned to  England  in  1575* 

He  was  knighted  in  1583;  and  some  time 
after  appointed  governor  of  Rushirig,  one  o^ 
th6  cautionary  towns  delivered  l)jr  the'  Dutch 
t6  i^ueea  Elizabeth ;  and  also  general  of  the 
hot^e  under  his  uncte  Robdt^,  esirl  of  Leices^ 
t^r.  His  high  merit  and  fame  it^'a  general  ib 
'the  Lo\<r  Countries  gained  h^'  the  honour  oi* 
);eing  liomiti&ted,  on  the  death  of  Steph^ 
'  Batori,  for  the  c^own  of  Poland  j  but  EliziU 
lieth  refused  to  aid  him  with  her  interest, 
impatient  of  the  thought  •  of  losing  him. 
His  authority  in  the  United  Provinces  be- 
came so  powerful,,  that  projipects  calculated 
to  excite  and  reward  ambition  opened  before 
him ;  but  to  his  iglory  be  it  spoken,  his  reasoh 
was  accustomed  to  cast  in  the  opposite  scale 
Tiis  duties  as  a  patriot  and  a  man,  and  thiTs 
preserved  the  jitst  equilibrium  of  his  soul.   He 
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died  an  1586,  at  the  age  of  3^,  ftom  a^vwonnd 
be  had  received  in  tlie  thigh^  in  a  battle  near 
Zut])hen,  in  Gelderland* 

After  he  had  received  his  death-^wound. 
being  overcome  with  thirst  from  excessive 
Ueeding,  he  called  for  drink,  which  was  im-» 
mediately  brought  him«  At  the  moment  he 
%as  lifting  it  to  his  mouth,,  a  poor  soldier  waa 
carried  by,  desperately  wounded^  who  fixed 
his  eyes  eagerly  upon  the  bottle,  Sidney  ob-* 
^ervii^  this,  instantly  delivered  it  to  him,  with 
l^ese  words— ^^*  Thy  necessity  is  yet  greater 
than  mine.'* 

Sir  PhiKp  Sidney  was  regarded  by  his  co- 
temporaries,  with  enthusiastic  admiration.  'His 
valour,  his  generosity  and  nobleness  of  soulj 
his  warm  humanity,  which  prompted  him  to 
relieve  the  distressed,  not  to  mention  his  in« 
tellectual  polish  aiid  superiority,  interested  and 
attached  all  hearts.  So  deep  was  the  sorrow 
for  his  untimely  fate,  that  many  months  after 
his  death,  it  was  thought  unbecoming  for  any 
gentleman  of  quality  to  appeai'^t  court  or  in 
the  city,  in  any  light  or  gaudy  apparel. 

As  an  author,  he  i$  remembered  chiefly  by 
his  Arcadia,  a  pastoral  Romance,  which  was" 
written  about  the  year  1580;  and  may  be  said 
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to  have  owed  its  birth  to  a  quarrel  with  Ed<^ 
ward  Vere,  earl  of  Oxford^  at  a  tennis-court, 
in  consequence  of  which  he  retired  for  a 
while  from  court,  during  which  recess  it  was 
composed*  It  appears,  that  he  wrote  it  sim* 
ply.  for  the  amusenxent  of  his  sister  Mary,  the 
wife  pf  Henry,  earl  of  Pembroke ;  that  it  waa 
neyer  designed  for  publication,  as  h^  desired 
upon  his  death*bed  that  it  might  be  sup- 
pressed^ Notwithstanding  this,  it  was  pub<- 
lished,  anil  so  universally  read  and  admired, 
as  to  come  to.  an  eighth  impression,  as  early 
as  1633. 

The  description  of  Arcadia  pi;e8ents  an  in- 
teresting picture  of  the  simplicity  and  inno- 
cence of  the  pastoral  life.— Musidorus  is  ship- 
wrecked on  the  coast  of  Lacouia,  where  he 
is  found  by  two  Arcadian  shepherds,  Strephon 
and  Claius,  who  conduct  him  to  their  own 
country,  &c 

Now  sir,  thus  for  ourselves  ilis,  we  are  in  pro^ 
fession  but  shepher^^  and  in  this  country  of  Laco- 
nia,  little  better  tbaa  strangers;. and  therefore  nei- 
ther in  skill,  nor  ability  of  power^  greatly  to  stead 
you.  But  what  we  can  present  unto  yoii  is  ^s*. 
Arcadia,  gf  which  country  we  are,  is  bu|  a  lijttle 
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waj  hence,  and  even  upon  the  next  confines,  there 
dwelleth  a  gentleman,  by  name  KaHander,  who 
vouchsafeth  much  favour  unto  us— a  man  who  for 
hk  bospitahty  is  so  much  haunted,  tibat  no  newa 
stirs,  but  comes  to  his  ears;  for  his .upri^t dealing 
so  beloved  of  bis  neighbours,  that  he  hath  paany 
ever  ready  to  do  him  their  uttermost  service;  and 
by  the  great  good  will  our  prince  beafs  him,  may 
soon  obtain  the  use  of  his  name  and  crecBt,  which 
hath  a  principal  £way,  not  only  in  his  own  Arcadia, 
but  in  all  these  countries  of  Peloponnesus.  And(which 
is  w»rth  all)  all  these  things  give  him  not  so  much 
pew.er«  as  his  nature  gives  him  will  to  benefit ;  so 
tk%t  it  seems,  no  music  is  so  sweet  to  his  ear  as 
deserved  thanks*  To  him  we  will  bring  you ;  and 
there  yoi|  nmy  recover  again  your  health,  without 
which  you  cannot  be  able  to  make  any  diligent 
seitfch  for  your  friend  [Pirocles,  who  had  been  taken 
by  pirates] :  and  therefore  you  must  labour  for  it. 
Besides,  we  are  sure,  the  comfort  df  courtesy,  sa\d 
ease  of  wise  council,  sha.ll  not  be  wanting. 

Musidorus  (who  besides  he  was  merely  unaequaint- 
ed  in  the  country,  had  his  wits  astonishefl  with  sor- 
row) gave  eptsy  consent  to  that,  from  wl^ich  he  s^w 
po  reason  to  disagree;  and  therefore,  they ^ took 
their  journey  together  tbrpugh  Laconia ;  .Claius  and 
Strephon  by  course  carrying  his  chest  for  him,  Mu^ 
sidorus  ody  bearipg  in  ^bis   cQ^tenancf  evi^^nt 
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marks  of  i  socrdw&l  mind,  8i!p{K>rted  with  & .  ivoak 
body ;  'whidi  tbey  perceivings*  and  kixowing  that  thb 
Tiole&ee  of  sorrow  is  not  at.  the  first  to  be  striven 
withal  (being  like  a  mighty  beast,  sooner  tamed 
with  following,  than  overthrown  by  wUbstin^ing) 
they  gave  way  to  it  for  that  day  and  the  liext,  never 
tnmtiliDg  him  ek^her  with masking  questieas,  or  iindiRg 
ftcult  with  ha  melancholy^  ^t  rather  fitting  to  his 
dolor   dolorous  didcourses  6i  their  own  atid  other 
iolks  misfortune*   :  Which  speeches,  thpugh  they  had 
'iiot  a  lively  enU'ance  to  his  senses  shut  up  in  sorrow, 
like  one  half  asleep,  he  took  hold  of  much  of^'  the 
matters  spoktin  unto  him,  so  as  a  man  may  s^,  em 
sorrow  was  aware,  they  made  his  thoughts  bea^ 
nway  something  else  beside  hii^  own  sorrow,  which 
wrought  so  in  him,^  that  at  length  he  grew  content 
to  mark  their  speeches,  then  to  marvel  at  such  wit 
in  shepherds,  after  to  like  their  company,  and  lastly , 
to  vouchsafe  conference.    So  that  the  third  day  after, 
in  the  time  that  the  morning  did  strew  rpses  and 
violets  in  the  heavenly  floor  agcunst  the  coming  of 
the  sun,' the  nightingales  (striving  one  with   the 
other,  iivhkh.  could  in  most  dainty  variety  recount 
their  wrong-caused  sorrow,)  made,  them  put  off  their 
sleep,  and  rising  from  under  a  tree  (which  that  night 
had  beeh  their '  pavilion)  they  went  on  their  jo^ir- 
ney,  which  by  and  by  welcomed  Musidorus*  eyes 
(wearied  with  the  wasted  soil  of  Laconia)  with  de* 
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ed' their .  proud  heights  with  ftt»t«ly  tx%%Bi  hwoMm 
vaWesy  whd»e •  toe 'i estate. BeMii9d  comfoitfd  with 
theitefircshii^^l  silver  rivers ;  meadows  smmo^i^. 
with  .  all  f  siarts    of  eyetpleasing .  QvWars ;    thkkets,. 
which  heing  lived  with  most  plsas«nt  shadf  vva 
witnessed  se  too^  by  the  cheerful  4itf»sition  of  mfu^ 
welUtuped  birda;  each  pastare  stored  with  sbaep^ 
iieedmg  with  sober  security^  whUe  the  pretty  lapibsy. 
wiiti  bleating  oratDry,  otaved  the  datps  comfort* 
Here  a  shepherd's  .boy  piping*  as  tho^gfa  be.^^ouU^ 
never  he  old ;  there  a  ypuog  shepherdess  (cnittiiigi 
aod  withal  singkg,  and  it  seemed  that  h^  voic^ 
comforted  her  hs^ds  to  work»  and  her  bands  kep{ 
time  to  her  voice^nusic.    As  for.  the  houses  of  the 
cvmntry  (for  many  houses  came  under  theis  eye]  thejf 
were  all  scatteined^  no  two  being  one  by  the  other,  and 
yet  not  so  fiaar  o|f/  as  that  it  b^^'red  mutual  $9cCQi|f ; 
a  shew  as  it  were,  of  an  accompaniflhle  soUtflffineia  | 
and  of  a  civil  wildness«    I  pray  you,  said  Musidorus, 
(then  §rst  unsealing  his  long  silent  lips)  what  ceun* 
tries  be  these  we  pass  through,  whi^b .  are  ^  divers 
inshew,  the  one  wanting  no  storei .  the  otlier  hav*^ 
ing  no  store,  but  of  yia:^U 

Thq  country  (a^^wered  Claiiis)  where  you  werf 
cast  aajji^re,  ^d  pow  ar,e  p^3t  throp^bi  in  L^oiiia, 
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» 
not  80  poor  by  the  barremieM  of  the  eoil  (though  iij^ 

itself  not  passing  fertile,)  as  by  a  civil  war,  which  * 

being  tiiese  two  years  within  the  bowels  of.  that 

estate,  betw^n  the  gentlemen  and  the  peasants  (by. 

them  named  hdots)  hq^th  in  this  sort  as  it  were  disfi— 

gared  the  face  of  nature,  and  made  it  so  unhospita- 

ble  as  now  you  l^ve  fou9d  it ;  the  towns  neitheif  of 

the  one  side  nor  the  other  willingly  opening  their 

gates  to  strangers,  nor  strangers  willingly  entering 

for  fear  of  being  mistaken.*— Bat  this  country,  where 

now  you  set  your  foot,  ^g  Arcfuiia,  and  evi^  hard  by 

is  t^e  house  of  Kalander,  whither  we  lead  you. 

This  country  being  thus  decked  with  peace,  and  (the 

child  oi  peace)  good  husbandly.    These  vhouses  yoa 

see  so  scattered  are  of  men  as  we  two  are,  that  live 

upon  the  commodity  of  their  sheep  ;  and  therefore^ 

in  the  division  of  th^  Arcadian  estate,  igre  termed 

fihepherds~-a  happy  people,  wantii^  little^  because 

they  desire  not  much* 

The  reviewer  of  Todd*s  works  of  Spencer, 
in  the  fonrth  volnme  of  the  Annual  Review, 
has  occasion  to  speak  of  the  Arcadia^  and  of  its 
author;  and  his  character  of  hoth  is  so  excel- 
lent^ and  at  the  game  time  so  just^  that  I  cai\«. 
not  do  better  than  present  it  to  the  ifcader.— 
*'  It  has  been  of  late  years  the  fashion  (says  he) 
to  depreciate  the  genius  of  this  most  admirable 
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phan ;  and  Mr.  Todd,  who  in  matters  of  taste, 
lexercises  more  faith  than  reason,  joins  in  the 
common  censure.     Horace  Waipole,  we  be-^ 
lieve,  was  the  first  person  who  haiarded  this 
opinion,  and  we  all  know  how  opinions  are 
taken  readjrmade,  upon  such  authority.  Much 
of  the  praise  which  Sidney  received,  during 
his  life,  may  have  been  paid  to  his  rank ;  it 
may  have  been  flattery  as  to  its  motive,  but 
in  its  matter  it  was  no  more  than  the  praise  to 
which  he  was  entitled.    Nobody,  it  has  beea 
€aid^   reads  the  Arcadia^    We  have  known 
very  many  persons  who  have  read  it,  men, 
women,  and  children,    and  never  knew  one 
who  read  it  without  deep  interest  and  an  admir 
ration  at  the  genius  of  the  writer,  great  in 
proportion  as  tHey  were  capable  of  appreciat-? 
ing  it.    The  vepses  are  very  bad,  not  that  he 
was  a  bad  poet,  (on  the  contrary,  much  of  hii 
foetry  is  of  high  merit,)  but  becg^use  he  wag 
then  versifying  upon  an  impracticable  system. 
Jiet  the  reader  pass  over  all  the  Eclogues,  as 
dull  interludes  unconnected  with  the  drama,  audi 
if  he  do  not  delight  in  the  story  itself,  in  tUp 
skill  with  which  the  incidents^  are  woven  toge- 
ther and  unravelled,  and  in  the  Shakespearian 
power  and  character  of  language,  with  whicil^ 
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they  are  painted ;  let  bim  be  assured  the  fesh 
U  in  hiiQself  and  not  in  the  book/'— *This  ro-* 
mance  fiimidles  the  first,  example  of  an  aUe^ 
goncal  vork  written  originally  in  English*. 

The  Arcadia  has  been  modernized  by  .Mra^ 
Stanley ;  but  in  this  performance,  though  an 
elegant  composition,  we  do  not  see  the  mind 
of  Sidney;  the  peculiar  flow  of  his  thougbti 
is  broken ;  and  we  can  po  longer  ^isoover  bis 
genuine  intellectual  character  ben^sath  th^ 
more  f;ashionable  attire  of  modem  refine^ 
ment.  For  my  own  part,  1  prefer  the  ideal 
of  Sidney  in  their  customary  and  natnrel  dresa; 
auch  transfornjiations  are  entitkd  to  little  comf 
mendation* 

d.  Another  of  his  pieces  is  entitled,  '^  Tb^ 
Pefence  of  Poesy  ;**  London,  1595.  It  cour 
sists  in  the  whole  but  of  a  few  pages,  of  which 
the  following  is  a  favourable,  and  indeed  ^ 
beautiful  specimen. 

The  philosopher  shewfeth  you  the  way,  he  inform- 
eth  you  of  the  particularities,  as  well  of  the  tedlous- 
ness  »f  the  way,  as  of  the  pleasant  lodging  yoa  shall 
have  when  your  journey  is  ended,  as  of  the  many 
bye-turnings  that  may  divert  you  from  your  way ; 
but  this  is  to  no  map,  but.  to  bim  that  will  temi  bmt 
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^nd  read  him  with  attentive,  studioiis  pwcfuliiess ; 
vhicli  constant  desire,  whosoever  hath  in  him,  hath 
alreaiy  past^half  the  hardness  of  tberway^  aui  there* 

• 

fore  is  hebpiden  to  the  philosopher  but  for  ^he  other 
half.  Nk^f  truly^  learned  men  have  learnedly  thought, 
^hat  \viiere  once,  reason  hath  so  much  overmastered 
passion,  as  -that  the  mind  hath  a  free  desire  to  do 
tvell,  the  inward  light  each  man  hath  in  itself,  is  aa 
good  as  a  philosopher's  book :  since  in  qature  we 
know  it  is  well  to  do  well,  and  wh^t  is  well  and  what 
is  evil^  although  not  in  the  words  of  art  which  phi« 
losophefs  bestow  upon  us ;  for  out  of  natural  conceit 
the  philosophers  drew  it.  fiat  to  be  moved  to  dci 
fhat  which  we  know/>or  to  be  moved  with  desire  t0 
know,  hoc  opus  hie  labor  est* 

Now,  therein,  of  all  sciences  (I  speak  etill  of  htt* 
man,  and,  according  to  the  human  conceit)  is  our 
poet  the  monarch.  For  he  doth  not  only  shew  iht 
way,  but  giveth  so  sweet  a  prospect  into  the  way, 
as  will  entice  any  usan  to  enter  into  it :  Nay,  he 
doth,  as  if  your  journey  should  lie  through  a  fai^^ 
vine^'ard,  at  the  veiy  first,  give  you  a  cluster  of 
grapes;  that,  full  of  that  taste,  you  may  long  to 
pass  farther.  He  beginneth  not  with  obscure  defini- 
tions; which  must  blur  the  margent  with  interpreta^ 
tions,  and  load  the  memory  with  doubtfulness ;  but 
he  cometh  to  you  with  words  set  in  delightful  pro- 
portion,  either  accompanied  with,  or  prepared  for, 
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the  well  enchanting  skill  of  music ;  and  witli  a  tole^ 
forsooth,  he  cometh  unto  you,  with  a  tale  which 
holdeth  children  from  play,  and  old  men  ^ni  the 
chimney  corner ;  and  pretending  no  more,  doth  ini 
tend  t)ie  winning  of  the  mind  fron»  wickfdnesa  to- 
virtue;  eyen  as  the  child  ia  often  brought  to  take 
most  wholesome  things,  by  hiding  them  in  such 
other  as  have  a  pleasant  tast^ ;  which  if  one  should 
begin  to  tell  them  the  nature  of  the  aloes  or  rhubart 
barum  they  should  receive,  would  sooner  take  their  ' 
physic  at  their  ears  than  their  mouth«  So  is  it  in 
men  (ino^st  of  whom  are  childish  in  the  best  things, 
till'  they  be  cradled  ia  their  graves),  ijllad  they  will 
be  to  hear  the  tales  of  Hercules,  Achilles,  Cyrua, 
.£neas ;  and  hearing  th«i^  must  needs  hear  the  right 
description  of  wisdom,  valour,  and  justice ;  which, 
if  they  had  been  barely  (that  ip  to  s^y^  philosophir  . 
cally)  set  out,  they  would  swear  they  be  brought  tp 
school  again. 


3.  Sidney  lyrqte  also  a  pamphlet^  published 
among  the  Sidneyrpapers^  ia  answer  to  the 
famous  libel^  entitled,  ^^  Leicester's  Common-^ 
4f7ealth ;"  in  which  he  defends  his  uncle  witli 
great  spirit ;  particularly  in  respect  of  what 
had  boep  said  of  him  in  derogation  of  his 
iionour* 
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Sidney's  works  complete  were  reprinted  in 
1725^  in  3  vols.  8vo. 

As  a  writer^  lord  Brook  says  of  him,  '^  that 
his  end  was  not  writing,  even  while  he  wrote; 
nor  his  knowledge  moulded  for  tables  or 
schools ;  but  both  his  wit  and  understanding 
bent  upon  his  heart  to  make  himself  and 
others,  not  in  words  or  opinion,  but  in  life  and 
action,  good  and  great." 


{  IdSr         ) 


SPENCER. 


The  divine  author  of  the  T*aeryQueert  ttf-* 
longs  rather  to  a  poetical  than  a  prose  series 
of  writers ;  in  prose,  he  has  left  only  one  small 
though  valuable  work.  Spencer  was  born  in 
London^  about  the  year  1553  ;  and  descended 
from  the  ancient  and  honourable  family  of 
Spencer,  of  which  himself  was  the  greatest 
honour.  '^  The  nobility  of  the  Spencers  (says 
Gibbon)  has  been  illustrated  and  enriched  by 
the  trophies  of  Marlborough;  but  I  exhort 
them  to  consider  the  Faery  Queen  as  the 
most  precious  jewel  of  their  coroikt."  He 
was  admitted,  in  1569,  at  Pembroke*hall> 
Cambridge,  in  the  humble  academical  rank 
of  sizer ;  and  having  taken  his  degrees  in  arts, 
quitted  the  university,  as  supposed,  and  went 


to  reside  with  some  relatione  in  the  Dordi  of 

England. 

:At  Cambrid^,  he  had  become  acquainted 
with  Gabriel  Haarvey  of  Tiinity-haU,  by  whose 
advice  be  removed^  m  1576,  to  London. 
Here,  Harvey  imroduced  him  to  sir  PbiUp 
Sidney,  who  extended  towards  him  his  gener- 
Ott«  and  elevating  friendship,  and  intix>diiced 
hitxi  to  thtt  earl  of  Leicee  er,  who  .gave  him 
an  appointment  as  agent  i  ^  France  and  other 
jMtrts^  though  it  proved  abortive.  Soon  after, 
however^  or  in  1580^  lord  Grey  being  appointed 
lord  lieutenant  of  Ireland^Spencer  attended  hint 
in  quality  of  ftecretary ;  but  his  lordship  beih^ 
i«cailed  two  years  after,  Spencer  returned  with 
him  to  England,  where  he  continued  till  the 
death  of  his  noble-*hearted  friend,  sir  Phili]^ 
Sidney — a  loss  he  never  ceased  to  lament. 

He  obtained,  in  15d(),  a  grant  of  above 
3000  acr4;s  out  of  tljkc  forfeited  lands  of  die  earl 
of  Desmond^  which,  as  he  was  oUiged  by  hL» 
patent  to  cultivate,  caused  his  removal  to- Ire-' 
knd.  His  residence  was  at  the  castle  of  Kil-^ 
dolman,,  in  the  ootinty  of  Cork,  where  he  waa 
'Visited  by  sir  Walter  Ralegh,  in  whose  obm* 
fany  be  came  to  England,  and  by  whom  he  was 
iblrodu«ed  «i  couiFtr    Elizabeth  gmated  hip 
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a  pension  of  501.  a  year^  as  laureate  though  he 
is  not  thus  styled  in  the  patent. 

The  following  year  he  returned  to  Ireland ; 
iifhere,  in  1594, he  married;  In  I596,he  again 
^sited  England  and  presented,  as  is  inferred 
by  Mr-  Todd,  his  "  View  6f  the  State  of  Ire- 
land,'*  to  the  queem  This  is  his  only  prose 
production,,  for  which  the  queen,  it  appears^ 
designed  to  reward  him,  as  it  justly  merited ;  for 
a  fetteir  from  Elizabeth  to  the  Irii^  government, 
discovered  by  Mr.  Malone,  dated  the  last  day 
ofSeptember^  1598,  recommended  him  to  be 
sheriff  of  Cork.  But  the  rebellion  of  the  earl 
fof  Tyrone  breaking  out  next  month,  Spencer 
was  forced  to  fly  from  the  rebels,  who  burnt 
his  house,,  his  papers,  And  one  of  his  children. 
He  arrived  in  England,  with  a  broken  hearty 
and  died  in  the  January  following  at  an  inn, 
or  lodging  house  in  King's  street,  Westmin* 
ster ;  not  in  King's  street,  Dublin,  according 
to  the  common  accounts.  The.  researches  pf 
Mr*  Todd  in  his  late  edition  of  Spencer*« 
works,  have  also  disproved  most  of  the  anec- 
dotes which  have  been  related  of  him.  Thu$> 
it  is  not  true,  that  he  was  introduced  to  Sid- 
ney by  means  of  the  stanzas  describing  de* 
spair-^that  he  seat  to  the   queen  tha  linea 
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alK>ut  rhyme  and  reason^  complaining  that  her 
intended  bounty  was  withheld  from  him— 
lastly^  that  his  merit  was  left  unrewarded. 
That  he  ^ed  comparativeli/  poor,  having  lost 
his  large  estate  in  Ireland^  is  unquestionably 
true;  but  he  had  still  bis  pension  from  the 
queen^  no  inconsiderable  sum  in  those  days, 
and  had,  besides,  abundant  friends,  Mr.  Todd 
observes,  *'  the  burial  having  been  ordered  by 
the  earl  of  Essex,  may  surely  be  considered  as 
amark^of  that  nobleman's  respect  for  the  poet, 
without  proving  that  the  poet  was  starved.  Of 
the  man  who  had  thus  perished,  a  remarkable 
funeral  might  seem  almost  mockery ;  and  yet 
the  pall  was  held  up  by  some  of  the  pot^ts  of 
the  time.'* 

The  "  View  of  the  State  of  Ireland,"  was 
called  forth  by  the  peculiar  circumstances  of 
that  country  in  the  time  of  the  rebellion.  The 
fate  of  Spenser,  in  respect  of  his  possessions 
in  Ireland,  was  necessarily  involved  in  that  of 
the  country,  and  he  could  not  he  indifferent 
to  the^probable  effects  of  the  prevalent  commo- 
tions.  With  a  view  ta  obviate  these  effec  ts, 
he  undertook  to  sketch  and  perfect  a  plan  for 
the  reduction  of  the  island,  within  the  short 
space  of  two  winters.    The  plan  was  well  con- 
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trivedj  but  k)6yer  carried  iiito  execution^^-^^ 
eircumstwce^  perblips>  to  which  the  rebels  whtt 
Indebted  for  their  subsequent  success.  In  this 
work>  too,  Spesner  appears  a  zealots  defender 
of  the  administration  of  lord  Grey,  who  had 
been  represented  to  Elisabeth  as  exercising^ 
cruelties  which  drov0  the  rebels  to  despera* 
tion. 

The  piece  is  writteA  in  the  form  of  dialognei 
between  Eudoxus  and  Irenseus.  la  the  begin* 
ning,  the  author  treats  at  some  length  of  thf 
customs  and  manners  of  the  inhabitants;  and 
thus  the  regialations  and  measures  he  after-** 
wards  proposes  are  judiciously,  adapts  to 
their  national  character^ 

tren.  Ttte  difl^reace  of  mai^nef s  and  customs  doth 
follow  tii^  di^fiisi^nce  of  nations  and  people.  The 
whkh  I  have  declared  to  you  to  have  been  three 
sspeeisliy,  whkh  seated  themselves  here:  tO  wit, 
first  the  Scythians ;  then  the  Gauls ;  and  lastly,  the 
English,  Notwithstanding  that  t  am  not  ignorant, 
that  tbere^  were  sundty  nations  which  got  fo^tMg  in 
that  land,  ^f  the  which  there  yet  remain  divers  greai 
families  and  septs^  of  whom  i  will  also  in  their  pio* 
per  places  make  raentiocu        ♦        •        •         » 

\  will  be^in  then  to  c^mnt  their  c^istftms  ki  4l|if 


^ap:ie  order  tli^t  I  counted  tKeir  p.a^q^is,  ^d  first 
.wiU|  the  Scythian  or  Sco^i^^  mpnaers:  of  th^ 
which  there  is  one  U3e  amongst  the^)y  to  keep  their 
^attle,  and  tp  ]m  them8elve,s  tl^e  most  |»art  of  thp 
jr.e^r  i^  Boolif49  pastH^ing  ppon  the  mpuptains  and 
waste  wild  places,  and  removing  still  to  fresh  li^j, 
^  they  have  depastured  the  forn^er.  The  which  ap- 
|)eareth  plain  to  b^  the  n^anner  of  the  Scythi^s^  f^ 
jon-may  read  in  Olaus  Magnus,  and  Joh.  Boemus^ 
|t^d  yet  is  i|sed  among  all  jth^  Tartarians,  and  ti^ 
people  about  the  Caspian  Sea^  which  are  naturally 
fpythians,  to  )ivein  beards,  ^  they  cim  thei^i;  hein^ 
the  very  i^ajni^  a^  the  Irish  Boftlics  are,  driving  theij' 
cattle  continually  with  thepi,  an4  fe,edi^i^  only  qn 
!thcir  milk  §nd  white  meats. 

Eudo:p.  What  fault  can  you  £nd  with  this  cu^ 
4omi  For  though  it  be  an  0I4  Scythian  u^e,  yejt  it  i^ 
vf^y  beljipoveful  in  this  counti^  of  Ireland^  w^r^ 
^ere  are  g^reat  mountains,  and  W;9J^te  des^ts  fall  of 
jg^asst  t^^i  the  eaxpe  8^09x14  ]?^  ^^  4f^W^  ^^ 
flourish  vfi^y  th9u^and9  of  /c^ttJLe,  for  the  gqod  of 
the  whO|k  realm;  which  c^9iiuio4  (methipks)  well 
be  any  other  way,  tiian  by  keeping  those  Boolies 
^vere,  a^  ye  haye  al^wed. 

Iren.  But  J;^y  ,ibis  ,cw^99?i  of  Mwgi  t^ierfi 
£xow  in  t^e  xnean  ,tiipe  ni^y  .gi:e£^  i^(^)rmities  junto 
that  commonwe^t^i*  F^  ifir^,  if  |]\e;re  be  any  out- 
)awf ,  or  loose  people  |(§f  jA^y  are  i>ever  withoaj^ 
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some)  which  live  upon  stealths  and  spoils,  they  are 
fevermore  succoured  and  find  relief  only  in  these 
booties,  being  upon  the  waste  places,  whereas  else 
they  should  be  driven  shortly  to  starve,  or  to  com* 
down  to  the  towns  to  seek  relief,  where,  by  one 
means  or  other,  they  would  soon  be  caught.  Besides 
such  stealths  of  cattle  as  they  make,  they  bring  com- 
monly to  those  hoolieSy  beins  upon  those  waste 
places,  where  they  are  readily  received,  and  the 
thief  harboured  from  danger  of  law,  or  such  officers 
as  might  light  upon  him.  Moreover,  the  people 
that  thus  live  in  those  hoolies,  grow  thereby  the 
mere  barbarous,  and  live  more  licentiously  than  they 
could  in  towns,  using  what  manners  they  list,  and 
practising  what  mischiefs  and  villanies  they  will, 
either  against  the  government  there  by  their  combi- 
nations, or  against  private  men,  whom  they  malign, 
by  stealing  their  goods,  or  musdering  themselves : 
for  there  they  think  themselves  half  exempted  frorif 
law  and  obedience,  and  having  once  tasted  freedom, 
do,  like  a  steer  that  hath  been  long  out  of  his  yoke, 
grudge  and  repine  ever  after,  to  come  under  rule 
again.         •        *         ♦         •         •         ♦        • 

They  have  another  custom  from  the  Scythians, 
that  is,  the  wearing  of  mantles^  and  long  gUbhs,  which 
ii  a  thick  curled  bush  of  hair  Ranging  down  over 
their  eyes,  and  monstrously  disguising  them ;  which 
ije  both  very  bad  and  hurtful.        ♦        •        *     • 
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The  next  [custom]  I  have  to  treat  of^  is  the  mad* 
tier  of  raising  the  cry  in  their  conflicts,  and  at  other 
troublesome  times  of  uproar :  the  which  is  very  na- 
tural Scythian,  as  you  may  read  in  Diodorus  Sicu* 
lus,  and  in  Herodotus,  describing  the  manner  of  the 
Scythians  and  l^arthians  coming  to  give  the  charge 
at  battles ;  at  which  it  is  said,  that  they  came  run- 
ning with  a  terrible  yell,  as  if  heaven  and  earth 
would  have  gone  together ;  which  is  the  very  image 
of  the  Irish  Hubbub,  which  their  kern  use  at  their 
first  encounter.  Besides,  the  same  Herodotus  writ- 
eth,  that  they  used  in  battles  to  call  upon  the  names 
of  their  captains  or  generals,  and  sometimes  upon 
their  greatest  kings  deceased,  as '  id  that  battle  of 
Tomyris  and  Cyrus :  which  custom  to  this  day  ma- 
-  nifestly  appeareth  amongst  the  Irish.  For  at  their 
joining  of  battley  they  likewise  call  upon  their  cap- 
tain's name,  or  the  word  of  his  ancestors.  As  they 
under  Oneal  cry,  Laundarg-abOf  that  is,  The  bloody 
hand,  which  is  Oneal's  badge.  They  ^  under  Obrien 
ciall  Lat^nlaider, ^th9,t  is,  The  strong  hand.  And  to* 
their  ensample  the  old  English  also,  which  there 
remaineth,  have  gotten  up  their  cries  Scythian-like, 
as  Crom-obo,  a^id  ButUr-abo»  And  here  also  lyeth  open 
eaother  manifest  proof,  that  the  Irish  be  Scythes  or 
Scots ;  for  in  all  their  encounters,  they  use  one  very 
confiunon  word,  crying,  IVrrfl^A,  Fcrragh;  which  is  a 
Scottish  wordy  to  wit,  the  naQie  of  one  of  the  first 
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Ub^  6f  Sc^tland^  called  FeragUjBj  or  PeJ-gOB,  wliicK 
Ibttght  ftgamst  ih'«  Picts^  as  you  may  read  in  Bir« 
cfmikany  De  Rdna  Scdtick :  but  as  others  write,  it  was 
I6ng  b^foi^  that,  the  -name  ^f  their  chief  captain) 
ithd^  ivhdm  th^y  fought  against  the  Africans ;  thie 
Which  '^iras  tbeh  sto  fortunate  unto  them,  that  evei* 
%iiihencie  th^y  have  liised  to  cAll  ufyon  his  name  in  their 
WttJesi         •        ti        •        ♦        •        ♦ 

Itler^  \it  6tikkr  sorts  of  cries  dso  used  amongsl' 
^h  liis^i  Which  savour  greatly  of  \he  Scythian  bar- 
barism;   as  tiielr   lamentations  at  their  burials^ 
Sfriih  dtepdVfid  dutcries  and  immoderate  wailings, 
^  ptfddx  Mr,  Sta^ihurst  might  also  ha^e  used  fo/t 
yxk  CiygiJtobM  to  ^rove  them  Egyptians :  for  so  ih 
ftcrip^Ve  it  Ik  ttiitotioned,  that  the  Cgyptiai^  la- 
mented lor  the   deatib  of  Joseph.      Others  think 
this  tvlstoth  to  totoih  from  th^  Sptoiards,  for  ihA 
Ihey  do  imUireastii^bly  Hk^wisfe  beNiml  theit  desd. 
Kut  the  same  1b  not  proper   Spanish,    but  tl^d^ 
gether  Wtheai^li,  brdught  in  thither  fUtst  ttii^^ 
Vy  tiib  Scythians,  or  the  Mocrrs  th&t  \irete  AMcant, 
and  l^tig  poisliessed  t^at  country.    iFor  it  is  thfe 
manner  Of  all  paga^is  tind  infidels  to  be  intetope^- 
a^d  in  thei^  ^ailin^s  of  'theh*  dead,  for  that  tb^ 
had  no  faith  lior  hope  of  sal^mtibft.    Atid  th«i  WL 
custom  atso  is  specially  noted  by  Dioddrus  Sicultift^ 
to  liave  ieiin  4ft  the  'Scydiians,  and  is  yet  -amoBg^ 
tlie  northern  JScots  at  this  day,,  alk  you  teay  i«ad  "ki 
their  Chronicles.         *  •        •        • 


1  Will  here  take  iocc^ion,  since  I  latdy  spake  o( 
their  xnanner  of  crie99  in  joining  of  battle,  to  speak 
also  somewhat  of  the  manner  of  tbi^ir  armSi  aiul  i^^* 
t^jAn  battici  with  other  custoo^s  perhaps  worthj 
the  noting*    And  first  df  their  arnis  and  weapon^, 
amongst  which  their  broad  swords  pxe  proper  Sey* 
tbian ;  for  sMch  tb£  Scythes  used  cpmrnoalyi  as  yoft 
Qxay  r^ad  in  Olaus  Magnus,  and  the  8am#  also  thi 
bid  Scots  used,  as  you  may  read  in  Buehanaa^  %fi4 
in  Solinus^  where  the  picturea  of  them  are  in  0^9 
same  form  eKpressedt    Also  their  short  bows,  9/^ 
little  quivers,  with  short  bearded  f^rr€iv§f  are  vfijp. 
Scythian,  as  you  may  read   in  tbs  eaoie  ^)aM#t 
And  the  same  sort  both  of  hows,  quivers,  and  af* 
rows,  are  at  this  day  to  be  seen  commonly  awongp^ 
the  northern  Irish  Scots,  whose  Scottish  bows  nif 
not  past  three  quarters  of  a  yard  long,  with  a  siring 
of  wreathed  hemp  slackly  beat,  and  whose  ap-pwi 
are  not  much  above  half  an  ell  long,  tipp^  witid 
Steel  heads,  made  like  conomon  h|*oad  arrpw  b«|49i 
but  much  more  sharp  and  slender;  that  they  evt^ 
into  a  man  or  horse  most  cruelly,  notwithstaadii^ 
that  they  are  shot  ff»rth  weakly*    Moreover,  th^^iv 
Hofig  bxoad  shields^  made  up  with  wicker  roi^f  ^hM^ll 
are  commjonly  used  among  the  said  laprthem  lns>}^ 
bat  especially  of  the  Scots,  |tire  brought  trim  thi 
$cy  thians,  as  you  may  read  m  Pl,^s  Msgnu^^  S^U- 
nus,  md  others :  iikawisi^  thw  §mg  io  ^tij^  wiit^ 
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out  armour  on  their  bodies  or  heads,  but  trusting  to 
the  thickness  of  their  ^i&j,   the  which  (they  say) 
will  sometimes  bear  off  a  good  stroke,  is  mere  Scy* 
thiaa,  as  you  may  see  in  the  said  images  of  old  Scythes 
or  Scots,  set  forth  by  Herodianus,  and  others.     Be- 
sides, their  confused  kind  of  march  in  heaps,  without 
mny  order  or  array,  their  clashing  of  swords  together, 
their  fierce  running  upon  their  enemies,  and  their 
manner  of  figlit,  resembleth  altogether  that  which 
is  read  in  histories  to  have  been  used  of  the  Scythi- 
ans.    By  which  it  may  almost  infallibly  be  gathered 
together,  with  other  circumstances,  that  the  Irish 
are  very  Scots  or  Scythes  originally,  though  sithence 
intermingled  with  many  other  nations  repairing  and 
joining  unto  them.     And  to  these  I  riiay  also  add 
another   strong  conjecture  which   cometh  to  my 
mind,  that  I  have  often  observed  there  amongst 
them,  the  which  are  also  written  by  sundry  authore, 
to  have  been  observed  amongst  the  Scythians,  by 
which  it  may  very  vehemently  be  presumed  that  the 
nations    were    anciently   all   one.      For    Plutarch 
(as   I   remember)  in   his  treatise   of   Homer,  en- 
deavouring  to  search  out  the  truth,  what  country- 
man Homer  wa^,  proveth  it  most  strongly  (as  he 
thinketh)  that  he  was  an  ^olian  born,  for  that  in 
describing  a  sacrifice  ^  the  Greeks,  he  omitted  the 
loiii,  the  which  all  the  other  Grecians  (saving  the 
iEohans)  use  to  J>un2  In  their  sacrifices:  aldo  for  that 
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lie«  makes  t!ie  entrails  to  be  roasted  on  five  spits, 
which  was  the  proper  manner  of  the  ^olians,  who 
only,  of  all  the  nations  of  Grsecia  used  to  sacrifice 
in  that  sort.    By  which'  he  inferreth  necessarily, 
that  Homer  was  an  ^olian.     And  by  the  same  rea- 
son may  I  as  reasonably  conc1ude,^that  the  Irish  are 
descended  from  the  Scythians ;    for  that    tfiey  use 
(even   to   this  day)  some  of  the  same  ceremonies 
which  the  Scythians  anciently  used.     As  for  exam* 
pie,  you  may  read  in  Lucian,  in  that  sweet  dialogue, 
"which  is  irititled,  Toxaris,  or,  Of  Friendship,  that  the 
common  oath  of  the  Scythians  was  by  the  sword 
and  by  fire ;  for  that  they  accounted  those  two  espe« 
tial  divine  powers,  which  should  work  vengeance  on 
the  perjurers.     So  do  the  Irish  at  this  day,  when 
they  go  to  battle,  say  certain  prayers  or  charms  to 
their   v^^ords,  making  a  cioss  therewith  upon  the 
earth,  and  thrusting  the  points  of  their  blades  into 
the  ground,  thinking  thereby  to  have  the  better  suc- 
cess in  fight.    Also  they  use  commonly  to  swear  by 
their  swords.     Also  the  Scythians  tised,  when  they 
would  bind  any  solemn  vow  or  colnbination  amongst 
Ithem,  to  drink  a  bowl  of  blood  together,  vowing 
thereby  to  spend  their  last  blood  in  that  quarrel;  and 
even  so  do  the  wild  Scots,  as  ycm  may  read  in  Bu* 
thanan ;  and  some  of  the  northern  Irish.     Likewise 
^t  the  kindling  of  the  fire,  and  lighting  of  candles', 
'they  say  certain  prayers,  and  yse  some  other  super- 
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fttitioas  ritefs,  which  shew  that  they  honour  the  &rt 
mad  the  light:  for  all  those  northern  nations  having 
been  used  to  be  annoyed  with  much  cold  and  dark- 
Ikess,  are  wont  therefore  to  have  the  fire  and  the  sua 
in  great  veneration  :  like  as  contrariwise  the  Moori 
and  Egyptians,  which  are  mtich  offended  and  grieved 
Ivith  extreme  heat  of  the  sun,  fall  to  cursing  an4 
banning  of  him  as  their  plague.    You  may  also  read 
In  the  same  book»  in  the  tkle  of  Arsacomas,  that 
it  was  the  manner  of  the  Scythians^  when  any  one 
of  them  was  heavily  wronged,  and  wonld  assembk 
onto  him  any  forces  of  people  to  join  with  him  io 
'bi^  revenge,  to  sit  in  some  public  place  on  certain 
days  upon  an  ox-hide,  to  which  there  would  resori 
all  such  persons  as,  being  disposed  to  take  armsy 
would  enter  into  his  pay,  or  join  with  him  in  his 
quarrel.    And  the  same  you  may  likewise  read  te 
have, been  the  ancient  manner  of  the  wild  Soeti^ 
whicb  are  indeed  the  very  natural  Irish#    Moreover^ 
the  Scythians  used  to  swear  by  their  king's  hand,  as 
Olaus  skeweth.    And  so  do  the  Irish  use  slaw  t0 
swear  by  their  lord's  hand ;  and  to  forswear  it,  hold 
it  more  criminal  than  to  swear  by  God.    Also  the 
Scythians  said,  that  they  were  once  a  year  turned 
into  wolves,  aiid  so  is  it  written  ef  the  Irish :  though 
Master  Camden  in  a  better  sense  doth  suppose  it  wa^ 
a  disease,    called   Lycanthropia,    so  named  of  the 
wolf#    And  yet  some'of  the  Jrish  do  use  to  oiakf 
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ih%  w«Tf  their  gossip.  The  Scythians  used  also  Ui 
seeth  the  Hesh  in  the  hide ;  and  so  do  the  northern 
Irish.  The  Scythians  used  to  draw  the  blood  of  the 
heast  living,  and  to  make  meat  therec^:  and  so  do 
the  Irish  in  the  north  stills  Many  such  customs  I 
could  recount  unto  you,  as  of  their  old  manner  of 
itmrryingy  of  burying,  of  dancing,  of  singing, '  of 
ieasting,  of  cufsing,  though  christians  have  wiped 
-QVLi  the  most  part  of  them :  by  resemblance  whereof* 
it  might  plainly  appear  to  you,  that  the  nations  are 
the  same,  but.  that  by  the  reckoning  of  these  few, 
which  I  have  told  unto  you,  I  find  my  speech  drawR 
out  to  a  greater  length  than  I  purposed^  Thus  mucb 
only  for  this  time,  I  hope,  shall  suffice  you,  to  think 
iHiftt  the  Irish  «re  ancient^  deduced  from  the  Scy«< 
Aians.  ♦  •  ♦  •  • 

Eudox,  But  have  yt>ii  (I  pray  you)  -observed  any 
Inch  customs  amongst  them,  brought  likewise  from 
(he  Spaniards  or  Gaols,  as  these  from  the  Scythi-' 
ms?  That  may  sure  be  very  material  to  yoar  first 
forposeJ 

Iren.  Some  perhaps  I  have,  and  who  that  will 
by  this  occasion  more  diligently  mark  and  compare 
their  customs,  shall  find  many  more.  Btft  there  9xtf 
fewer  remaining  of  the  Gauls  or  Spaniards,  than  of 
the  Scythians,  by  reason  lihat  the  parts  which  they 
then  possessed,  lying  upon  the  coast  of  the  western^ 
snd  southern  sea^  were  siihence  visited  with  strangers 
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and  foreign  people,  repairing  thither  for  trafHc,  atii 
for  fishing,  which  is  very  plentiful  upon  those  coast&: 
for  the  trade  and  inter-deal  of  sea-coast  nations  one 
trith  another  worketh  more  civility  and  good  fi^hions 
(all  seamen  being  naturally  desirous  of  new  fashions) 
thati  amongst  the  inland  folk,  which  are  seldom 
seen  of  foreigners ;  yet  some  of  guch  as  I  have  noted; 
I  will  recount  unto  you.  And  first,  I  iRrill  for  the 
better  credit  of  the  rest,  shew  you  one  out  of  their 
statutes,  among  which  it  is  enacted^  that  no  man 
shall  wear  his  beard,  only  on  the  upper  lip,  shaving 
all  his  chin.  And  this  was  the  ancient  manner  of 
the  Spaniards,  as  yet  it  is  of  all  the  Mahometans^ 
to  cut  off  all  their  beards  close,  save  only  their  ot««- 
chachios  which  they  wear  long*  And  the  cause  of 
this  use  was,  for  that  they  bfeing  bred  in  a  hot  coun- 
try, found  much  hair  on  their  faces  and  other  parts 
to  be  noyous  unto  them ;  for  which  cause  they  did 
cut  it  most  away!  like  as  contrarily  all  other  nations 
brought  up  in  cold  countries,  do  use  to  nourish  their 
hair,  to  keep  them  the  warmer;  which  was  the 
cause  that  the  Scythians  and  Scots  wore  gUbbs^ 
{as  I  shewed  you)  to  keep  their  heads  warm,  and 
long  beards  to  defend  their  faces  from  cold.  ,  From 
them  also  (I  tbinjc)  came  saffron  shirts  and  ^ocks, 
which  were  devised  by  them  in  those  hot  countries, 
where  saffron  is  very  common  and  rife,  for  avoiding 
that  evil  which  cometh  by  much  sweating,  and  long 
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wearing  of  linen':  also  the  women  amongst  the  ol4 
Spaniards  liad  the  charge  of  all  household  aflaira, 
t>oth  at  home  and  abroad  (as  Boemns  writeth)  though 
now  the  Spaniards  use  it  quite  otherwise.  And  89 
have  the  Irish  women  the  trust  and  care  of  all  things, 
both  at  home  and  in  the  ^eld.  Likewise  round  lea* 
ther  targets  is  the  Spanish  fashion,  who  used  it  (for 
t^e  most  part)  painted,  which  in  Ireland  they  use 
also  in  many  places,  coloured  after  their  rude  fashion. 
Moreover,  the  manner  of  their  women's  riding  on 
the  wrong  side  of  the  horse,  I  mean  with  their  facea 
toward  the  right  side,  as  the  Irish  use,  is  (as  they 
say)  old  Spanish,  and  some  say  African ;.  for  amongst 
them  the  women  (they  say)  use  so  to  ride.  Also  the 
dee^  smock  sleeve,  which  the  Irish  women  use,  they 
s^,  was  old  Spanish,  and  is  used  yet  in  Barbary : 
'a&id  yet  that  should  seem  rather  to  be  an  old  English 
fashion  :  for  in  armoury  the  fashinn  of  the  manckcy  * 
which  is  given  in  arms,  by  many,  being  indeed  no- 
thing else  but  a  sleeve,  is  fashioned  much  like,  to  that 
«leeve.  And  that  knights  in  ancient  times  used  to  wear 
their  mistresses'  or  love's  sleeve  upon  their  arms ; 
as  appeareth  by  that  which  is  written  of  sir  Launce? 
lot,  that  he  wore  the  sleeve  ot  the  fair  maid  of  Aste^- 
loth  in  a  tourney,  whereat  queen  Guenever  wa« 
much  displeased.  *  *  *         *       , 

•  i(nanche,  Fr;  sleeve. 
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There  it  amongst  the  Irish  a  certm  kind  of  {leo^ 
pie  called  Barda,  which  are  to  them  instead  of  poetn, 
whose  profession  is  to  set  forth  the  praises  pr  div 
praises  of  men,  in  their  poems  or  rithmes;  the  which 
are  had  in  so  high  regard  and  eBtiination  amongst 
them,  that  none  dare  displease  them  for  fear  to  ruf 
into  reproach  through  their  oSmce,  and  to  he  itiade 
infEunous  in  the  niouths-  of  all  men..  For  their  verse^ 
are  taken  up  tirith  a  general  applause^  $u»d  usiiaUj 
sung  at  all  feasts  and  meetings  hy  certain  other  per^ 
sons,  whose  proper  function  that  ifi,  who  also  re^ 
ceive  for  the  same  grej^t  rewards  and  repntatioa 
amongst  them«  *  #  »  » 

Such  poets  as  i^  their  writing^  do  labour  to  hetter 
the  manners  oi  men,  and  thorough  the  .sw^t  bait  of 
iheir  auoibers  to  steal  into  the  yonng  spirits  ^  de^irt 
of  hoqpur  and  virtue^  are  worij^y  to  he  had  k^  gr^ 
respect.     But  these  !ri$h  h^4»  ajre  for  th»  9ios(t 
part  of  another  mind*  and  s^  far  from  i^stractii^ 
young  men  in  moral  disciplinfe,  that  th^  theaise}ve|i 
do  more  deserve  to  he  sharply  -disjciplined :  for  they 
^dom  use  to  choose  untp  themselves  the  doings  of 
good  mem  for  the  arguments  of  their  poems,  buf 
whomsoever  they  find  to  he  most  lice^xiovs  of  life, 
most  bold  and  lawless  in  his  doings,  most  dai^ejnau^ 
and  desperate  in  all  parts  of  disobedience  and  reheV 
liotts  disposition;  him  they  set  up  and  glorify  i^ 
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^thftir  rithmeBy  him  they  praise  to  the  people^  and 

fo  young  mta  make  i^n  example  to  follow.    *    f    • 
Tho  80Bg,  when  it  was  first  made  and  sung  to  a 

person  of  high  degree  there,  was  bought  (as  their 

manner  is)  for  forty  crowns. 

Eufhp,    And  well  worthy  sure.     But  tell  me  (I 

pray  you)  have  they  any  art  in  their  compositions  ? 

Or  be  they  any  thing  witty  or  well-favoured,  as 

poems  should  be  ? 

Iren*  Yes  truly,  I  have  caused  divers  of  them  to 
]be  translated  unto  me,  that  I  might  understand 
them ;  and  surely  they  savoured  of  sweet  wit,  and 
good  invention,  but  skilled  not  of  the  goodly  orna- 
ments of  poetry ;  yet  were  they  sprinkled  with  some 
pretty  flowers  of  their  natural  device,  which  gave 
good  grace  and  comeliness  unto  them ;  the  which  it 
is  great  pity  to  see  so  abused,  to  the  gracing  of 
wickedness  and  vice,  which  with  good  usage  would 
serve  to  Morn  and  beautify  virtue.        •      *      » 


This  little  ^ork  contains  pvobably  the  best 
account  extant  of  the  customs^^  manners,  and 
national  character  of  the  Irish ;  of  whicl^ 
species  of  information  I  have  extracted  no 
inconsiderable  portion.    Compared  with  the 
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extent  of  the  book,  the  extxpct  is  indeed  toe 
long;  bnt^tbe  value  of  the  matter,  and  the 
celebrity  of  the  aathor,  "will  be  deemed  a 
efficient  apology. 


(    177    ) 


SIR  fr ALTER  RALEGH. 


Waijj&»  Rat^e^Hj  de3C€^de^  from  .an  an- 
cienjt  f;^Wiil5r,.8«id  allied  to  tfee  Coji^rtenayg^  e^r^s 
pf  JDeypnghii:e,  and  other  iUyst^rious  Jtiqu8^> 
Wip  t^ie  son  of  Walter  Raleg);i^  Esq.  of  Fardel, 
ill  xYne  parish  of  Comwood^  near  PlyinQ^t|;i, 
and  born  upon  a  farm  ,called  Hajes^  in  the 
parish  of  JBudley,  Devonshire,  in  .15^2.  IJe 
entered  commoner  *  of  Oriel  College^  p?:for^, 
fi(bput  the  year  1^68,  thovg^ji  k  appepirs  that 
be  continued  but  a  shprt  tipi^  at  the  uniyersi- 
ty :  Sot  some  tipie  in  the  following  year,  ac- 
cording to  Camden,  we  find  him  in  Fcance ; 
where,  Hooker  say p,  ''  he  qp^nt  ^ood  p^t  of 
Jhis  youth  ip  ws^rs  wA  martial  .services."  ^e 
^er,ved  with  rthe  JHugonot^;,  Aud  ,esc«|.pe^  tb^ 
jw^sa^re  ,qf  5t.  B^rtholcffliew,  ]>y  tajcuyj  i;«- 

VOL,  II.  N 
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fuge  with  sir  Philip  Sidney,  in  the  house  of 
the  English  ambassador.  The  assertion  that  he 
became  student  of  the  Middle  Temple^  after 
quitting  college,  is  disproved  by  his  own  tes- 
timony; for,  in  his  reply  to  the  attorney-ge- 
neral, on  his  arraignment,  he  lays  a  heavy 
imprecation  on  himself,  *^  if  ever  he  read  a 
word  of  law  or  statutes,  before  he  was  a  pri- 
soner  in  the  Tower.'*   ^ 

He  is  supposed  to  have  returned  to  England 
in  1575.  About  two  years  after,  he  served  in 
Holland  against  Don  John  of  Austria ;  and 
'on  his  return  home,  accompanied  sir  Henry 
Gilbert,  his  uterine  brother,  on  an  expedition, 
'the  object  of  which  was  to  plant  and  inhabit 
certain  northern  parts  of  America— an  expe- 
dition, which,  though  unfortunate,  kindled  his 
spirit  of  maritime  enterprize.  In  thi^  martial 
and  adventurous  life,  he  had  now  spent 'ten 
years ;  yet  never  lost  sight  of  his  own  improve- 
ment. He  slept  only  five  hours  of  the  night, 
that  he  might*  regularly  devote  four  to 
study.  •  ' 

His  next  military  destination  was  to  Ireland, 
where  he  was  eminently  serviceable  in  quelling 
tlie  rebellion  in  1580;  and  had  the  misfortune 
to  8e€  the  Spanish  prisoners  at  Smerwich  Fort 
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put  to  death  by  order  from  the  lord  lieute- 
nant. It  was  at  this  periad  he  became  ac- 
quainted with  Spenser,  (as  before  mentioned) 
then  secretajq^  to  lord  Grey. 

About  the  year  15S2,  he  was  admitted  to 
court,  and  employed  soon  after  in  several  em- 
bassies; A  patent  was  granted  him  by  her 
majesty,  in  1584,  for  himself,  his  heirs  and 
assigns,  to  discover  ''  such  remote  heathen 
and  barbarous  lands,  not  actually  possessed 
by  any  christian  prince,  lior  inhabited  by 
christian  people,  ,As  to  him  or  them  should 
seem  good,'*  and  to  hold  the  same  with  all 
prerogatives,  commodities,  jurisdictions,  roy- 
alties, privileges,  &c.  Two  ships  were  soon 
after  fitted  out  for  an  American  voyage,  by 
the  direction,  as  some  say,  at  the  expence,  of 
Ralegh.  Jn  this  voyage,  part  ,6f  Virginia 
was  discovered^  of  whicn  an  account  was 
written  by  one  of  the  captains  (Barlowe)  to 
Ralegh^  who  laid  it  before  Elizabeth. 

In  the  approaching  sessions  of  parliament, 
1584,  he  was  elected,  in  company  with  sir 
William  Courtenay,  one  of  the  knights  of  the 
shire  for  the  county  of  Devon,  and  about 
the  same  time  received  the  honour  of  knight- 
hood* , 

N  2 


Eariy  iii  iSSS,  sir  Walter  |>r6jteclted  a  kecotidL 
voyage  to  Vifgihia,  and  sfev^h  sail  Mrere  got 
iready  for  sek,  With  a  huttdted  iCn6n  dboiird^ 
with  the  design  of  toldtihSftg  'the  cotintryj 
but  the  expedition  failed  through  all  utilucky 
accident. 

Oh  the  quelling  of  the  MiTtistet  rebelKoft^ 
the  extensive  'territories  6f  the  e^rl  of  Des- 
mond were  forfeited  to  the  CifoWn.  Th6  for- 
feiture consisted  in  the  whole  of  374,00b  acrds, 
of  which  ilalegh  obtained  1^,000,  aiid  which 
lie  planted  at  his  own  cxpence.  This  tiit%t 
he  sold,  at  the  close  of  the  qu^en*^  reigh,  t6 
Richard  Boyle,  afterwards  eSiA  6f  Cork,  attMl 
which  was  the  foundation  of'that  family's  for- 
tune. He  was  next  ia^polilted,  by  her  ihBh, 
jesty,  seneschal  of  the  duchiefs  of  Cornwall 
and  Exeter,  and  lord-wardeh  of  the  Stanlrtt- 
ries,  in  Devonshire  a:nd  Cornwall;  tod  in 
1586,  received  the  additional  honour  df  bfeing 
appointed  captain  of  the  guard,  tis  also  lieu- 
tenant-general of  the  county  of  Cornwall,  ^e 
year  following,  he  obtained  a  grant  of  the 
lands  of  Anthony  Babington^  the  leader  of 
the  conspiracy  in  favour  of  Mary  queen*  of 
Scots. 

About  this  time  also,  he  was  preparing  to 


rej^ace  hU  PASupe^sf  ful  colony  in  Virginia^  b^ 
a  i^ew  oiie,  pQp^iwng  of  150  ip^n  under  the 
commancl  of  Mr.  Jojin  White,  appointed  go- 
vernor, and  twelve  assistants,  to  whom  l^e 
gave  a  charter,  ancl  ippprpprated  th<spi  upder 
the  firm-—"  Governqr  and  Assistants  of  the 
city  of  Balegh,  in  Virginia."  Tljis  was  the 
fourth  voyage  to  th^(  cpuntry,  a  third  havinjg 
teen  frpitlesg,  in  CQpsequ^iice  of  the  fiiilure  of 
the  first. 

Jn  1597,  we  fincl  the  name  of  Jlalegh  in 
the  council  of  war,  called  November  27tfi,  fox 
putting  the  fprp^^  of  the  rpalifi  in  the  best 
ppptpre  of  defppc?  against  the  celebirated  ar- 
mada. He  w^s  alsp  of  the  number  of  those 
who  equipped  vessels  a^  thpir  own  cjiarge,  to 
feinforce  the  fleet.  Ixi  addition  to  his  other 
honours,  he  w^s  Q^e  of  the  gentleij^eii  of  her 
.m^jesty'p  privy  chamber. 

Of  Virginia  he  had  hitherto  been  the  sole 
proprietor;  but  finding  his  difficulties  grow 
upon  him,  having  expended  40,0001.  upon  the 
project,  he  assigned  over,  in  i3!39,  to  a  com- 
pany of  gentlemei^  and  n^erch^-nts  of'  London, 
the  right  of  continuing  the  plantation  with 
JEngU^h  subjects,  reserving  to  himself  only  the 
fifth  p«wrt  of  all  gpjd  and  silver  ore.    One  re- 


markable  consequence  of  these  voyages  was, 
that  some  of  the  returning  settlers  first  brought 
tobacco  into  England,  on  the  27  th  of  July, 
1586. 

After  the  defeat  of  the  Spanish  armada,  Ra- 
legh was  9,mong  the  20,000  volunteers  who 
joined  in  the  unsuccessful  enterprise  to  place 
Don  Antonio  on  the  Crown  of  Portugal ;  in 
consideration  of  which,  he,  with  the  principal 
of  the  adventurers,  was  honoured  by  the  queen 
with  a  golden  chain.  But  shortly  afterwards 
he  incurred  her  majesty's  displeasurcj,  froni 
what  caus^  is  not  distinctly  known,  though' 
the  jealousy  of  Essex  is  supposed  to  have  had 
a  share  in  it.  He  was  sent,  or  rather  banished 
to  Ireland,  where  he  visited  Spenser  at  his 
house  of  Kilcolman ;  and  whom,  on  his  return 
and  reconciliation,  he  introduced  to  Elizabeth. 
Ralegh  succeeded  sir  Philip  Sidney  as  the  ele- 
vating friend  of  Spenser^ 
'  Having  formed  a  design  against  the  Spa- 
niards in  the  West-Indies,  particularly  at  Pa- 
nama, with  a  view  of  intercepting  the  plate- 
fleet,  the  queen  gave  him  a^commission  as  ge- 
neral of  the  fleet  equipped  for  this  purpose, 
consisting  of  thirteen  ships  and  two  men  of 
war,  which  sailed  in  February,  159 1'2.     Sir 
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Walter  had  scarcely  put  to  sea^  Vhen  lie  was  ' 
overtaken  by  letters  from  the  queen,  containing 
his  recall.    But  conceiving  his  honour  con* 
cernei  in  the  enterprise^  he  interpreted  the 
letters  with  latitude,  and  proceeded.    He  re- 
turned, however,  .without  accomplishing  the 
prime  ol;ge.ct  of  his  voyage  ;  and  now  incurred 
4;he  queen's  displeasure  on  account  of  an  amour  ^ 
with  Elizabeth,  the  beautiful  daughter  of  sir 
Nicholas  Throgmorton,  and  one  of  the  maids 
of  honqjir  to  the  queen.    Both  parties  were 
confined  to  the  Tower. for  nearly  a  year ;  and 
the  knight  repaired  his  transgression  by  a  sue*    . 
cessful  offer  of  his  hand* 

In  159S-4,  he  obtained  from  her  majesty  the 
castle  and  manor  of  Sherborne.  Here  he  ma- 
tured the  plan  of  his  first  voyage  to  Guiana — a 
voyage  which  is  memorable  in  his  history,  as 
it  was  eventually  the  cause  of  his  destruction. 
.This  expedition,  of  which  he  wrote  a  copious 
account,  he  attended  in  person  ;  and  probably 
returned  to  England  late  in  the  summer  of 
1595.  In  1600,  the  government  of  Jersey  was 
.conferred  upon  him,  with  a  grant  of  the  manor 
and  lordship,  of  St.  Germain,  in  the  same 
island,  and  all  the  lands  and  tenements  therein. 

But  the  fortune  of  Ralegh  fell  with  the  deatlji 


hi  th(^  t\{i^^4  The  datk  insiniistioto  6f  Ccdlj 
hiir  rival  for  potrer^  sticc^eded  in  prejudiciRg 
king  James  against  him ;  and  his  noblest  ac^ 
iions'^tfae  fairest  frtiits  of  his  patriotic  g^oiiiiS) 
tr^re  blasted  with  the  breath  of  malice.  Tht 
king  had  not  been  three  nioilths  in  England, 
1[>eforei  he  was  charged  with  treason,  with  con* 
Spiring  with  lord  Cobham  and  others  to  de- 
throne James,  and  to  advance  ArabeUa  Stewart 
to  the  throne  of  England ;  to  introduce  the 
Roman  superstition,  8lc.  tic. 
This  conspiracy  is  a  state»riddle,  t^hich  has 
,  never  been  solved ;  that  Ralegh  had  any  share 
in  it,  there  is  not  a  shadow  of  proofs  But  bis 
death  was*  deterlnined ;  and  after  a  trial,  per-* 
haps  the  most  disgraceiul  in  our  annals,  he  was 
condemned  to  lose  his  head.  He  Was,  hoW«' 
ever,  reprieved  by  the  king,  who  observed,  ift 
respect  of  lord  Cobham's  accusation  of  him, 
the  only  evidence,  and  which  he  subsequently 
recanted,  that  could  Cobham  have  spoken  any 
thing  against  Ralegh,  they  would  have  brought 
him  from  Constantinople  to  have  accused  him. 
His  estates  were  taken  from  him,  through  a 
flaw  said  to  be  discbvered  in  the  conveyance, 
and  transferred  to  the  infamous  minion  Someiv 
set :  and  himself  was  imprisoned  in  the  Tower 
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during  twelve  years— a  period,  the  best  eip- 
ployed  of  his  life,  as  in  his  captivity  he  com* 
posed  the  greater  part  of  his  numerous  and  va- 
luable works.  Prince  Henry,  between  whom 
and  Ralegh  there  subsisted  an  attachment  of 
singular  strength,  was  accustomed  to  say, 
^*  No  king  but  my  fipither  would  keep  such  a 
bird  in  a  cage," 

At  the  end  of  this  time  he  was  released, 
though  not  formally  pardoned.  In  the  hope 
of  repaiiring  his  ruined  fortunes,  he  now  set 
sail  for  6uiana ;  but  the  enterprize,  as  is 
well  known,  failed,  his  «on  was  killed,  and  on 
liis  return,  himself  executed,  on  the  old  sen- 
tence, at  the  instance  of  Spain.  He  was  be* 
headed  in  I6I8,  and  died  with  the  same 
dauntless  resolution  he  h^d  displayed  through 
life. 

Sir  Walter  Ralegh  is  no  less  distinguished 
fis  a  literary  character,  than  as  an  experienced 
navigator  and  a  valorous  knight.  His  most 
extensive  work  is  his  History  of  the  World, 
first  publiBhed  in  I6l4;  but  the  best  edition 
is  the  eleventh  and  last,  edited  by  Oldys,  in 
1736,  folio.  The  work  begins  with  the  crea- 
tion, and  collects  the  flowers  of  history  to  the 
^nd  pf  the  second  Macedonian  war.    Having 
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jraryeyed  the  three  first  monarchies  of  the  world, 
it  leaves  Komey  the  fourth,  triumphant,  ^bout  a 
century  and  ha}f  before  the  birth  of  Christ, 
comprehending  a  period  of  nearly  4000  years. 
His  bipgrapher  remarks — "  ranking  in  that 
class  of  historians  who  prefer  the  exercise  of 
judgment  in  selection  to  that  of  genius  in 
adorning,  his  industry  and  penetration  arf 
highly  conspicuous,  an^  his  style  '}&  the  best 
model  of  his  age.  His  sup^ior  manner  of 
treating  (Srepjt  and  Roman  story  has  justly 
excited  regret,  that  lie  h^  devoted  so  many 
pages  to  Jewish  and  Rabbii^ical  learning,  and 
that  he  has  not  permitted  bimsi^lf  jx  greater 
latitude,  in  those  more  fascinating  subjects. 
If  in  this  great  work  he  has,  to  use  the  words 
of  an  eminent  critic,  produced  an  historical 
dissertation,  but  seldom  risen  to  the  majesty  of 
history^  still  the  variety  of  its  learning  and  the 
elegance  of  its  style,  are  sufhpient  to  secure 
him  a  distinguished  rank  amgng  the  bene&Cr 
tors  to  pur  literature.** 

This  work  was  composed  during  his  impri- 
sonment in  the  Tower;  and >  furnishes  an  ho* 
nourable  proof  of  the  resources  he  found  in 
his  own  mind,  while  oppressed  by  the  injustice 
of  his  countrymen.    There    is   an  anccdotf 


which  seems  to  imply,  that  sir  WfJter  pontiTt 
nued  this  history  tq  bis  own  times.  It  is  said, 
that  a  few  days  before  his  death,  Ralegh  sent 
for  Walter  Burre,  the  printer  of  his  History, 
fo  ask  him  how  the  work  had  9pld ;  who  re- 
'  plied,  *'  so  slowly  that  it  had  undpae  him,'' 
Upon  which;^  Ralegh  taking  a  continuation  of. 
it  from  his  desk,  threw  it  into  the  fire,  saying 
to  Burre,  '^  the  second  volume  shall  undo  no 
more ;  this  ungrateful  wprld  i$  uit\vorthy  pf  itJ' 
This  anecdote,  however,  resti^  oi:^  insufficient 
authority;  and  is  supposed  by  his  biographer 
to  refer  to  Ralegh's  Breviary  of  the  History 
pf  England^  or^qme  otheir  unfinished  work, 

The  following  li^t  of  his  miscell^oeous  works 
I  give  from  Mr.  Caley 's  late  Life  of  him.  *'  The 
collection  of  Dr.  Birch,  in  two  volun^es,  8vo, 
}75ly  in  addition  to  the  tracts  relative  to 
Guiana^  and  some  smaller  pieces,  contaiiis-v 

^'  !•  Maxims  of  State,  a  Compendium  of  Go- 
vernment ;  first  published  under  the  title,  Tlie 
Prince.    Lond,  4to,  1642. 

^^  2,  The  Cabinet  Counpil  5  containing  the 
chief  arts  of  en^pire  and  mysteries  of  state 
discabinetted,  in  political  and  polemical  apho- 
risms, grounded  on  authority  and  experience, 
^ud  illustrated  with  the  choicest  examples  and 
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historical  observations ;  first  published  by  tbe 
celebrated  Milton,  in  8vo,  l65S" 

.  I  shall  select  from  this  work  the  three  foHow- 
i0g  chapters,  which  contain  $ome  hints  and  ob- 
servations not  to  be  despised  even  by  statesmen 
of  modern  times. 


Chap.  11. 

Observations  intrmskalfy  emoermng  tffory  PuhSc  State 
in  points  (f  Justice^  Treasure^  and  Wai\ 

.  The  first  concern  matter  intrinsic ;  the  second 
touch  matter  extrinsic.  Matters  intrinsic  are  three: 
the  administration  of  justice,  the  managing  of  the 
treasure,  the  disposing  of  things  appertaining  to  war. 
Matters  extrinsic  are  also  three  :  the  skill  how  to 
deal  with  neighbours,  the  diligence  to  vent  their  de- 
signs, the  way  how  to  win  so  much  confidence  with 
some  of  them,  as  to  be  made  partaker  of  whatsoever 
they  mean  to  enterprise. 

Touching  Administration  of  Justice, 

The  good  and  direct  administration  of  justice  is  in 
q.11  places  a  principal  part  of  government :  for  seldom 
or  never  shall  we  see  any  people  discontented  and  de- 
sirous  of  alteration,  where  justice  is  equally  admj- 
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nistered  without  respect  of  persons ;  and  in  every 
state  this  consideration  is  required,  but  most  of  all 
in  countries  that  do  front  upon  other  princes,  or 
Were  lately  conquered.     Hereunto  the  prince's  vigi- 
lancy,  and  ihe  magistrate's  uprightness,  are  especially 
required :  for  oftentimes  the  prince  is  deceived,  and 
the  magistrates  corrupted.     It   behoveth   also   the 
prince  to  maintain  the  judges  and  ministers  of  jus- 
tice in  their  reputation,  and  yet  to  have  a  vigilant 
eye  upon  their  proceedings  ;  and  the  rather  if  their 
authority  do  include  equity,  and  from  their  censure 
be  no  appeal.     And  if  their  office  be  during  life,  and 
they  are  men  bom  and  dwelling  in  the  same  country, 
all  these  things  are  duly  to  be   considered  of  the 
prince  :  for  as  to  call  the  judges  into  question  is  as 
it  were  to  disgrace  the  judicial  seat ;  so,  to  wink  at 
their  corruptions,  were  matter  of  just  discontent  tt> 
the  subject.     In  this  case,  therefore^  the  prince  can- 
not do  mare  than  by  his  wisdom  to  make  choice  of  ^ 
^ood  men ;  and  being  chosen,  to  hold  them  in  good 
reputation,  so  as  the  ordinary  course  of  justice  may 
proceed  :  for  otherwise,  great  disorder,  contempt,  and 
general  confusion,  will  ensue  thereof.     Secondly,  he 
is  to  keep  his  eye  open  upon  their  proceedings ;  and 
lastly,  to  reserve  unto  himself  a  supreme  power  of 
appellation. 


IdO  AalegiI. 


Touching  the  treamire. 

The  want  of  money  is  in  all  states  very  pcrilon^^ 
and  most  of  all^  in  those  which  are  of  least  strength^ 
an4  do  confine  upon  nations  with  whom  they  have 
commonly  war,  or  unassured  peace  3  but  most  peril-* 
ous  of  all  to  those  governments  which  are  remote! 
from  the  prince  or  place  where  they  are  to  be  re- 
)ievedi  '    . 

The  means  to  \&rf  ti'easure  ate  four.  First,  tiie  ^  ^ 
customs  and  impositions  upon  all  sorts  of  mer- 
chandise and  trafHc,  is  to  be  looked  unto,  and  ad- 
vanced. Secondly,  the  excessive  eating  of  usury 
must  be  suppressed.  Thirdly,  all  superfluous  charges 
and  expences  are  to  be  taken  away*  Lastly,  th^ 
doings  and  accounts  of  ministers  are  severally  to  be 
examined. 

Touching  the  maltter  of  custom  and  import,  there- 
of, assuredly,  a  great  profit  is^  in  every  state  to  be 
raised,  chiefly  where  peace  hath  long  continued,  and 
where  the  country  affordcth  much  plenty  of  commo- 
dities to  be  carried  out,  and  where  ports  are  to  re- 
ceive shipping. 

The  moderating  of  interest  is  ever  necessary,  and 
chiefly  in  this  age,  by  reason  that  money  abound-- 
eth  in  Europe,  since  the  traffic  into  the  Indies :  for 
such  men  as  have  money  in  their  hands  great  plenty, 
would  in  no  wise  employ  the  same  in  merchandise, 
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if  lawful  it  were  to  receive  the  utmost  usary,  beiog 
a  course  of  most  profit  and  greatest  security. 
'  The  taking  away  of  superfluous  expences  is  no 
other  thing,  than  a  certain  wise  and  lavdable  parst* 
mony,  which  the  Bomans  and  other  well-governed 
states  did  use.  These  expences  consist  in  fees,  al- 
lowances, and  wages  granted  to « ministers  of  little 
or  no  necessity:  Also,  in  pensions,  rewards,  enter- 
tainments^  and  donaries,  with  small  difficulty  to  be 
"moderated,  or  easily  to  be  suppressed. 

•By  abridging  or  taking  away  of  these  iteedless  ex^ 
pences,  a  marvellous  profit  will  be  saved  for  the 
prince*  ;  but  if  he  continue  them,  and  by  imposing 
upon  the  people,  do  think  to  increase  his  treasure 
or  revenue,  besides  the  loss  of  their  lore,  he  may 
also  hazard  their  obedience,  with  many  other  ineon- 
veniences. 

Touching  War,    ' 

Whatsoever  prince  or  commonweal  is  neighbour  to 
any  people  which  can,  will,  or  were  wont  to  offend,  it 
is  necessary  to  have  not  only  all  things  prepared  for 
defence  of  his  -person  and  country,  but  also  to  fore- 
cast and  use  every  caution  and  other  diligence :  for 
the  inconveniencies  which  happen  to  government  are 

•  So  Henry  IV.  of  France,  by  putting  his  courtiers  to  bo«r4 
wages,  was  said  to  make  mondy  with  bis  teeth. 
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sodden  nnd  onlQeked  for ;  y^gt^  the  fkrovidetrce  ao^ 
provision  requireo  in  this  case  ought  to  be  such,  ^ 
the  «xpenc«s  all  other  ways  employed  must  stiiy  to 
supply  the  oece^aity  of  war. 


Chap.  12. 

Extrinsic  'Observation^  shewing  Jioo)  io  dad  with  Jfeigk' 
hour  Princes  and  Frovmces  Pespectively^,  how  io  ^4ir 
vent  their  Designs^  and  decffpher  th^r  Intendments, 

The  iirst  point  of  matter  extrinsic^  is  of  suob 
quality,  as  heiag  well  handled,  procureth  ^reat 
good,  bat  otherwise  becometh  dangeiY)us :  for  the 
fUTDceediz^g  must  be  diverse,  according  to  the  diver- 
sity of  the  ends  which  the  prince  or  governor  in- 
tendeth.  For,  if  he  desire  to  continue  peace  with 
his  heighboursy  one  way  is  to  -be  taken ;  but  others 
wise,  he  is  to  work  that  seeketh  occasion  to  break, 
and  to  become  an  enemy  to  one  or  more  of  his 
neighbours.  If  he  do  desire  to  live  peaceably  with- 
all,  then  he  is  to  observe  these  rules :  viz.— 

First,  to  hold,  to  contijiue  firmly  all  contracts  and 
.capitulations. 

Secondly,,   to  shew  himself  resolved  neither    to 
offer,  nor  take  the  least  touch  of  wrong  or  injury. 

Thirdly,    with  all  care  and  favour,    to  further 
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commerce  and  reciproke  traffic,  for  the  profit  of  the 
subject,  .and  increase  of  the  priRce's  revenue. 

Fourthly,  Covertly  to  win  so  great  confidence 
with  neighbours,  as  in  all  actions  of  unkindness 
among  them,  he  may  be  made  umpire. 

Fifthly,  To  become  so  well  believed  with  them,  as 
he  may  remove  such  diffidences  as  grow  to  his  own 
disadvantage. 

Sixthly,  Not  ta  deny  protection  or  aid  to  them 
that  are  the  weakest,  and  chiefly  such  as  do  and  will 
endure  his  fortune. 

Lastly,  In  favouring,  aiding,  and  protecting  (un- 
less necessity  shall  otherwise  so  require)  to  do  it 
moderately,  so  as  those  who  are  to  be  aided,  become 
not  jealous,  and  consequently  seek  adherency  else- 
where, which  oftentimes  hath  opened  way' to  other 
neighbours  that  desire  a  like  occasion. 
•  « 

How  to  prevent  their  Designs. 

This  point  is,  in  time  of  war,  with  great  diligence 
to  be  looked  unto ;  also,  in  time  of  peace,  to  prevent 
all  occasions  that  may  kindle  war  is  behoveful :  for 
to  foresee  what  may  happen  to  the  prejudice  of  a 
prince's  profit  Or  reputation,  is  a  part  of  great  wis- 
dom. The  means  t<T  attain  the  intelligence  of  these 
things  are  two. 

The  first  is  by  friends;  the  next  is  ty  espials: 

VOL.  II.  O 


ibe  one  for  the  most  part  faithful ;  ibe  other  not  so 
assured. 

These  matters  are  well  to  be  considered :  fbr  al- 
beit, the  nature  of  man  desireth  nothing  more  than 
curiously  to  know  the  doings  of  others,  yet  are  those 
things  to  be  handled  with  so  great  secrecy  and  dissi- 
mulation, as  the  prince's  intent  be  not  in  any  wise 
suspected,  nor  the  ministers  made  odious :  for  these 
sometimes  to  win  themselves  reputation,  do  devise 
causes  of  ciifference  where  no  need  is,  divining  of 
things  future,  which  prove  to  the  prejudice  of  their 
own  prince. 


To  win  Confidence  witH  Neighbours, 

This  is  chiefly  attained  unto  by  being  loved  and 
honoured :  for  these  things  do  work  so  many  good 
effects,  as  daily  experience  sufRceth,  without  any 
express  example,  to  prove  them  of  great  force. 

The  ways  to  win  love  and  trust,  is  in  all  actions 
to  proceed  justly,  and  sometimes  to  wink  at  wrongs, 
or  set  aside  unnecessary-  revenges ;  and  if  any  thing 
be  done  not  justifiable,  or  unfit  to  be  allowed,  (as 
oftentimes  it  happeneth)  there  to  lay  the  blame  upon 
the  minister ;  which  must  be  performed  with  so  great 
shew  of  revenge  and  dissimulation,  by  reproving  and 
punishing  the  ministei*,  as  the  princes  offended  niay 


befiati&fiedy  and  believe  that  tlie  eattse  of  unkindnest 
proceeded  from  jtbence. 

Now  only  it  re»teth,  that  somewhat  thoald  be 
said  touching  provision^  to  the  end  the  people  may 
not  be  drawn  into  despair  by  limine,  or  extreme 
dearth  of  Tictna),  and  chiefly  for  want  of  corn,  wbkh 
is  one  principal  consideration  to  be  regarded^  Meord- 
ing  to  the  Italian  proverb— -jptfu^  m  Piazza,  QhtsHtia 
if^  fakzzo,  svoerezza  per  fuiio:  wheretmto,  I  could 
wish  eveiy  prince  or  sttpveme  governor  te  be  thus 
iqiraflified,  riz.  Fac^e  4e  audienza^  nm  facUe  de  ere* 
dcnzij  demoso  de  speditien,  easempiati  m  costanU  proprity 
et  inquei  de  sua  casa  tale  checorra  gwemarCf  e  nam  ep- 
9tr  gwemaio  da  c^o  ;  ke  ddh  nrggiom. 
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Chap,  la. 

Ohseroations^  conjivmed  by  authorities  of  Princes  and 
Principalities,  charactering  an  excellent  Prince  or 
Gofcemor, 

Every  good  and  lawful  principality  is  either  elec- 
tive or  successive.  Of  them,  electicvn  seemeth  the 
more  ancient;  but  succession,  in  divers  respects  the 
better :  minore  discrimine  sumitur  princeps  quam  quce- 
ritur.    Tac. 

The  chief  and  only  endeavour  of  every  good  prilicc 

o  2 
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ought  to  be  the  commodity  and  security  of  the  sub- 
jects;  as  coQtrariwise,  the  tyrant  seeketh  his  owa 
private  profit  with  the  oppression  of  his  people. 
Civium  non  servitus  sed  tutela  tradita  est,     Sal. 

To  the  perfection  of  every  good  prince,  two  things 
sre  necessarily  required ;  viz,  prudence  and  virtue ; 
the  one  to  direct  his  doings,  the  other  to  govern  his 
life.     Bex  eris  si  recte  feceris,     Hor, 

The.  second  care  which  appertaineth  to  a  good 
prince,  is  to  make  his  subjects  like  unto  himself; 
for  thereby,  he  is  not  only  honoured,  but  they  als;» 
the  better  governed.  FacUe  impenum  29  ho^f 
Plant. 

Subjects  are  made  good  by  two  means;  viz.  by 

constraint  of  law,  and  the  prince-'s  example  :  for  in 

all  estates,  the  people  do  imitate  those  conditions 

whereunto  they  see  the   prince   inclined.     Quiaiidi 

faciunt  principes,  pracipere  videantur,     Quintil, 

All  virtues  be  required  in  a  prince ;  but  justice 
and  clemency  are  most  necessary :  for  justice  is  a 
habit  of  doing  things  justly  as  well  to  himself  as 
others,  and  giving  to  every  one  so  much  as  to  him 
appertaineth.  This  is  that  virtue  that  presei-veth 
concord  among  men,  and  whereof  they  be  called 
good.     Jus  et  cequitas  vincula  civitatum.     Cic 

It  is  the  quality  of  this  virtue  also  to  proceed 
equally  and  temperately.  It  informeth  the  prince 
pot  to  surcharge  the  subjects  with  in£nite  laws  :  for 
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tfaeredf  proceedeth  the  impoverisbment  of  the  sub- 
jects and  the  enriching  of  lawyers  *,  a  kind  of  men, 
which  in  ages  more  ancient,  did  seem  of  no  necessi- 
ty. Sine  causidicis  satis  felices  dim  fuere  futi^raque 
mmt  urbes.     Sal. 

The  next  virtue  required  in  princes  is  clemency, 
being  an  inclination  of  the  mind  to  lenity  and  com- 
passion, yet  tempered  with  severity  and  judgments 
This  quality  is  fit  for  all  great  personages,  but  chief- 
ly princes  ;  because  their  occasion  to  use  it  is  most. 
By  it  also,  the  love  of  men  is  gained.  Qui  vtUt  reg*» 
narCy  languidd  regnet  manu.     Sen. 

After  clemency,  fidelity  is  expected  in  all  good 
princes,  which  is  a  certain  performance  and  obser- 
vation of  word  and  ^  promise.  This  virtue  seemeth 
to  accompany  justice^  or  is^  as  it  were,  the  same ; 
and  therefore  most  fit  for  princes.  Sanctisdmum  ge* 
neris  humani  bonum,     Liv.  "  ' 

As  fidelity  followeth  justice,  so  doth  modesty  ac« 
company  clemency.  Modesty  is  a  temperature  of 
reason,  whereby  the  mind  of  man  is  so  governed^ 
as  neither  in  action  or  opinion,  he  over-deemeth  of 
himself,  or  any  thing  thdt  is  his— a  quality  not  com- 
mon in  fortunate  folk,  and  most  rare  in  princes^ 
Superhia  commune  nobiUtatis  malum.     Sal, 

*  The  author  of  the  epistle  dedlc&toiy  to  the  duchess  o( 
Sufiblk,  prefbed  to  Mr.  Latimer's  Sermons,  saith^  that  Igir* 
im*  coYctousnest  hath  a)mMt  dtToured  Xosludt 
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This  virtue  doth  also  moderate  all  external  demon- 
8ti*ations  of  insolence,  pride,  and  arrogance,  and 
therefore  necessary  to  be  known  of  princes,  and 
other,  whom  favour  or  fortune  have  advanced. 
Impme  falidtati    tuce  frcaios,  facilhu    illam  rege$. 

Curt. 

But  as  princes  are  to  observe  the  bounds  of  mo- 
desty, so  may  they  not  forget  the  majesty  appertain- 
ing to  their  supreme  honour,  being  a  certain  reve- 
rend greatness  due  to  princely  virtue  and  royal  state—* 
a  grace  and  gravity  no  leas  beseeming  a  prince,  than 
virtue  itself:  for  neither  overmuch  famiUahty,^  nor 
too  great  austerity,  ought  to  be  used  by  princes. 
FacUUas  autoritatemy  severitas  amorem  minuit.    Tac. 

To  these  virtues  we  may  apply  liberality,  which 
doth  not  only  adorn,  but  highly  advance  the  honour 
due  td  princes.  Tliereby  also,  the  good  will  of  men 
is  gained :  for  nothing  is  nu)re  fitting  a  prince's  na- 
tuie,  ,tbaii  bounty,  the  tame  being  accompanied 
i(ifith  judgment*  and  performed  according  to  the  laws 
of  Mberality.  Perdere  nmlti  sciimt  doHore  neackmi* 
Tac. 

It  seemeth  also,  that  prudence  is  not  only  fit,  but 
also,  among  other  virtues,  necessary  in  a  prince: 
for  the  daily  use  thereof  is  in  aU  human  actions  re- 
quired ;  and  chiefly  in  matters  of  state  and  govern- 
ment. Prudentia  imperantis  propria  et  unica  virtusm. 
Aris. 


the  success  of  aU  worMly  .proceediiigft  doth  shew 
that  pmdeirce  hath  compassed  the  prosperous  event 
of  human  actions,  more  than  force  of  arms  or  other 
power.  Mens  una  sapiens  plutium  vincit  manvs, 
Eurip. 

Prudence  is  either  natural,  or  received  from  others : 
for  whoso  can  counsel  himself  what  is  fit  to  be  done^ 
needeth  not  the  advice  of  others ;  but  they  that  want 
such  perfection,  and  are  nevertheless  capable,  and 
are  willing  to  know  what  others  inform,  ought  to 
be  accounted  wise  enough.  Laudaiissimus  est  qui 
cmicta  videbity  sed  laudondus  est  is  qm  paret  recte  frt^ , 
nenti,    Ilesiod. 


tc 


3.  The  Prerogative  of  Parliaments  in  Eng- 
land, proved  in  a  Dialogue  between  a  Coun- 
sellor of  State  and  a  Justice  of  Peace ;  dedi- 
cated to  King  James^  and  first  printed  at 
Middleburg,  4 to,  1628. 

**  4.  A  Discourse,  touching  a  Match  pro^ 
pounded  by  the  Savoyan,  between  the  Lady 
Elizabeth  and  the  Prince  of  Piedmont ;  written 
in  1611. 

.  *'  5.  A  Discourse,  touching  a  Marriage  be- 
tween Prince  Henry  of  England  ajid  a  Daugh- 
ter of  Savoy  5  written  m  l6ll# 
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^'6,  A  Discourse,  touching  a  War  with 
Spain,  and  of  the  protecting  of  the  Nether- 
lands ;  addressed  to  James  I.  and  first  published, 
with  two  more  discourses,  by  his  grandson, 
Philip  Ralegh,  Esq.  8vo,  1702. 

"  7.  A  Discourse,  of  the  original  and  funda- 
mental Cause  of  natural,  arbitrary,  necessary, 
and  unnatural  War ;  first  printed  in  his  Essays, 
8vo,  1650. 

"  8.  A  Discourse,  of  the  Invention  of  Ships, 
Anchors,  Compass,  &c.;  the  first  Natural  War ; 
the  several  Uses,  Defects,  and  Supplies  of 
Shipping;  the  Strength  and  Defects  of  the 
Sea  Forces  of  England,  France,  Spain,  and 
Venice ;  together  with  the  five  manifest  Causes 
of  the  sudden  appearing  of  the  Hollanders ; 
an  unfinished  piece,  first  printed  in  his  Essays^ 
as  above. 

"  9.  Observations  concerning  the  Royal  Navy 
and  Sea-service.  Dedicated  to  Prince  Henry^ 
and  first  printed  in  his  Essays,  as  above. 

^'  10.  Observations  touching  Trade  and  Com- 
xnerce  with  the  Hollander,  and  other  Nations, 
presented  to  King  James ;  wherein  is  proved' 
that  our  sea  and  lanli  commodities  serve  to 
enrich  and  strengthen  other  countries  against 
#ur  own ;  printed  in  12mo,  l6d3. 
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"  U.  An  Introduction  to  a  Breviary  of  th^- 
History  of  England^  with  the  Keign  of  King 
William  I.  entitled  the  Conqueror ;  published 
in  8vo^  1693,  by  Dr.  John  Moore,  (afterward 
bishop  of  Ely)  from  the  MSS.  of  archbishop 
Sancroft,  with  a  preface  by  Dr.  Moore. 

'^  12.  The  Seat  of  Government,  upheld  by 
the  two  great  Pillars  thereof,  viz.  Civil  Justice, 
and  Martial  Policy,  which  are  framed  out  of 
Husbandry,  Merchandize,  and  Gentry  of  this 
Kingdom ;  a  fragment,  first  printed  in  his 
Remains,  l^mo,  1651. 
'  'M3.  Observations  concerning  the  Causes  of 
th^  Magniiicency  and  Opulency  of  Cities ;  a 
fragment,  also  printed  in  his  Remains. 

*'  14.  The  Sceptic  ;  founded  on  the  doctrine 
of  Pyrrho,  and  printed  in  his  Remains,  as 
above. 

*'  It  seems  higWy  probable  that  many  of  sir 
Walter's  writings  are  yet  unpublished.  Da- 
vid Lloyd,  in  his  State  Worthies,  informs  us, 
that. Mr.  Hamden,  a  little  before  the  wars, 
was  at  the  charge  of  transcribing  3,452  sheets 
of  Ralegh's  MSS.  as  the  amanuensis  himself 
told  him;  who  had  his  close  chamber,  his  fire 
and  candle,  with  an  attendant  to  deliver  him  the 
originals,  and  take  his  copies  ms  fast  as  he  could 


^nmte  ihem.  I  need  not  add,  that  the -extent 
writings  of  sir  Wialter,  at  ijiat  time  unpab- 
lisbed^  with  which  we  ^re  acquainted,  appear 
to  bear  a  small  proportion  to  this  quantity. 

*'  The  following  is  a  list  of  the  pieces  known 
and  ascribed  to  the  knight,  yet  omitted  bjr 
Dr.  Birch,  of  which  I  have  been  able  to  collect 
the  titles. 

^'  A  Report  of  the  Truth  of  the  Fight  about 
Hhe  Isles  of  Azores,  already  noticed  in  chap, 
iii.  of  this  work. 

m 

>  ^'  A  Relation  of  Cadiz  Action,  in  the  yeat 
1596,  printed  at  length  in  chap«  t.  of  this 
work. 

*'  A  Discourse  of  Tenures  which  were  befose 
the  Conquest,  namely,  knight  -  service,  «oc- 
cage,  and  frankalmoign;  and  the  effect  of 
those  tenures,  wards,  reliefs,  heriots  escuage^ 
<Br  warfaring  by  tenure>  reservations  of  rent 
or  victuals,  and  provisions  or  ^purveyors  in  the 
Saxon  times ;  that  the  same  estates  in  the 
soil  of  this  land  w^e  due  unto  the  subjects 
by  birthright  of  their  ancestors,  the  inhabi- 
tants of  the  land,  before  duke  William^s  aime, 
namely,  to  have  land  in  fee  simple^  freehold-* 
ers,  copyholders,  customary  tenants^  and  vil- 
lains^ before  the  year  1066;  together  with  tbev 
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resemblances  or  disresemblances  of  those^  ia 
outlandish^  ancient  or  modem,  estates ;  printed 
in  Gutch's  Collectanea  Curiosa,  from  Tcumer'g 
MSS.  in  the  Bodleian  library. 

« 

'^  A  Discourse^  how  War  may  be  madtt 
against  Spain  and  the  Indies ;  referred  to  in 
the  Discourse  touching  a  War  with  Spain^  but 
not  known  either  in  print  orMS. 

*'  Memorial  touching  the  Port  Dover,  al- 
ready noticed  in  chap«  v.  of  this  work. 

"  Treatise  of  the  West  Indies>  referred  to 
in  the  dedication  to  the  first  Guiana  Voyage^ 
(see  chap  iv.)  but  not  known  either  m  print 
or  MS. 

^'  Considerations  of  a  Voyage  to  Guiana, 
MS.  in  the  British  Museum.  (See  Ayscough'a 
Catalogue,  p.  692,  No.  1 133*) 

*'  Journal  of  Second  Voyage  to  Guiana^ 
MS.  in  the  Cotton  library  (Titus,  B.  viii),  being 
notes  from  which  the  Apology  was  written. 

'*  The  Present  State  of  Spain,  with  a  mo&t 
accurate  account  of  his  Catholic  Majesty's 
Power  and  Riches  ;  also  the  names  and  worth 
of  the  most  considerable  persons  in  that  kingw 
.  dom ;  MS.  noticed  by  Anthony  Wood,  and  ia 
Shirley's  Life  of  Ralegh. 

"  The  Present  State  of  Things,  as  they  now 
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Stand  between,  the  three  Kingdoms,  frailc^^ 
England,  and  Spain ;  MS.  in  the  Harleian  \U 
brary::,  (xxxviii-  B.  S*) 

*'  A  Dialogue  between  a  Jesuit  and  a  Recu* 
sant,  shewing  how  dangerous  are  their  Prin- 
ciples to  Christian  Princes;  No*  iii*  of  Genu- 
ine Remains  of  Sir  Walter  Ralegh,  subjoined 
to  an  abridgn\ent  of  his  History  of  the 
World,  by  Philip  Ralegh,  Esq.  only  grandson 
to  sir  Walter,  8vo,  1700. 

'*  A  Discourse  of  the  words  Law  and  Right ; 
MS.  in  the  Ashmolean  library. 

^^  A  Treatise  of  the  Soul ;  MS.  in  the  same 
library. 

'^  A  Treatise  of  Mines,  and  the  Trials  of  Mi- 
nerals ;  MS.  noticed  by  Anthony  Wood. 

^^  A  Collection  of  Chemical  and  Medicinal 
Receipts;  MS.  in  theBritish  Museum.  (See 
Ayscough's  Catalogue,  p.  492,  ^o.  359.) 

^^  A  Discourse  of  the  Spaniards'  Cruelties  to 
the  English  in  Havanna ;  MS.  formerly  in  the 
collection  of  Henry,  earl  of  Clarendon. 

^^  A  Treatise  of  the  Art  of  War  by  Sea  ;  re- 
ferred to,  as  unfinished,  in  the  History  of  the 
World,  (Lib.  v.  chap.  J,  sect.  6,)  but  not 
known  either  in  print  or  MS. 
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'^  A  Discourse  of  a  Maritimal  Voyage,  and 
the  passaged  and  incidents  therein,  addressed 
to  Prince  Henry,  referred  to  in  the  Observa- 
tions concerning  the  Royal  Navy  and  Sea 
Service,  but  not  known  either  in  print  or 
MS. 


u 


Certain  publications  not  entitled  to  a  place 
in  the  above  list,  yet  to  which  sir  Walter's 
name  hath  been  appended,  are  noticed  here. 
Such  are — 

"  A  Notable  and  Memorable  Story  of  the 
cruel  war  between  the  Carthagenians  '  and 
their  own  Mercenaries,  4to,  1647;  a  republi- 
cation of  the  History  of  the  World.  Lib.  v. 
chap.  2,  Sec. 

'*  War  with  Foreign  Princes  Dangerous, 
8vo,  165 — ,  by  sir  Robert  Cotton ;  to  which 
a  head  of  sir  Walter  was  at  first  improperly 
prefixed. 

"  The  Dutiful  Advice  of  a  Loving  Son  to 
his  ag^d  Father ;  printed  in  Ralegh's  Remains, 
as  written  by  him,  but  more  probably  a  hbel 
upon  him  by  one  of  his  enemies.  (See  Birch's 
Works  of  Ralegh,  Prolegomena,  p.  105.) 

^'  The  Life  and  Death  of  Mahome^,    the 
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Conquest  of  Spain,  together  with  the  Rising 
and  Riiin  of  the  Saracen  Empire,  12mo,  1637; 
an  abstract,  or  translation  of  an  abstract  made 
in  Spanish,  of  Part  I,  Book  i,  and  Part  11, 
Book  i,  of  Miguel  de  Luna's  History  of  the 
Loss  of  Spain,  pretended  to  be  translated  from 
the  Arabic  of  Abulcacim  Tarif  Abentarique.** 


Such  were  the  literary  labours  of  this  won- 
derful man'.  For  extent  of  knowledge  and 
variety  of  talent,  he  was  undoubtedly  the  first 
man  of  his  age.  His  writings  are  full  of 
thought,  as  will  readily  be  believed  from  the 
specimens  I  have  inserted.  But  I  am  afraid, 
that  he  was  too  obviously  conscious  of  h\$ 
superiority,  and  hence  fell  a  victim  to  that 
hate  which  envy  inspired. 


/ 


(    «07    ) 
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John  Libly  was  bora  ia  the  Weald  of  Kent, 
about  the  year  1553,  At  the  age  of  16,  he 
eatered  at  Magdalene  College,  Oxford,  aud 
in  1573,.  and  1575,  took  his  degrees  in  arts. 
In  the  university,  he  distinguished  himself  as 
a  wit  and  a  poet,  rather  than  by  his  attention 
to  the  more  grave  and  academical  studies  of 
logic  aad  philosophy.  i 

Having,  as  he  informs  us,  received  somie  ill 
treatment  from  Oxford,  he  afterwards  remov- 
ed to  Cambridge. 

In  1579,  we  find  him  at  court,  and  a  favour- 
ite with  the  great,  through  whose  interest  he 
was  recommended  to  queen  Elizabeth,  wba 
honoured  the  performance  of  several  of  his 
Comedies  with  ker  presence.     Scarcely  any 
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other  particulars  of  bis  life  are  known ;  except 
that^  he  himself  intimates  he  was  ten  years  a 
public  reader  in  one  of  the  universities,  which, 
from  the  silence  of  Wood,  the  Oxford  anti- 
quary, we  may  infer  was  Cambridge,  We 
are  not  informed  even  of  the  time  of  his 
death;  and  Wood  only  expresses  his  belief 
that  he  was  alive  when  his  last  comedy  was 
published,  which  was  in  1597. 

The  only  known  prose  composition  extant 
of  Lilly,  is  a  work  divided  into  two  parts,  of 
which  the  first  is  entitled,  '*  Euphues,"  the 
second,  "  Euphues  and  his  England."  The 
designed  tendency  of  the  book  is  moral ;  aod 
treats  of  the  duties  and  likewise  of  the  errors 
of  the  parent,  the  child,  the  student,  the  tra- 
veller, the  philosopher,  the  divine,  the  cour- 
tier, and  the  contemplative  or  retired  man. 
He  is  very  severe  too  against  the  follies  and 
faults  of  the  ladies^;  and  satyrises  with  keen- 
ness the  libertine  manners  of  the  universities. 
He  chooses,  as  the  vehicle  of  his  satyr  and  of 
his  moral  instructions,  a  fictitious  story.  Eu- 
phues is  a  young  Athenian  of  birth  and  for- 
tune, distinguished  for  the  beauty  of  his  per- 
son, for  his  wit,  his  amorous  temperament,  and 
roving  disposition.    While  on  his  travels  at 
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Naples,  he  becomes  the  rival  of  his  friend 
Philautusy  in  the  love  of  Lucilla,  a  coquet, 
who,  after  draining  his  purse,  forsakes  him. 
Thus  jilted,  he  is  .  transported  with  indigna- 
tion, inveighs  bitterly  against  all  women,  and 
resolves  to  renounce  entirely  their  society, 
for  the  calmer  pleasures  of  retirement  and 
study. 

Under  the  influence  of  these  feelings,  he 
writes  a  long  letter,  or  rather  a  pamphlet,  to 
his  friend,  Philautas,  which  he  leaves  in  his 
itudy,  and  entitles,  ''  A  Cooling  Card  for 
Philautus,  and  all  Fond  Lovers." 

Philautus,  if  there  be  any  man  in  despair  to  ob-^ 
4ain  bis  purpose ;  *  or  so  obstinate  in  bis  opinion, 
ithat  having  lost  bis  freedom  by  folly,  would  also 
lose  bis  life  for  loye,  let  bim^  repair  hither,  and  he 
shall  reap  such,  profit,  as  will  either  quench  his 
ftunes,  or  assuage  bis  fury  ;  either  .cause  him  to  re- 
nounce hi^  lady  as  most  pernicious,  or  redeem  his  li- 
l>erty  as  most  precious.  Come  therefore  to  me  all  ye 
lovers,  that  have  been  deceived  by  fancy^  the  glass 
•of  pestilence,  or  deluded  by  women,  the  gate  to  per- 
dition ;  be  as  earnest  to  seek  a  medicine,  as  you  were 
eager  to  run  into  a  mischief.  *        *         » 

If  thou  perceive,  thyself  to  be  enticed  with  tiieir 
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'f^antpn  gl^nee^,  or  allured  with  their  wicked  guiles « 
^tiier  enchanted  with  their  heauty  or  enamoured 
with  their  bravery,  enter  with  thyself  into  thi^  jner^ 
4it9.tion. 

What  shall  I  gain  if  I  obtain  my  purpose  ?  Nay, 
T£^ther,  what  shall  1  lose  in  winning,  my  pleasure  f 
If  my  lady  yield  to  be  my  lover,  is  it  not  likely  she 
will  be  another's  lemman  ?  aiid  if  she  be  a  modest 
matron,  my  labour  is  lost.  This  therefore  remain-^ 
eth,  that  either  I  must  pine  in  cares  or  perish  with 
curses* 

If  she  be  chaste,  then  is  she  coy ;  if  light,  then  is 
she  impudent ;  if  a  grave  matron,  who  can  woo  her  ? 
if  a  lewd  minion,  who  would  wed  her  ?  if  one  of  the 
vestal  virgins,  they  have  vowed  virginity ;  if  one  of 
Venus's  court,  they  have  vowed  dishonesty.  If  I 
love  one  that  is  iair,  it  will  kindle  jealousy ;  if  one 
that  is  foul,  it  will  convert  me  into  phrenzy.  If 
fertile  to  hear  children,  my  care  is  increased ;  if  bar* 
len,  my  curse  is  augmented.  If  honest,  I  shall  fear 
lier  death  ;  if  immodest,  J  shall  be  weary  of  her 
life. 

To  what  end  then  shall  I  live  in  love,  seeing  al* 
ways  it  is  a  life  more  to  be  feared  than  death  :  for 
all  my  time  wasted  in  sighs,  and  worn  in  sobs,  for 
all  my  treasure  speat  on  jewels,  and  spilt  in  jollity^ 
what  recompence  shall  1  reap  besides  repentance  f 
What  othey  reward  shaU  I  have  thai%  Yeproa/eb? 


What  other  solace  thaii  efadless  shame?  But  haply 
thou  wilt  say,  If  I  reftise  their  cotirtesy,  I  shall  be 
nceounted  a  meacock,  a  ihilk-sop,  taanted  and  re- 
taunted  with  check  and  check-mate,  flouted  and  r^ 
flouted  with  intolerable  glee. 

Alas,  fond  fool !  art  thou  so  pinned  to  their  sleeves 
that  thou  regardest  mote  their  babble,  than  thine 
own  bliss,  more  their  fi-umps  than  thine  own  wel- 
fare ?  Wilt  thou  resemble  the  kind  spaniel,  whith 
ihe  more  he  is  beaten  the  fonder  he  is ;  Or  the  fool- 
ish ^mf,  which  will  never  away  ?  Dost  thou  not  know, 
that  women  deem  none  valiant,  unless  he  be  too 
venturous ;  that  they  account  one  a  dastard  if  he  be 
not  desperate ;  a  pinch-penny  if  he  be  not  prodigal ; 
if  silent  a  sot ;  if  full  of  words  a  fool  ?  Perversely  do 
they  always  think  of  their  lovers,  and  talk  of  them 
scornfully,  judging  all  to  be  clowns  which  be  no 
courtiers,  and  all  to^  be  pinglers  that  be  not  cour- 
sers. 

Seeing  therefore  the  very  blossom  of  love  is  sour, 
the  bud  cannot  be  sweet :  in  time  prevent  danger, 
Jeast  untimely  thou  run  into  a  thousand  perils.    •    * 

Do  you  not  know  the  nature  of  women,  which  is 
grounded  only  upon  extremities?  Do  they  think  any 
man  to  delight  in  them  unless  he  doat  on  them? 
Any  to  be  zealous  unless  he  be  jealous?  Any  to  be  fer- 
vent in  case  he  be  not  furious  ?  If  he  be  cleanly,  then 
term  they  him  proud  $  if  mean  in  apparel,  a  sloven  ; 
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if  tall,  a  lungis;  if  short,  a  dwarf;  if  bold,  blunt ;^ 
if  shamefieured,  a  coward ;  insomuch  as  they  have 
neither  mean  in  their  frumps,  nor  measure  in  their 
folly.  But  at  the  first  the  ox  wieldeth,  not  the 
yoke,  nor  the  colt  the  snaffle,  nor  the  lover  good 
counsel ;  yet  time  causeth  the  one  to  bend  his  neck, 
the  other  to  ope  his  mouth,  and  should  enforce  the 
third  to  yield  his  sight  to  reason.  Lay  before  thine 
eyes,  the  slights  and  deceits  of  thy  lady,  her  snatch- 
ing in  jest  and  keeping  in  earnest,  her  perjury,  her 
impiety,  the  countenance  she  sheweth  to  thee  of 
course,  the  love  she  beareth  to  others  of  zeal,  her 
open  malice,  her  dissembled  mischief. 

O !  I  would  in  repeating  their  vices  thou  couldst 
be  as  eloquent,  as  in  remembering  them  thou  ought- 
est  to  be  penitent ;  be  she  never  so  comely,  call  her 
counterfeit;* be  she  never  so  straight,^  think  her 
crooked^  And  wrest  all  parts  of  her  body  to  the 
worst,  be  she  never  so  worthy.  If  she  be  well  set, 
then  call  her  a  boss;^  if  slender,  a  hazel  twig;  if  nut- 
brown,  as  black  as  a  coal ;  if  well  coloured,  a  painted 
wall  I  if  she  be  pleasant,  then  is  she  a  wanton ;  if 
sullen,  a  clown;  if  honesty  then  is  she  coy;  if  im« 
pudent,  a  harlot. 

Search  every  vein  and  sinew  of  their  disposition ; 
if  she  have  no  sight  in  descant,  desire  her  to  chauitt 
it;  if  no  cunning  to  dance,  reqiiest her  to  trip  it;  if 
AQ  skiU  in  mustC;^  proffer  ber  the  lute  ^  if  an  ill  gait^ 
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theh  walk  with  her;  if  rude  in  speech,  talk  with  her; 
if  she  be  gag-toothed^  tell  her.  some  merry  jest,  to 
niake  her  laugh ;  if  pink->eyed,  some  doleful  history 
to  cause  her  to  weep  :  in  the  one  her  grinning  will 
«hew  her  deformed,  in  the  other,  her  whining  like  a 
pig  half  roasted. 

It  is  a  world  to  see  how  commobl}'  we  are  blinded 
with  the  collusions  of  women,  and  more  entvced  by 
their  ornaments  being  artificial,  then  their  propor-* 
tion  being  natural.  I  loath  almost  to  think  on  their 
ointments  and  apothecary  drugs,  the  sleeking  of 
their  faces,  and  all  theii:  slibber  sauces,  which  bring 
queasiness  to  the  stomach,  and  disquiet  to  the 
mind. 

Take  from  them  their  perriwigs,  their  paintings^ 
their  jewels,  their  rolls,  their  bolsterings,  and 
thou  shalt  soon  perceive  that  a  woman  is  ihC' least 
part  of  herself.  When  they  be  onCfe  robbed  of  their 
robes,  then  will  they  appear  so  odious,  so  ugly,  so 
monstrous,  that  thou  wilt  rather  think  them  ser- 
pents than  saints,  and  so  like  hags,  that  thou  wilt 
fear  rather  to  be  enchanted  than  enamoured.  Look 
in  their  closets,  and  there  shalt  thou  find  an  apo- 
thecary's shop  of  sweet  confections,  a  surgeon's  box 
of  sundry  salves,  a  pedlar's  pack  of  new  fangles. 
Besides  all  this,  their  shadows^  their  spots,  their 
lawns,  their  leefekies,  their  ruffs,  their  rings :  shew 
them  rather  cardinals'  courtesans  than  modesit  pa-       < 
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Irons,  and  more  carnally  affectied  tlian  moved  is 
conscience,  H  every  one  of  tliese  tbings  severally  be 
not  of  force  to  move  thee,  yet  all  of  them  jointly 
should  mortify  thee.        ' 

Moreovex,  to  ma^e  thee  the  more  stronger  to 
strive  against  these  syrens,  and  more  subtle  to  de- 
ceive the^e  tame  serpents,  my  counsel  is,  that  thou 
l^live  Qipre  strings  to  thy  bow  than  one ;  it  is  safe 
n^ng  ^t  two  ^lUcboFS  v  4  fixe  divided  in  twain  burn- 
^  slower ;  a^  fountain  rumung  into  many  rivers^  i» 
of  less  ibrce  ;  the  mind  enamoured  on  two  women  is 
less  afiected  with  desire,  and  less  infected  with  de*^ 
ipair ;  one  love  eicpelleth  another,  and  the  remem- 
brance of  the  latter  quencheth  the  concupiscence  of 
the  first. 

Yet  if  thou  b^  so  weak,^ being  bewitched  with  their 
wiles,  that  tjiou  hast  neither  will  to  eschew,  nor 
wit  to  avoid  their  company,  if  Uiou  be  either  so 
wicked  that  thou  wilt  not,  or  so  wedded  that  thou 
cat^st  not  abstain  from  their  glances,  yet  at  the  least 
dissemble  thy  grief.  If  thou  be  as  hot  as  the  mount 
Etna,  fain  thyself  as  cold  as  the  hill  Caucasus ;  car- 
ry two  faces  in  one  hood  ;  cover  thy  flaming  fancy 
with  feigned  ashes ;  shew  thyself  sound  when  thou 
art  rotten;  let  thy  view  be  merry,  when  thy  heart  is 
melancholy ;  bear  a  pleasant  countenance,  with  a 
pined  conscience ;  a  painted  sheath  with  a  leaden 
dagger :  Thus  dissembling  thy  grief,  thou  raayst  re* 


tnH  tiby  disease.    Ldv6  creepeth  ih  by  sfealtb,  and 
by  stealtb  slidetb  away. 

If  she  break  promise  witb  thee  lA  tbe  night, 
or  absent  herself  in  tbe  day,  seeni  thou  careless, 
ctnd  then  ^ill  fibe  bt  careful ;  if  tboa  langiiisfb, 
then  will  she  be  lavish  of  her  hononr,  yto,  a^d 
Of  tbe  other  strange  b^ast^  b^r  honesty.  Stand 
thou  oh  thy  pantoffles,  and  she  wiU  Vail  boti* 
liet;  lie  thoU  aloof,  and  she  will'  seize  on  th^ 
lure ;  if  thou  pass  by  her  door,  and  be  called  bdtft', 
either  seem  deaf  or  not  to  hear,  or  desperate,  aihi 
hot  to  care*  Fly  the  places,  the  parlours,  the 
portals,  wherein  thdU  hast  been  conversant  with 
thy  lady ;  yea,  Philautus,  shun  the  street  where  Lu- 
tilla  doth  dwell ;  least  the  sight  of  he#  window  r«- 
new  the  sum  of  thy  sorrow^ 


Still  his  mind  is  not  quite  at  ease.  He  be* 
gins  to  suspect^  that  the  censure  due  to  a  few^ 
cannot  with  justice  be  extended  to  the  whole 
sex.  He  feels  a  returning  fondness  for  the 
ladies^  and  is  desirous  of  making  some  apolo- 
gy for  the  rashness  of  his  invective. 

And  yet,  Philautus,  I  would  not  that  all  womea 
should  take  peppef  in  the  nose,  in  that  I  have  dis*- 
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closed  the  legerdemains  of  a  few :  for  well  I  inaw, 
none  will  wincfa  except  she  be  galled,  neither  any 
be  offended  unless  she  be  guilty.  Therefore,  I  ear- 
nestly desire-  thee,,  that  thou  shew  this  cooling  caxd  ' 
unto  none,  except  thou  shew  also  this  my  defence  unto 
them  alL  For  although  I  weigh  nothing  the  ill-will 
of  light  house-wiveS)  yet  would  I  be  loth  to  lose  the 
good-will  of  honest  matrons.  Thus  being  ready  to 
go  tf>  Athens,  and  ready  there  to  ehtertain  thee, 
whensoever  thou  shalt  repair  thither,  I  bid  thee 
iarewelly  and  fly  women. 


His  conscience  is  not  yet  perfectly  satis- 
fied :  for  he  further  'deprecates  the  ill-wiD  of 
the  fair^  in  a  direct  address  to  the  grave 
maidens  and  honest  matrons  of  Italy. 


In  the  second  part  of  this  Romance,  (whicli, 
by  the  bye,  is  placed  first  in  the  edition  of 
1581,  the  one  I  have  consulted,)  Euphues^  in 
company  with  his  friend,  makes  a  voyage  to 
England;  and  forgetting  their  ill-success  in 
Italy,  they  both  become  deeply  enamoured  of 
the  Enjglish  beauties,    Philautus  is  again  em- 
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barrassed  and  fretted  with  a  rlvalship^  (though 
not  of  his  friend,)  preaches  against  the  foU^ 
of  love  in  his  turn,  and  upbraids  Euphues  for 
having  abandoned  hrs  laudable  resolution  to 
desert  the  fair  for  ever.  Eaphues,  exhilarated' 
by  the  sun-beams  of  beauty^  calling  one  day 
upon  his  friend^  who  had  retired  that  he 
might  indulge  in  a  doleful  soliloquy  on  the 
hardship  of  his  case^  finds  him  in  solitude  and 
despondency^  and  thus  rallies  him  t 

What,.  Fhilaatus,  dost  thou  shim  the  court  to  sliee|^ 
in  a  comer,  as  one  either  cloyed  with  delight,  op 
having  si\rfeiW  with  desire  ?  believe  me,^  Philautus, 
if  the  wind  be  in  that  door,  or  thou  so  devout,  to  fall 
froih  beauty  to  thy  beads,  and  to  forsake  the  court 
to  live  in  a  cloister,  I  cannot  tell  whether  I  should 
more  wonder  at  thy  fortune,  or  praise  thy  wisdom  i 
but  I  fear  me,  if  I  live  to  see  thee  so  holy,  1  shaU 
be  an  old  man  before  I  die ;  or  if  thou  die  not  before 
thou  be  so  pure,  thou  shalt  be  more  marvelled  at 
for  thy  years,  than  esteemed  for  thy  virtues.  In 
sooth,  my  good  friend,  if  I  should  tarry  a  year  in 
England,  I  could  not  abide  an  hour  in  my  chambers : 
for  I  know  not  how  it  cometh  to  pass,  that  ia  earth 
I  think  no  other  paradise,  such  variety  of  delights 
to  allure  a  courjtly  eye,  such  rare  purity  to  draw  a 
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well  disposed  mind,  that  I  know  itoi  whether  th«5^ 
be  m  England  more  amordus  or  virtuous  ;  whether  i 
should  think  my  time  be&t  bestowed  in  viewing 
goodly  ladies,  or  hearif^  godly  lessons. 

1  had  thought  no  woman  to  excel  Livia  in  the! 
, world  ;  but  tiow  I  see  that  in  England  they  be  all  as 
good,  none  worse,  many  better ;  insomuch  that  I  am 
enforced  to  think^  that  it  is  as  rare  to  see  a  beautiful 
woman  in  England  without  virtue,  as  to  see  a  fair  wo- 
man in  Italy  without  pride:  courteous  they  are 
without  coins,  but  not  without  a  care;  amiable 
without  pride,  but  not  without  courtliness  j  merry 
without  curiosity,  ,b«t  not  without  measure ;  so  that 
con^aring  the  ladies  of  Greece  with  tkc  ladies  of 
Italy,  I  find  the  best  but  indifferent;  and  comparing 
both  countries  with  the  ladies  of  England,  I  account 
them  ail  stark  nought 

And  truly,  Philantus^  thou  shalt  not  shrive  me 
Kke  a  ghostly  father,  for  to  thee  I  will  confess  in 
two  things  my  extreme  folly ;  the  one  in  loving  Lu- 
cilia,  who  in  comparison  of  these  had  no  sparks  of 
beauty,  the  other  for  making  a  cooling  card  against 
women^  when  I  see  these  to  have  so  much  virtue  i 
so  that  in  the  first  I  must  acknowledge  my  judgment: 
raw  to  discern  shadows,  and  rash  in  the  latter  ta 
give  so  peremptory  sentence :  in  both  I  think  myself 
to  have  erred  so  much  that  I  recant  both,  being 
Rady  to  take  any  penance  thou  shalt  enjoin  me^ 
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whether  it  be  a  faggot  for  heresy,  or  a  fine  for  hypo« 
erisy.  An  heretic  1  was  by  mine  invective  against 
women,  and  no  less  than  an  hypocrite  for  dissem- 
bling with  the.e :  for  now,  PhilautuSy  I  am  of  that 
mind  that  women,— —-but  Phitautus  taking  hold  of 
this  discourse,  interrupted  him-  with  «  sudden  reply,, 
as  folio weth.  ^ 

Stay,  Enphties,  I  can  level  at  the  thoughts  of  thy 
heart  by  the  words  of  thy  mouth ;  for  that  common^ 
ly  the ,  tongue  ottereth  the  mind,  and  the  outward 
speech  bewrayeth  the  inward  spirit.  For  as  a  good 
root  is  known  by  a  fair  blossom,  so  is  the  substance 
ef  the  heart  noted  by  the  shew  of  the'  countenance. 
I  can  see  day  at  a  little  hole  :  thou  must  halt  cun« 
ningly  if  thou  beguile  a  cripple ;  but  I  cannot  choose 
but  laugh  to  see  thee  play  with  the  bait,  that  I  fear 
thou  hast  swallowed,  thinking  with  a  mist  to  make 
my  sight  blind,  because  I  should  not  perceive  thy 
eyes  bleared  ;  but  in  faith,  Euphues,  1  am  now  a» 
well  acquainted  with  thy  conditions  as  with  thy  per-' 
son,  and  use  hath  nuule  me  so  .expert  in  thy  deal- 
ings, that  well  thou  mayest  juggle  ^ith  the  world^ 
but  thou  shalt  never  deceive  nne. 

A  burnt  child  dreadeth  the  fire;  he^that  stumbletir 
twice  at  one  stone  is  worthy  to  break  his  shins  :< 
thou  mayst  happily  forswear  thyself,  but  thou  shalt 
never  delude  me ;  I  know  thee  now  as  readily  by  thy 
visard  as  thy  visage :  it  is  a  blind  goose  that  know' 
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•tb  not  a  fox  from  a  fern-busb,  and  a  foolish  Mlovf 
thai  cannot  discern  craft  from  conscience,  being  onc6 
eozened.  But  why  should  I  lament  thy  follies  with 
grief,  when  thou  seemest  to  colour  them  with  deceit? 
Ah,  Euphues,  I  love  thee  well,  but  thou  hatest  thy- 
self, and  seekest  to  heap  more  harms  on  thy  head 
by  a  little  wit,  than  thou  shalt  ever  cjaw  off  by  thy 
great  wisdom;  All  fire  is  not  quenched  by  water ;  thoa 
hast  not  love  in  a  string  ;  affection  is  not  thy  slave; 
thou  canst  not  leave  when  thou  listest  With  what 
face,  Euphues,  canst  thou  return  to  thy  vomit,  seem* 
log  with  the  greedy  hound  to  lap  up  that  which  thoo 
didst  cast  up  ?  I  am  ashamed  to  rehearse  the  terms 
that  once  thou  didst  utter  of  malice  against  women, 
and  art  thou  not  ashamed  now  again  to  recant  them } 
They  must  needs  think  thee  either  envious  upon  small 
occasion,  or  amorous  upon  a  light  cause ;  and  then 
will  they  all  be  as  ready  to  hate  thee  for  thy  spite, 
as  to  laugh  at  thee  for  thy  looseness. 

No,  Euphues,  so  deep  a  wound  cannot  be  healed 
with  so  light  a  plaster ;  thou  mayst  by  art  recover 
the  skin,  but  thou  canst  never  cover  the  scar  ;  thou 
mayst  flatter  with  fools  because  thou  art  wise,  but 
the  wise  will  ever  mark  thee  for  a  fool.  Then  sur« 
I  cann6t  see  what  thou  gainest,  if  the  simple  con- 
demn thee  of  flattery  and  the  grave  of  folly.  Is 
thy  cooling  card  of  this  property,  to  quench  fire 
in  others,  and  to  kindle  flames  in  thee  ?  or  is  it  a 
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\7het-8tone  to  make  tbee  sharp,  and  us  blunt ;  or  a 
sword  to  cut  wounds  in  me,  and  cure  them  in  £u* 
phues  ?  Why  didst  thou  write  that  against  them  thou 
never  thoughtest^  or  if  thou  didst  it,  why  dost  thou 
not  follow  it?  But  it  is  lawful  for  the  physician  to 
surfeit,  for  the  shepherd  to  wander,  for  Euphues  to 
prescribe  what  he  will,  and  do  what  he  list. 

The  sick  patient  must  keep  a  straight  diet,  tfa« 
siUy  sheep  a  narrow  fold ;  poor  Philautus  must  be» 
licve  Euphues  and  all  lovers  (he  only  excepted)  are 
cooled  with  a  card  of  teeny  or  rather  fooled  with  a 
vain  toy.  Is  this  thy  professed  purity,  to  cry  pec- 
cavi?  thinking  it  as  great  sin  to  be  honest,  as  shame 
not  to  be  amorous:  thou  that  didst  blaspheme  the 
noble  sex  of  women  without  cause,  dost  thou  now 
commit  idolatry  with  them  without  care,  observing 
as  little  gravity  then  in  thine  unbridled  fury,  as 
thou  dost  now  reason  by  thy  disordinate  fancy  ?  I 
se^  now  that  there  is  nothing  more  smooth  than 
glass,  yet  nothing  more  brittle :  nothing  more  fair 
than  snow,  yet  nothing  less  firm :  nothing  more  fine 
than  wit,  yet  nothing  more  fickle.        *         •       • 

Thou  art  in  love,  Euphues,'contrary  to  thine  oath, 
thine  honour,  thine  honesty  ;  neither  would  any  pro- 
fessing that  thou  doest  live  as  thou  doest,  which  is 
no  less  grief  to  me,  than  shame  to  thee;  excuse 
thou  mayst  make  to  me,  because  I  am  credulous;  but 
amends  to  the  world  thou  canst  not  frame,  because 


t3A  LIllY* 


thou  art  cMne  out  of  Greece^  to  blase  tby  vice  in 
England,  a  place  too  hoacst  for  thee,  and  thou  too 
dishonest  for  any  place^ 


lilly  appears  to  have  been  an  author  mueh 
in  fashion  in  his  day.  'Edward  Blount^  .the 
editor  of  six  of  his  Comedies^  speaks  of  tfaos6 
plays  as  "written  by  the  only  rare  poet  of 
that  time,  the  witty,  comical,  facetiously- 
quick,  and  unparalleled  John  Lilly,  master  of 
arts.**  In  his  epistle  also  to  the  reader,  after 
observing  that  the  poet,  ''  was  heard,  graced, 
and  rewarded  by  queen  Elizabeth,"  he  says^ 
that  those  plays  were  published  '*  to  prevent 
oblivion  from  trampling  upon  such  a  son  of 
the  Muses,  as  they  called  their  darling.'*  And 
then  proceeds  to  assert  that  the  nation  was 
indebted  to  our  author  for  a  new  English, 
which  he  taught  them  in  his  Euphues;  that  all 
the  ladies  of  that  time  were  his  scholars ;  she 
who  spoke  not  Euphneism  being  as  little  re* 
garded  at  court,  as  if  she  could  not  speak 
French.  It  is  remarkable,  that  this  asser^ 
tion  is  confirmed  in  Ben  Jonson's  "  Every 
Man  out  of  his  Humour  ;**  in  which,  FaHaee, 
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wife  of  Deliro,  a  proud  mincing  lady,  dotes 
upon  Fastidius  Brisk,  a  spruce  affected  cour- 
tier. l*he  gallant  being  thrown  into  the  coun« 
ter,  is  there  visited  by  Fallace;  who  concludes 
the  expressions  of  her  fondness  in  these  words : 
^'  O  master  Brisk  (as  it  is  in  Euphues)  hard  is  the 
choice  when  one  is  compelled,  either  by  silence 
to  die  with  grief ,  or  by  speaking,  to  live  zvitk 
shame,"  Upon  this  passage,  we  have  the  fol- 
lowing note  by  Mr.  Whalley.  ^^  Euphies  is 
the  title  of  a  Romance,  wrote  by  one  Lilly, 
Aat  was  in  the  highest  vogue  at  this  time. 
The  court  ladies  had  all  the  phrases  by  heart. 
The  language  is  extremely  affected,  and  like 
the  specimen  here  quoted,  consists  chiefly 
of  tmtttbesea  in  the  thought  and  expression  * 
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thou  art  come  out  of  Greete^  to  blase  tiiy  vice  in 
England,  a  place  too  honest  for  thee,  and  thou  too 
dishonest  for  any  place* 


Lilly  appears  to  have  been  an  author  much 
in  fashion  in  his  day.  'Edward  Blount^  .the 
editor  of  six  of  his  Comedies^  speaks  of  tfaos^ 
plays  as  "written  by  the  only  rare  poet  of 
that  time,  the  witty,  comical^  facetiously- 
quick^  and  unparalleled  John  Lilly,  master  of 
arts.**  In  his  epistle  also  to  the  reader,  after 
observing  that  the  poet,  *'  was  heard,  graced, 
and  rewarded  by  queen  Elizabeth,"  he  says, 
that  those  plays  were  published  '*  to  prevent 
oblivion  from  trampling  upon  such  a  son  of 
the  Muses,  as  they  called  their  darling/*  And 
then  proceeds  to  assert  that  the  nation  was 
indebted  to  our  author  for  a  new  English, 
which  he  taught  them  in  his  Euphues;  that  all 
the  ladies  of  that  time  were  his  scholars ;  she 
who  spoke  not  Eupkueism  being  as  little  re<- 
garded  at  court,  as  if  she  could  not  speak 
French.  It  is  remarkable,  .that  this  asser^ 
tion  is  confirmed  in  Ben  Jonson's  *'  Every 
Man  out  of  bis  Humour  ;**  in  which,  Fallace, 


wife  of  Deliro,  a  proud  mincing  lady,  dotes 
upon  Fastidius  Brisk,  a  spruce  affected  cour- 
tier. The  gallant  being  thrown  into  the  coun- 
ter, is  there  visited  by  Fallace ;  who  concludes 
the  expressions  of  her  fondness  in  these  words : 
^^  O  master  Brisk  (as  it  is  in  Euphues)  hard  is  the 
choice  when  one  is  compelled,  either  by  silence 
to  die  with  grief]  or  by  speaking,  to  live  with 
shame*'  Upon  this  passage,  we  have  the  fol- 
lowing note  by  Mr.  Whalley.  ^^  Euphiies  is 
the  title  of  a  Romance,  wrote  by  one  Lilly, 
diat  was  in  the  highest  vogue  at  this  time. 
The  court  ladies  had  all  the  phrases  by  heart. 
The  language  is  extremely  affected,  and  like 
the  specimen  here  quoted,  consists  chiefly 
of  tmtttbesea  in  the  thought  and  expression,'' 
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thou  art  cMne  out  of  Greeee^  to  blaze  tby  vice  in 
England,  a  place  too  honest  for  thee,  aad  thou  too 
dishonest  for  any  place^ 


lilly  appears  to  have  been  an  author  mueh 
in  fashion  in  his  day.  'Edward  Blount^  .the 
editor  of  six  of  his  Comedies^  speaks  of  those 
plays  as  "written  by  the  only  rare  poet  of 
that  time,  the  witty,  comical,  facetiously- 
quick,  and  unparalleled  John  Lilly,  master  of 
arts.**  In  his  epistle  also  to  the  reader,  after 
observing  that  the  poet,  ''  was  heard,  graced, 
and  rewarded  by  queen  Elizabeth,"  he  says, 
that  those  plays  were  published  '*  to  prevent 
oblivion  from  trampling  upon  such  a  son  of 
the  Muses,  as  they  called  their  darling.'*  And 
then  proceeds  to  assert  that  the  nation  was 
indebted  to  our  author  for  a  new  English, 
which  he  taught  them  in  his  Euphues;  that  all 
the  ladies  of  that  time  were  his  scholars ;  she 
who  spoke  not  Euphneism  being  as  little  re* 
garded  at  court,  as  if  she  could  not  speak 
French.  It  is  remarkable,  ,that  this  aseer* 
tion  is  confirmed  in  Ben  Jonson*s  *'  Every 
Man  out  of  his  Humour  ;**  in  which,  FaHace^ 
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wife  of  Deliro,  a  proud  mincing  lady,  dotes 
upon  Fastidius  Brisk,  a  spruce  affected  cour- 
tier. l*he  gallant  being  thrown  into  the  coun« 
ter,  is  there  visited  by  Fallace ;  who  concludes 
the  expressions  of  her  fondness  in  these  words : 
^'  O  master  Brisk  (as  it  is  in  Euphues)hard  is  the 
choice  when  one  is  compelled,  either  by  silence 
to  die  with  grief]  or  by  speaking,  to  live  zvitk 
shame,*'  Upon  this  passage,  we  have  the  fol- 
lowing note  by  Mr.  Whalley.  ^^  Euphms  is 
the  title  of  a  Romance,  wrote  by  one  Lilly, 
that  was  in  the  highest  vogue  at  this  time. 
The  court  ladies  had  all  the  phrases  by  heart. 
The  language  is  extremely  affected,  and  like 
the  specimen  here  quoted,  consists  chiefly 
of  tmtttbesea  in  the  thought  and  expression  * 


t^  LIllY* 


thou  art  come  out  of  Greete^  to  blase  tby  vice  in 
Englaod,  a  place  too  hoaest  for  thee,  and  thou  too 
dishonest  for  any  place^ 


lilly  appears  to  have  been  an  author  much 
in  fashion  in  his  day.  'Edward  Blount^  .the 
editor  of  six  of  his  Comedies^  speaks  of  those 
plays  as  "written  by  the  only  rare  poet  of 
that  time,  the  witty,  comical^  facetiously- 
quick^  and  unparalleled  John  Lilly,  master  of 
arts.**  In  his  epistle  also  to  the  reader^  after 
observing  that  the  poet,  ''  was  heard,  graced, 
and  rewarded  by  queen  Elizabeth,"  he  says, 
that  those  plays  were  published  '*  to  prevent 
oblivion  from  trampling  upon  such  a  son  of 
the  Muses,  as  they  called  their  darling/*  And 
then  proceeds  to  assert  that  the  nation  was 
indebted  to  our  author  for  a  new  English, 
which  he  taught  them  in  his  Euphues;  that  all 
the  ladies  of  that  time  were  his  scholars ;  she 
who  spoke  not  Euphneism  being  as  little  re<- 
garded  at  court,  as  if  she  could  not  speak 
French.  It  is  remarkable,  that  this  asser^ 
tion  is  confirmed  in  Ben  Jonson's  "  Every 
Man  out  of  bis  Humour  ;**  in  which,  Fallace, 
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wife  of  Deliro,  a  proud  mincing  lady^  dotes 
upon  Fastidius  Brisk^  a  spruce  affected  cour- 
tier. 'I1ie  gallant  being  thrown  into  the  coun* 
ter^  is  there  visited  by  Fallace ;  who  concludes 
the  expressions  of  her  fondness  in  these  words : 
^'  O  master  Brisk  (as  it  is  in  Euphues)  hard  is  the 
choice  when  one  is  compelled,  either  by  silence 
to  die  with  grief,  or  by  speaking,  to  live  zcith 
shame**  Upon  this  passage^  we  have  the  fol* 
lowing  note  by  Mr.  Whalley.  ^*  Euphues  is 
the  title  of  a  Romance^  wrote  by  one  Lilly, 
that  was  in  the  highest  vogue  at  this  time. 
The  court  ladies  had  all  the  phrases  by  heart. 
The  language  is  extremely  affected,  and  like 
the  specimen  here  quoted,  consists  chiefly 
of  antitheses  in  the  thought  and  expression  * 
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ihou  art  come  out  of  Greete,  to  blase  thy  vice  in 
England,  a  place  too  hooest  for  thee,  and  tkou  too 
dishonest  for  any  place* 


lilly  appears  to  have  been  an  author  mueh 
in  fashion  in  his  day.  'Edward  Blount^  .the 
editor  of  six  of  his  Comedies^  speaks  of  those 
plays  as  '*  written  by  the  only  rare  poet  of 
that  time,  the  witty,  comical,  facetiously- 
quick,  and  unparalleled  John  Lilly,  master  of 
arts."  In  his  epistle  also  to  the  reader,  after 
observing  that  the  poet,  ''  was  heard,  graced, 
and  rewarded  by  queen  £lizabeth,"  he  says, 
that  those  plays  were  published  ''  to  prevent 
oblivion  from  trampling  upon  such  a  son  of 
the  Muses,  as  they  called  their  darling."  And 
then  proceeds  to  assert  that  the  nation  was 
indebted  to  our  author  for  a  new  English, 
which  he  taught  them  in  his  Euphties;  that  all 
the  ladies  of  that  time  were  bis  scholars ;  she 
who  spoke  not  Enpkueism  being  as  little  re* 
garded  at  court,  as  if  she  could  not  speak 
French.  It  is  remarkable,  .that  this  asser^ 
tion  is  confirmed  in  Ben  Jonson's  '*  Every 
Man  out  of  his  Humour  ;**  in  which,  FaBace, 
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wife  of  Deliroi  a  proud  mincing  lady^  dotes 
upon  Fastidius  Brisk,  a  spruce  affected  cour- 
tier. The  gallant  being  thrown  into  the  coun-* 
terj  is  there  visited  by  Fallace ;  who  concludes 
the  expressions  of  her  fondness  in  these  words : 
^'  O  master  Brisk  (as  it  is  in  Euphues)kard  is  the 
choice  when  one  is  compelled,  either  by  silence 
to  die  mth  grief]  or  by  peaking,  to  live  with 
shame."  Upon  this  passage^  we  have  the  fol* 
lowing  note  by  Mr.  Whalley.  ^'  Euph^ies  is 
the  title  of  a  Romance^  wrote  by  one  Lilly, 
that  was  in  the  highest  vogue  at  this  time. 
The  court  ladies  had  all  the  phrases  by  heart. 
The  language  is  extremely  affected^  and  like 
the  specimen  here  quoted,  consists  chiefly 
of  antitheses  in  the  thou|B;ht  and  expression  * 
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ihou  art  cMne  out  of  Greede,  to  blase  diy  vice  in 
England,  a  place  too  honest  for  thee,  and  thou  too 
dishonest  for  any  place* 


lilly  appears  to  have  been  an  author  mueh 
in  fashion  in  his  day.  'Edward  Blount^  .the 
editor  of  six  of  his  Comedies^  speaks  of  those 
plays  as  '^written  by  the  only  rare  poet  of 
that  time,  the  witty,  comical,  facetiously- 
quick,  and  unparalleled  John  Lilly,  master  of 
arts.**  In  his  epistle  also  to  the  reader,  after 
observing  that  the  poet,  ''  was  heard,  graced, 
and  rewarded  by  queen  Elizabeth,"  he  says, 
that  those  plays  were  published  ''  to  prevent 
oblivion  from  trampling  upon  such  a  son  of 
the  Muses,  as  they  called  their  darling."  And 
then  proceeds  to  assert  that  the  nation  was 
indebted  to  our  author  for  a  new  English, 
which  he  taught  them  in  his  Euphites;  that  all 
the  ladies  of  that  time  were  his  scholars ;  she 
who  spoke  not  Enpkueism  being  as  little  re* 
garded  at  court,  as  if  she  could  not  speak 
French.  It  is  remarkable,  that  this  asser^ 
tion  is  confirmed  in  Ben  Jonson's  "  Every 
Man  out  of  his  Humour  ;**  in  which,  Fallace, 


,  I 


LIILT«  fi£3 

wife  of  Deliroi  a  proud  mincing  lady^  dotes 
upon  Fastidius  Brisk,  a  spruce  affected  cour- 
tier. The  gallant  being  thrown  into  the  coun* 
ter,  is  tliere  visited  by  Fallace ;  who  concludes 
the  expressions  of  her  fondness  in  these  words : 
^^  O  master  Brisk  (as  it  is  in  Euphues)  hard  is  the 
choice  when  one  is  compelled,  either  by  silence 
to  die  mth  grief)  or  by  speaking,  to  live  zcith 
shame*'  Upon  this  passage^  we  have  the  fol* 
lowing  note  by  Mr.  Whalley.  ^'  Eupkfies  is 
the  title  of  a  Romance^  wrote  by  one  Lilly, 
that  was  in  the  highest  vogue  at  this  time. 
The  court  ladies  had  all  the  phrases  by  heart. 
The  language  is  extremely  affected^  and  like 
the  specimen  here  quoted,  consists  chiefly 
pf  ipktitbeses  in  the  thou|B;ht  and  expression  * 
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Bakon  of  Burghlej,  Burleigh^  or  Barly, 
was  born  at  Boura  in  Lincplnsbire,  in  1520. 
After  being  initiated  in  grammar  learning  at 
the  grammar  schools  of  Grantham  and  Stam* 
ford^  he  was  removed,  in  1535,  to  St.  John's 
College,  Cambridge;  and  in  1541,  entered  at 
Gray*s  Inn  as  student  of  the  law.  There  he 
distinguished  himself  by  his  application;  the 
finit  of  which  was  an  intimate  acquaintance 
with  the  constitution  of  his  country. 

On  his  introduction  at  court,  his  first  pro* 
motion  was  to  the  office  of  Custos  Breviumj 
in  the  beginning  of  the  reign  of  Edward  VI. 
In  1547,  he  was  appointed  master  of  requests; 
and  the  year  after,  obtained  the  post  of  secre- 
tary, which  he  enjoyed  twice  in  Edward's  reigu.  ' 
He  was  knighted  and  sworn  of  the  privy  coun* 
cil  in  1551.    In  the  reign  of  Mary  he  lost  his 
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office^  for  refusing  to  change  his  religion ;  but 
on  the  accession  of  Elizabeth,  was  again  sworn 
privy  counsellor  and  secretary  of  state^  which 
offices  he  retained  till  his  death. 

He  obtained  also  in  1561  the  office  of  master 
of  the  wards.  In  1571  the  queen  created  him 
baron  of  Burleigh ;  the  year  following,  knight 
of  the  garter ;  and  about  three  months  after^ 
raised  him  to  the  office  of  lord  high  treasurer. 
He  had  the  additional  honour  of  being  chan- 
cellor of  the  university  of  Cambridge,  He 
died  in  1598>  at  the  age  of  77« 

Lord  Burleigh,  as  Mr.  Walpolehas  observed, 
'^  is  one  of  those  great  names,  better  known 
in  the  annals  of  his  country,  than  tho^e  in  the 
republic  of  letters." 

His  works  consist  chiefly  of  letters  and  state 
papers. 

1 .  When  (as  sir  William  Cecil)  he  accompa- 
nied the  duke  of  Somerset  on  his  expedition 
into  Scotland,  he  kept  a  "  Diary,"  which  was 
afterwards  published  by  William  Patten,  under 
the  title  of  *'  Diarium  Expeditionis  Scotica, 
Lond.  1541, 12  mo."  and  which  furnished  mate- 
rials for  an  account  of  that  war.  This  is  pro- 
bably the  reason  why  he  is  classed  by  Holin- 
shed  among  the  English  historians: 

VOL.  xi.  Q 


*  2.  *'  The  first  Paper  or  Memorial  of  Sir  W, 
Gecil^  anno  primo  Eliz."  This  is  merely  a 
paper  of  memoraodums^  atid  hafi  been  printed 
in  Somers's  Tracts. 

3.  "  A  Speech  ia  Parliament,  159^;"  first 
published  by  Strype  in  his  Annals,  and  since 
inserted  in  the  parliamentary  history,  vol.  4^ 
p.  356-*-363. 

4.  '*  Lord  Burleigh's  Precepts  or  Directions 
for  the  weU  ordering  and  carriage  of  a  M an'» 
Life,'^  1037. 

These  Precepts  were  addressed  to  his  son 
Robert  Cecil;  and  furnish  perhaps  the  most 
eurious  specimen  that  could  be  selected  of  his^ 
manner  as  a  writer^  of  his  personal  character^ 
and  in  some  sort  of  the  character  of  the  age 
in  which  he  Uyed.  The  extract  is  taken  from 
Peck's  Desiderata  Curiosa,  vol.  1.  p,  47—49? 
edit.  1779. 

Son  Robert, 

The  virtuous  inclinations  of  thy  matchless  mo- 
ther, by  whose  tender  and  godly  care  thy  infancy 
was  governed;  together  with  thy  education  under  so 
zealous  and  excellent  a  tutor ;  puts  me  m  rather  assu- 
ranee  than  hope,  that  thou  art  not  ignorant  of  that 
surnmwn  honum^  which  is  only  able  to  make  thee 
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iia^py  as  well  in  thy  death  as  life;  I  mean,  the 
true  knowledge  and  worship  of  thy  Creator  and  Re* 
deemerc  without  which  all  other  things  are  vaiki  and 
miserable.  So  that  thy  youth  being  gnided  by  so 
sufficient  a  teacher^  I  make  no  doubt  but  he  will  fur^ 
nish  thy  life  with  divine  and  moral  documents.  Y«t> 
that  I  may  not  cast  off  the  care  of  beseeming  a  pa^ 
rent  towards  his  child;  or  that  thou  shouldst  have  ^ 
cause  to  derive  thy  whole  felicity  and  welfare  rather 
from  others  than  from  whence  thou  receivedst  thy 
breath  and  being ;  I  think  it  fit  and  agreeable  to  the 
affection  I  bear  tliee,  to  help  thee  with  such  rules 
and  advertisements  for  the  squaring  of  thy  life,  as 
are  rather  gained  by  experience  than  by  much  read** 
ing.  To  the  end,  that  entering  into  this  exorbitant 
age,  thou  mayest  be  the  better  prepared  to  shun 
those  scandalous  courses  whereunto  the  world,  and 
the  lack  of  experience,  may  easily  draw  thee.  And> 
because  I  will  not  confound  thy  memoi^,  I  have  re* 
dueed  them  into  ten  precepts;  and  next  unto  Moses' 
tables,  if  thou  imprhit  them  in  thy  mind,  thou  shalt 
reap  the  benefit,  had  I  the  content.  And  they  are 
these  following :  -  •« 

'  1.  When  it  shall'  please  God  to  bring  thee  to 
man's  estate,  use  great  providence  and  ^ircumspec* 
tion  in  chusing  thy  wife.  For  from  thence  will 
spring  all  thy  future  good  or  evil.  And  it  is  'an  ac- 
tion of  life;  like  unto  a  stratagem  of  war^  therein 
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a  man  can  err  but  once.  If  thy  estate  be  good,  match 
Rear  home  and  at  leisure ;  if  weak,  far  off  and  quickly. 
Enquire  diligently  of  her  '  disposition,  and  how  her 
parents  have  been  inclined  in  their  youth.  Let  her 
not  be  poor,  how  generous  soever.  For  a  man  can 
buy  nothing  in  the  market  with  gentility.  Nor 
chuse  a  base  and  uncomely  creature  altogether  for 
wealth ;  for  it  will  cause  contempt  in  others,  and 
loathing  in  thee.  Neither  make  choice  of  a  dwarf, 
or  a  fool ;  for,  by  the  one  thou  shalt  beget  a  race  of 
pigmies;  the  other  will  be  thy  continual  disgrace, 
and  it  will  yirkt  thee  to  hcaj:  her  talk.  For  thou 
shalt  find  it,  to  thy  great  grief^  that  there  is  nothing 
more  fulsome  than  a  she-fool. 

And  touching  the  guiding  of  thy  house,  let  thy 
hospitality  be  moderate*;  and,  according  to  the  means 
of  thy  estate,  rather  plentiful  than  sparing,  but  not 
costly.  For  I  never  knew  any  man  grow  poor  by 
keeping  an  orderly  table.  But  some  consume  them- 
selves through  secret  vices,  and  their  hospitality 
bears  the  blame.  But  banish  swinish  drunkards  out 
of  thine  house,  which  is  a  vice  impairing  health, 
consuming  much,  and  makes  no  shew,  I  never 
heard  praise  ascfibed  to  the  drunkard,  but  for  the 
well-bearing  of  his  drink ;  which  is  a  better  com- 
mendation for  a  brewer's  horse'^or  a  dray-man,  than 
for  either  a  gentleman  or  a  serving-man.  Beware 
thou  spend  not  above  three  of  four  parts  of  thy  re« 
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venues ;  nor  above  a  third  part  of  that  in  thy  house. 
For  the  other  two  parts  will  do  no  more  than  jdefray 
thy  extraordinaries,  which  always  surmount  the  or- 
dinary  by  much:  otherwise  thou  shalt  live  like  a 
rich  beggar,  in  continual  want.  And  the  needy  man 
can  never  live  happily  nor  contentedly.  For  every 
disaster  makes  him  ready  to  mortgage  or  sell.  And 
that  gentleman,  wLo  sells  an  acre  of  land,  sells  an 
ounce  of  credit.  For  gentility  is  nothing  else  but 
ancient  riches.  So  that  if*  the  foundation  shall  at 
any  time  sink,  the  building  must  need  follow*^So 
much  for  the  first  precept. 

2.  Bring  thy  children  up  in  learning  and  obe* 
diencej  yet  .without, outward  austerity.  Praise  them 
openly,  reprehend  them  secretly.  Give  them  good 
countenance  and  convenient  maintenance  according 
to  thy  ability;  otherwise  thy  life  will  seem  their 
bondage,  and  what  portion  thou  sl)alt  leave  them  at 
thy  death,  they  will  thank  death  for  it,  and  not 
thee.  And  I  am  persuaded  that  the  foolish  cocker« 
ing  of  some  parents,  and  the  ovei>-stern  carriage  of 
others,  causeth  more  men  and  women  to  take  ill 
courses,  than  their  own  vicious  inclinations.  Marry 
thy  daughters  in  time,  lest  they  marry  themselves. 
And  suflfer  not  thy  sons  to  pass  the  Alps.  For  they 
shall  learn  nothing  there,  but  pride,  blasphemy,  and 
atheism.  And  if  by  travel  they  get  a  few  broken 
languages,  that  shall  profit  them  nothing  more  than 
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to  have  one  mMti  served  in  divers  dishes.  Neither 
by  my  consent,  shalt  thou  train  them  up  in  wars. 
For  he  that  sets  up  his  rest  to  live  by  that  profes-» 
sion,  can  hardly  be  an  honest  man  or  a  good  chris-* 
tian.  Besides,  it  is  a  science  no  longer  in  request 
than  use.  For  soldiers  in  peace,  are  like  chimneys 
in  summer, 

3.  Live  not  in  the  country  without  com  and 
cattle  about  thee.  For  he  that  putteth  his  hand  to 
the  purse  for  every  expence  of  household,  is  like  hin» 
that  keepeth  water  in  a  sieve ;  and,  what  provision 
thou  shalt  want,  learn  to  buy  it  at  the  best  hand* 
For  there  is  one  penny  saved  in  four,  betwixt  buy- 
ing^ in  thy  need,  and  when  the  markets  and  seasons 
serve  fittest  for  it.  Be  not  served  with  kinsmen  or 
friends,  or  men  intreated  to  stay ;  for  they  expect 
much  and  do  little:  nor  with  such  as  are  amorous, 
for  their  heads  are  intoxicated.  And  keep  rather  two 
toq  few,  than  one  too  many.  Feed  them  well,  and 
pay  them  with  the  most ;  and  then  thou  mayest  bold* 
ly  require  service  at  their  hands, 

4.  Let  thy  kindred  and  allies  be  welcome  to  thy 
house  and  table.  Grace  them  with  thy  countenance, 
and  farther  them  in  all  honest  actions :  for  by  this 
means  thou  shalt  so  double  the  band  of  nature,  as 
thou  shalt  find  them  so  many  advocates  to  plead  an 
apology  for  thee  behind  thy  back.  But  shake  off 
those  glowrworms,  I  mean,  parasites  and  sj^cophsmts^ 


-who  mil  Heed  and  fawn  upon  thee  in  the  summer  of 
prosperity,  but,  in  an  adverse  storm,  they  will  8hd«- 
ter  thee  no  more  than  an  arbour  in  winter. 

5.  Beware  of  suretyship  for  thy  best  friends.  He 
that  payeth  another  man's  debts,  seeketh  his  own 
decay.  But,  if  thou  canst  not  otherwise  chuse, 
rather  lend  thy  money  thyself  upon  good  bonds,  al- 
though thou  borrow  it.  So  shalt  thou  secure  thyself 
and  pleasure  thy  friend.  Neither  bOTrow  money  of 
a  neighbour,  or  a  friend,  but  of  a  stranger,  where 
paying  for  it,  thou  shalt  bear  no  more  of  it.  Other- 
wise thou  shsJIt  eclipse  thy  credit,  lose  thy  freedom^ 
and  yet  pay  as  dear  as  to  another.  But  in  borrow- 
ing of  money,  be  precious  of  thy  word :  for  he  that 
hath  care  of  keeping  days  of  payment  is  lord,  <^ 
another  man's  purse. 

6.  Uitdertake  no  suit  agaiust  a  poor  man  without 
receiving  much  wrong :  for  besides  that  thou  mak* 
est  him  thy  compeer;  it  is  a  base  conquest  to  tri* 
umph  where  there  is  small  resistance.  Neither  at- 
tempt law  against  any  man  before  thou  be  fully  re* 
solved  that  thou  hast  right  on  thy  side;  and  theft 
spare  not  for  either  money  or  pains :  for  a  cause  or 
two  so  followed,  and  obtained,  will  free  thee  from 
suits  a  great  part  of  thy  life. 

7.  Be  sure  to  keep  some  great  man  thy  friend, 
but  trouble  him  not  for  trifles.  Campliment  him 
often  with  many    yet  small  gifts,   and   of  littlt 
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charge.  And  if  thoti  hast  cause  to  bestow  any  great 
gratuity,  let  it  be  something  which  may  be  daily  in 
sight ;  otherwise,  in  this  ambitious  age,  thou  shalt 
remain  like  a  hop  without  a  pole,    live  in  obscurity,  I 

and  be  made  a  foot-ball  for  every  insulting  compa- 
nion to  spurn  at. 

8.  Towards  thy  superiors,  be  humble,  yet  ge-  «^ 
nerouB.  With  thine  equals,  familiar,  yet  respec- 
tive. Towards  thy  inferiors  shew  much  humanity, 
and  some  familiarity :  as  to  bow  the  body ;  stretch 
forth  the  hand ;  and  to  uncover  the  head ;  with  such 
like  popular  compliments.  The  first  prepares  thy  . 
way  to  advancement.  The  second  makes  thee  kmowp 
for  a  man  well  bred.  The  ^hird  gains  a  good  report; 
which,  once  got,  is  easily  kept.  For  right  humanity 
takes  such  deep  root  in  the  minds  of  the  multitude, 
as  th^y  are  easilier  gained  by  unprofitable  ^lurtesies 
than  by  churlish  benefits.  Yet  I  advise  thee  not  to 
affect,  or  neglect,  popularijby  too  much.  Seek  not 
to  be  Essex,  shun  to  be  Ralegh. 

9.  Trust  not  iany  man  with  thy  life,  credit,  or 
estate:  for  it  is  mere  folly  for  a  man  to  enthral 
himself  to  his  friend,  as  though,  occasion  being  of- 
fiered,  he  should  not  dare  to  become  the  enemy. 

10.  Be  not  scurrilous  in  conversation,  nor  saty- 
rical  in  thy  jests.  The  one  will  make  thee  unwel- 
come to  all  company;  the  other  pull  on  quarrels, 
and  get  thee  hatred  of  thy  best  friends.     For  sus« 
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picious  jests  (when  any  of  them  savour  of  truth) 
leave  a  bitterness  in  the  minds  of  those  which  are 
touched.  And,  albeit,  I  have  already  pointed  at 
this  inclusively ;  yet  I  think  it  necessaxy  to  leave  it 
to  thee  as  a  special  caution.  Because  I  have  seen 
many  ^o  j)rone  to  quip  and  gird,  as  they  would  ra- 
ther leese  their  friend  than  their  jest.  And  if  per- 
chance their  boiling  brain  yield  a  quaint  scoff,  they 
will  travail  to  be  delivered  of,  it  as  a  woman  with 
child.  These  nimble  fancies  are  but  the  froth  of 
wit. 


His  remaining  works  are, 

5.  "  A  Meditation  on  the  Death  of  his  La- 
dy ;"  printed  by  Mr.  Ballard,  in  his  Memoirs 
of  British  Ladies. 

6.  He  was  also  supposed  to  be  the  author 
of  a  pamphlet,  in  defence  of  the  punish- 
ments inflicted  on  the  Roman  Catholics,  in  the 
reign  of  queen  Elizabeth,  intitled,  ^^  The  Ex- 
ecution of  Justice  in  England  for  maintenance 
of  Public  and  Christian  Peace  against  certain 
Stirrers  of  Sedition,  and  Adherents  to  the 
Traitors  and  Enemies  of  the  Realm,  without 
any  Persecution  of  them  for  Questions  of  Re- 
ligion, as  is  ^Isely  reported,'*  &c.  London, 
1583.     Second  edition. 
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7.  Other  political  pieces  have  been  also 
attributed  to  him,  particularly  the  celebrated 
libel,  intitled,  '^  Leicester's  Commonwealth." 
But  there  is  no  proof  that  the  reference  of  this 
last  piece  to  him  is  correct. 

8.  A  great  number  of  lord  Burleigh's  Let- 
ters are  still  extant  in  various  places.  Thirty- 
three  are  printed  in  Peck's  Desiderata  Curiosa; 
three  in  Howard's  Collections;  and  many 
others  in  Forbes's,  Haynes's,  and  Murdin's 
State  Papers.  Haynes's  Collection,  publish- 
ed in  1740,  extends  from  the  year  154^  to 
1570;  Murdin's,  which  appeared  in  1759, 
from  1571  to  1596  ;  both  of  which  collections 
throw  great  light  on  the  transactions  of  the 
period  to  which  they  relate.  Particularly,  the 
whole  course  of  the  proceedings  relative  to 
Mary  queen  of  Scots  are  fully  laid  open.  Dr. 
Birch,  in. his  Memoirs  of  the  Reign  of  Queen 
Elizabeth,  has  also  given  extracts  from  seve- 
ral letters  of  lord  Burleigh,  which  are  among 
the  originjil  papers  of  Mr.  Anthony  Bacon. 
In  the  Nuga  Jlntiquce  is  likewise  a  Letter  of 
Advice,  written  by  his  lordship,  in  1578,  to 
Mr.  Harrington  (afterwards  sir  John  Harring* 
ton)  then  a  student  at  the  university  of  Cam* 
bridge.    In  the  earl  of  Hardwicke's  Miscella- 
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neous  State-Papersj  besides  a  number  of  let- 
ters addressed  to  Cecil,  there  are  seven  of  his 
©wn  writing.  Moreover,  his  unpublished  pa- 
pers are  still  numerous ;  and  are  to  be  found 
in  the  British  Museum,  in  the  libraries  of  the 
earls  of  Salisbury,  Hardwicke,  and  of  the  mar- 
quis of  Landsdown. 

The  character  given  of  this  eminent  states* 
man  by  Hume  seems  to  be  unexceptionable, 
and  is  warranted  by  the  preceding  extract, 
"  Lord  Burleigh}  (says  he,)  died  in  an  advanc- 
ed age;  and  by  a  rare  fortune,  was  equally 
regretted  by  his   sovereign  and   the   people. 
He  had  risen  gradually  from  small  beginnings, 
by  the  mere  force  of  merit;  and  though  his 
authority  was  never  entirely  absolute,  or  un- 
controled  with  the  queen,  he  was  still,  during 
the  course  of  nearly  f6rty  years,  regarded  as 
her  minister.     None  of  her  other  inclinations 
or  affections  could  ever  overcome  her  confi- 
dence in  so  useful  a  counsellor ;  and  as  he  had 
had  the  generosity  or  good  sense  to  pay  assi- 
duous court  to  her,  during  her  sister's  reign, 
Vihen  it  was  dangerous  to  appear  her  friend, 
«he  thought  herself  bound  in  gratitude;  when 
she  mounted  the  throne,  to  persevere  in  he^^ 

attachments  to  him.    He  seems  not  to  UavQ 
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possessed  any  shining  talents  of  "address,  elo- 
quence, or  imagination ;  and  was  chiefly  dis- 
tinguished  by  solidity  of  understanding,  pro- 
bity of  manners,  and  indefatigable  applica- 
tion to  business:  virtues,  which  if  they  do  not 
always  enable  a  man  to  rise  to  high  stations, 
do  certainly  qualify  him  best  for  filling  them. 
Of  ail  the  queen's  ministers  he  was  the  only 
one  who  left  a  considerable  fortune  to  his 
posterity;  a  fortune  not  acquired  by  rapine 
or  oppression,  but  gained  by  the  regular  pro- 
fits of  his  offices,    and  preserved  by  fruga- 
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John  StoWj  historian  and  antiquariani  son  of 
Thomas  Stow,  of  St.  Michael's,  CornhiU,  Lon- 
don^ was  born  about  the  year  1525.  At  the 
out-set  in  life,  he  was  a  taylor,  the  profession 
of  his  father.  He  early  manifested  great  cu- 
riosity  relative  to  history,  and  particularly  the 
history  of  England,  the  study  of  which  he 
prosecuted  to  the  almqst  total  neglect  of  his 
business. 

About  the  year  1500,  he  conceived  the  de- 
sign of  composing  his  '^  Annals ;"  and  that  he 
might  proceed  with  the  less  interruption,  he 
abandoned  his  trade,  and  employed  himself 
entirely  in  the  collection  of  materials.  For 
this  purpose,  he  perused  all  the  writers,  whe- 
ther printed  or  MS.  from  whom  any  thing 
could  be  gleaned ;  and  searched  into  records, 
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charters,  and  other  origimil  instruments;  tra- 
velling on  foot  to  the  cathedral  churches,  and 
other  antiquarian  repositaries,  and  not  only 
read,  but  eagerly  bought  up  whatever  was  to 
be  had  of  histories,  chronicles,  &c.  some  of 
w^hich  he  found  written  on  paper,  ^nd  others 
on  parchment.  In  this  manner,  by  the  year 
1568,  he  had  amassed  a  great  stock  of  books 
and  manuscripts;  and  the  value  of  his  library 
was  enhanced,  by  its  possessing,  not  merely 
ancient  authors,  but  original  charters,  regis^ 
ters,  and  chronicles  of  particular  places*  The 
books  he  was  unable  to  purchase,  or  otherwise 
procure,  he  took  the  trouble  to  transcribe. 
Six  volumes  of  collections  which  he  had  thus 
copied,  he  transferred  to  Camden,  who  in  con- 
sideration of  the  favour,  allowed  him  eight 
pounds  a  year  for  life. 

Living  at  the  period  of  the  dispersion  of 
libraries,  consequent  upon  the  abolition  of  the 
][nonasteries.  Stow  had  doubtless  great  facili^ 
ties  for  making  his  collection,  and  it  appears, 
that  he  availed  himself  of  them  to  the  utmost. 
The  purchase  of  MSS.  however,  was  so  expen- 
sive; and  the  emolument  he  derived  from  it 
comparitively  so  inconsiderable,  that  he  was 
once  on  the  point  of  abandoning  his  fevorite 
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pursuit,  and  of  returning  to  his  former  trade, 
when  be  fortunately  received  encouragement 
and  assistance  from  the  elevating  patronage  of 
Dr.  Parker,  archbishop  of  Canterbury,  a  zea- 
lous promoter  of  the  study  of  antiquities^r 
In  such  antiquarian  investigations,  he  expend- 
ed his  patrimonial  estate,  and  was  forced,  at 
the  close  of  life,  to  submit  to  the  receipt  of  a 
collection  nuide  for  his  relief*  He  died'^inf 
1605. 

1.  His  first  publication  was  '^  A  Summary 
of  the  Chronicles  of  England,  from  the  com- 
ing in  of  Brute*  to  his  own  time."  This  work 
was  undertaken  at  the  request  of  lord  Robert 
Dudley,^  afterwai^s  earl  of  Leicester,  and  ori- 
.  ginated  in  the  following  circumstance.  In  the 
year  l:56£,'Stow,  while  in  pursuit  of  rare  and 
and  curious  MSS,  accidentally  met  with  a 
tract  written  by  Edmund  Dudley,  his  lord- 
ship's grandfather,  intitled,  *'  The  Tree  of  the 
Commonwealthf,*'  dedicated  to  Henry  VIH. 

•  In  my  remark  at  the  end  of  Holinshed's  article,  I  have 
stated,  from  some  strange  inadveitence,  not  through  neglect  oF 
previous  examination,  that,  with  that  chronicler  fable  die 9. 
The  story  of  Brute  is  retained  also  by  Stow. 

f  The  book  here  mentioned  was  written  by  Dudley,  while  pri* 
soner  in  the  Towcr^  in  the  first  year  of  Hcsry  VIII,  on  account  of 
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Stow  retained  the  original  MS.  but  transcribped 
a  fair  copy,  which  he  presented  to  his  lord- 
ship, who  requested  him  to  compilesra  work  of 
the  same  nature;  Hence  resuhed  this  Sum- 
mary. It  was  reprinted  in  1573,  8vo,  with 
additions. 

£.  Stow  next  undertook  the  laborious  task, 
"  The  survey  of  London.**  It  was  first  pub- 
lished in  1598,  and  reprinted  in  his  life-time, 

ieo3. 

I  shall  select  a.  few  short  extracts  from  this 
work,  which  relate,  first,  to  the  early  institu- 

the  oppressions  and  extortions,  of  which  (together  with  £mpsom) 
he  had  been  guilty,  as  instrument  of  Henry  VII.  The  objects 
of  the  work,  the  author  himself  ei^lains  thus:  **  The  effect 
of  this  treatise,  (says  he,)  consisteth  in  three  especial  points* 
First,  rem.embrance  of  God,  and  the  faithful  of  his  holy 
church,  in  which  every  christian  prince  bad  need  to  begin. 
Secondly,  of  some  conditions  and  demeanors  necessary  in 
every  prince,  both  for  his  honour  and  assurity  of  his  continu- 
ance. Thirdly,  of  the  tree  of  the  commonwealth,  which 
touched  people  of  every  degree,  of  the  conditions  and  demea- 
nors they  should  be  of/'  The  book  is  supposed  to  have  been 
written  not  merely  as  an  employment  for  his  thoughts  in  soli- 
tude, but  in  the  hope  that  it  might  gain  him  favour  with  Henry, 
and  be  instramental  in  extricating  him  from  his  difficulties. 
It  did  not  reach  the  hands  of  his  majesty,  and  the  author  was 
beheaded  (with  Empsom)  the  same  year.  The  work  vras  much 
talked  of,  and  read  by  many,  though  never  printed*  Several 
MS.  copies  of  it  still* exist  in  libraries. 


lioas  of  laming ;  and  secoHdly^  to  some  of 
the  diyersions^  Sic*  preyalent  among  our  an^ 

cestors. 

In  the  reign  of  Kihg  Stephen,  and  of  Hehry  II4 
ftaith  Fitz-Steph^n*9  there  were  in  London  three 
principal  churches,  which  had  famous  schools,  either 
t>y  privilege  and  ancient  dignity,  or  by  favour  of 
some  particular  persons^  as  of  doctors^  which  were 
counted  notable  and  renowned  for  knowledge  in  phi^ 
losophy  :  and  there  were  other  inferior  schools  also* 

Upon  festival  daysj  the  masters  made  solemn 
meetings  in  the  churches^  where  their  scholars  dis^ 
puted  logically  and  demonstratively  ]  some  bringing 
Enthymems,  others,  perfect  Syllogisms;  some  dis-* 
puted  for  shew,  others  to  trace  out  the  truth :  and 
cunning  sophisters  were  thought  brave  scholars^ 
when  they  flowed  with  words :  others  used  fallaci^* 
llhetoricians  spoke  aptly  to  persuade,  observing  the 
precepts  of  art|   and  omitted  nothing  that  might 

*  Fit2^tephen  was  descended  of  Nortxian  nobility,  and 
bom  in  London ;  and  subsequently  became  monk  of  Cahtcr- 
bttry.  Besides  many  other  woiks>  he  wrote  a  desoriptton  of 
London  in  Latio,  a  small  tract  about  10  pages  4to,  which  was 
tiaaslated  by  Stow,  and  added  to  his  Survey.  In  his  time  U  ap* 
ppais,  that  there  were  13  conTentual,  and  136  parochial 
ciiurehe^  in  London)  on  which  Fuller  remarks,  that  «thoug;h 
there  be,  at  this,  day,  mort  bodies  of  men,  there  ht  f«wer 
houses  of  Qod  theitin.'^    He  floriihed  about  a  190. 
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serve  their  jmrpose*  The  boys  of  divers  schools  did 
cap  or  pot  verseSy  and  contended  ^of  the  principles 
of  grammar. 

There  were  some,  which,  on  the  other  side,  with 
epigrams  and  rhymes,  nipping  and  quissing  their 
fellows,  and  the  faults  of  others,  though  suppressing 
their  names,  moved  thereby  much  laughter  among 
their  auditors. 

Hitherto  Fitz-Stephen,  for  schools  and  scholars, 
and  for  their  exercise  in  the  city  in  his  days.  Since 
which  time,  as  to  me  it  seemeth,  by  increase  of  col- 
leges, of  students  in  the  universities  of  Oxford  and 
Cambridge,  the  frequenting  of  schools  and  exercising 
of  scholars  in  the  city  as  had  been  accustomed, 
very  much  decreased. 

The  thre^  principal  churches,  which  had  these  fa- 
inous  schools  by  privileges,  must  needs  be  the  cathe- 
dral church  of  St.  Paul  for  one ;  seeing  that  by  a 
general  council,  holden  in  the  year  of  Christ  117^, 

« 

at  Rome,  in  the  patriarchy  of  Laterari,  it  was  de- 
creed, ^  That  every  cathedral  church  should  have  it^ 
schoolmaster,  to  teach  poor  scholars,  and  others, 
as  had  been  accustomed ;  and  that  no  maa  should 
take  any  reward  for  licence  to  teach.' 

Tlie  second,  as  most  ancient,  may  se^m  to  have 
been  the  monastery  of  St.  Peter,  at  Westminster ; 
whereof  lYiigulphus,  abbot  of  Crowland,  in  the  reign 
of  William  the  Conqueror,  writeth  thus : 
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*  I  Irigulpbus,  an  hufnble  servant  of  God^  bora 
of  English  parents,  in  tbe  most  beautiful  city  of 
London,  for  to  attain  learning,  was  first  put  to  West^ 
minster,  and  after  to  study  at  Oxford^'  &d. 

And  writing  in  praise  ot  queen  Edgitba,  wife  ifi 
Edward  the  Confessor : 

'  I  have  seen  her,  (saith  he,)  often,  when,  bein^ 
but  a  boy,  I  came  to  see  my  father,  dwelling  in 
the  king's  court;  and  often,  coming  from  school, 
when  I  met  the  ^ueen,  she  would  oppose  me  touch* 
ing  my  learmug  and  lesson,  and,  falling  from  gram- 
mar to .  logic,  wh.erein  she  had  some  knowledge, 
she  would  subtlely  conclude  an  argument  with 
me ;  and  by  her  handmaiden,  give  me  three  or  four 
pieces  of  money,  and  send  me  unto  th%  palace, 
where  I  should  receive  some  victuals,  and  then  h% 
dismissed/ 

The  third  school  seemeth  to  have  been  at  the  mo- 
nastery of  St.  Saviour,  at  Bermondsey  in  Southwar|c. 
For  other  priojies,  as  of  St.  John  by  Smithfield,  St. 
Bartholomew  in  Smithfield,  St.  Mary  Overy  in 
Southwark,  and  that  of  the  Holy  Trinity  by  Aldgate, 
were  all  of  later  foundation :  and  the  friaries,  col- 
leges, and  hospitals,  in  this  city,  were  raised  since 
them,  in  the  reigns  of  Henry  III,  and  Edward  I,  II, 
and  III,  &c.  All  which  houses  had  their  schools, 
tiiough  not  so  famous  as  these  first  named. 
"JBut,  touching  schools  more  lately    advanced  in 
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this  city,  I  read,  that  king  Henry  V,  havii^  sap- 
pressed  the  priories  aliens,  whereof  some  wero 
about  LpiMlon ;  namely,  one  hospital  called,  Our  Lad^ 
{f  Bouncvcaly  by  Charing-Cross ;  one  other  hospital 
iu  Holborn ;  one  other  without  Cripplegate,  and  the 
fourth  without  Aldersgate;  besides  others  that  are 
BOW  worn  out  of  memory,  and*  whei^eof  there  is^  no 
monument  remaining,  more  than  Rouncival, .  con- 
verted to  a  brotherhood  which  continued  till  the  reign 
01  Henry  Vni,  or  Edward  VI.  This,  I  say,  and 
Other  of  their  schools  being  broken  up]  and  ceas- 
ed, king  Henry  VI,,  in  the  24th  year  of  his  reign, 
l^y  patent  appointed,  that  there  should  be  in  London, 
grammar  schools,  besides  St.  Paul's,  at  St.  Martin's 
Le  Gran^;  St.  Mary  Le  Bow  in  Cheap ;  St.  Dun- 
stan's  in  the  West;  and  St.  Anthon/s.  And,  in 
the  next  year,  to  wit,  1304,  the  said  king  ordained  «^ 
by  parliament,  that  four  other  grammar  schools 
should  be  erected ;  to  wit,  in  the  parishes  of  St.  An^ 
drew  in  Holborn ;  Alhallows  the  Great  in  Thames* 
street;  St.  Peter's  upon  Cornhill;  and  in  the  hospi* 
tal  oi  St.  Thomas  of  Aeons  in  West  Cheap.  Since^ 
the  which  time,  as  divers  schools  by  suppressing  of 
religious  houses  whereof  they  were  members  in  th& 
reign  of  Henry  VHI.  have  been  decayed ;  sa  again 
have  some  others  been  newly  erected  and  founded 
for  them ;  as,  namely,  St.  PauVs  school,  in  place  of 
an  old  ruined  house,  was  built  iu  most  ample  maA« 


oer,  and  Wgely  endowed  in  the  year  1512,  by  John 
Collet,  doctor  of  divinity,  and  dean  of  Paul's,  for  153 
poor  men's  children ;  for  which  there  was  ordained  a 
master,  surmaster,  or  usher,  and  a  chaplain. 

Again,  in  the  year  1553,  after  the  erection  of 
Christ's  hospital)  in  the  late  dissolved  house  of  the 
Grey  Friars,  a  great  number  of  poor  children  being 
iaken  in,  a  school  was  ordained  there  at  the  citi2:ens' 
charges. 

Also,  in  the  year  i56l,  the  merchant-taylor^  of 
London  founde4  one  notable  free  grammar  school  in 
the  parish  of  St.  Lawrence  Poutney,  by  Candlewick« 
street ;  Richard  Hills,  late  master  of  that  company^ 
having  given  500/.  towards  the  purchase  of  a  house 
called  the  Manor  of  the  Rose,  sometime  the  duke  of 
Buckingham's. 

Of  these  schools  niore  will  be  spoken  in  a  proper 
chapter. 

As  for  the  meeting  of  school-masters  on  festival 
days,  at  festival  churches,  and  the  disputing  of  their 
scholars  logically,  kc,  hereof  I  hifve  before  spoken, 
the  same  was  lung  since  discontinued  But  the  ar- 
guing of  the  school-boys  about  the  principles  of 
grammar,  hath  been  continued  even  till  our  time : 
for  I  myself,  in  my  youth,  have  yearly  seen,  on  the 
eve  of  St.  Bartholomew  the  apostle,  the  scholars  of 
divers  grammar  schools  repair  unto  the  church-yard 
of  St.  Parthoipmew,  the  priory  ii^  Smitl^field.  ^her«f 
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upon  a  bank  boarded  about  under  a  tree,  some  ono 
scholar  hath  stepped  up,  and  there  hath  opposed  and 
answered,  till  he  were  by  some  better  scholar  over- 
come and  put  down :  and  then  the  overcomer,  tak- 
ing  the  place,  did  like  as  the  first;  and  in  the  end, 
the  best  opposers  and  answerers  had  rewards ;  which 
I  observed  not.  But  it  made  both  good  schoaUmasters, 
and  also  good  scholars,  diligently  against  such  times, 
to  prepare  themselves  for  the  obtaining  of  this  gar-t 
land. 

I  remember  there  repaired  to  these  exercises, 
amongst  others,  the  masters  and  scholars  of  the 
free^schools  of  St.  Paul's  in  London,  of  St.  Peter^s 
at  Westminster,  of  sir  Thomad  Aeon's  hospital,  and 
of  St.  Anthony's  hospital ;  whereof  the  last  named 
commonly  presented  the  best  scholars,  and  had  the 
prize  in  those  days. 

This  priory  of  St.  Bartholomew  being  surrendered 
to  Henry  VIII,  those  disputations  of  scholars  in  that 
place  surceased,  and  were  again  only  for  a  year  or 
two,  in  the  reign  of  Edward  VI. , revived  in  the 
cloister  of  Christ's  Hospital,  where  the  best  scho- 
lars then  still  of  St.  Anthony's  school,  howsoever  the 
same  be  now  fallen,  both  in  number  and  estimation, 
were  rewarded  with  bows  and  arrows  of  silver,  given 
to  them  by  sir  Martin  Bowes,  goldsmith. 

Nevertheless,  howsoever,  the  cncoijragement  fail- 
ed ;  the><!^holars  of  Paul's,  meeting  with  them  of  St. 
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Anthon/s,  would  call  them  St.  Anthon/s  pigs; 
and  they  again  would  call  the  others  pigeons  of  PauFs^ 
because  many  pigeons  were  bred  in  Paul's  church, 
and  St.  Anthony  was  always  figured  with  a  pig  fol* 
lowing  him;  and  mindful  of  the  former  usage,  did, 
for  a  long  season,  disorderly  in  the  open  street  pro- 
voke one  another  with,  salve :  salve  tu  quoque.  FlOf 
cet  tibi  mecum  disputare  f  PlaceL  And  so,  proceeding 
from  this  to  questions  in  grammar,  they  usually  fell 
fronl  words  to  blows,  with  their  satchels  full  of 
books,  many  times  in  so  great  heaps^  that  they 
troubled  the  streets  find  passengers ;  so  that  finally 
they  were  restrained,  with  the  decay  of  St  Anthony's 
school. 

Out  of  this  school  have  sprung  divers  famous 
persons;  whereof,  although  time  hath  buried  the 
names  of  many,  yet  in  my  own  remembrance,  may 
be  numbered  these  following:  viz.  sir  Thomas 
More,  knight,  lord  chancellor  of  England ;  Dr.  Ni- 
cholas Heath,  sometime  bishop  of  Rochester,  after 
of  Worcester,  and  lastly,  archbishop  of  York,  and 
lord  chancellor  of  England.  Dr.  John  Whitgift, 
hishop  of  Worcester,  and  after,  archbishop  of  Can* 
terbury. 
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Of  Sports  and  Tastmcs, 

Representation  of  Miracles, 

London,  instead  of  common  interludes  belonging 
to  the  theatre,  hath  plays  of  a  more  holy  subject  \ 
representations  of  those  miracles^ which  the  holy 
confessors  wrought,  or  of  the  sufferings,  wherein  the 
glorious  constancy  of  martyrs  did  appear* 


Of  Coci^ghting  and  BcdL 

Moreover,  ihtit  we  may  begin  with  the  9cbool  of 
youthy  seeing  once  we  were  all  children :  yearly  at 
^hrovertide,  the  boys  of  eveiy  school  bring  fighting* 
^ocks  to  their  masters,  aqd  all  the  forenoon  is  spent 
Ht  school^  to  see  these  cocks^  fight  together.  After 
dinner,  all  the  youth  of  the  city  goeth  to  play  at  ball 
in  the  fields ;  the  scholars  of  every  study  haye  their 
balls.  The  practisers  also  of  all  trades  have  every 
pne  their  ball  in  their  hands.  The  ancienter  8ort> 
^he  fathers  and  the  wealthy  citizens,  come  on  horse- 
|)ac]£  to  see  these  youiigsters-  contending  at  their 
epqrt,  with  whom,  in.  a  manner,  they  participate 
|9y  motion ;  stirring  their  owi^  natural  hes^t  i^  the 
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view  of  the-  active  youth,  with  whose  mirth  ^nd  li- 
berty ^hey  seem  to  communicate. 


Sporty  in  JLe^tl 


Every  Sundq^y  in  lent,  after  dinner,  a  compapy  of 
young  men  ride  out  into  the  fields  on  horses  which 
are  fit  for  war,  and  principal  runners:  every  one 
among  them  is  taught  to  run  the  rounds  with  his 
horse. 

The  citizens'  sons  issue  out  through  the  gates  by 
troops,  furnished  with  lances,  and  warlike  shields ; 
the  younger  sort  have  their  pikes  not  beaded  with 
iron,  where  they  make  a  representation  of  battle, 
and  exercise  a  skirmish.  There  resort  to  this  exer- 
l^ise  many  courtiers,  when  the  king  lies  near  hand, 
and  young  striplings  out  of  the  families  of  barons  and 
great  persons,  which  have  not  yet  attained  to  the 
warlike  girdle,  to  train  and  skirmish.  Hope  of  vie-* 
tory  inflames  every  one ;  the  neighing  of  fierce  horses 
bestir  their  joints  and  chew  their  bridles,  and  cannot 
(endure  to  stand  still :  at  last  they  begin  their  race, 
and  then  the  young  men  divide  their  troops ;  some 
labour  to  outstrip  their  leaders,  and  cannot  reach 
|hem ;  others  fling  down  their, fellows,  and  get  beyond 
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Sea  Fights* 


In  Easter  holidays  they  counterfeit  a  sea  fight :  a 
pole  is  set  up  in  the  middle  of  the  river,  with  a  tar-* 
get  well  fastened  theteon^  and  a  young  man  stands  in 
a  boat  which  is  rowed  with  oars,  and  driven  on  with 
the  tide,  who  with  his  spear  hits  the  target  in  his 
passage;  with  which  blow,  if  he  brake  the  spear 
and  stand  upright,^  so  that  he  hold  footing,  he  hath 
his  desire ;  but,  if  his  spear  continue  unbroken  by 
the  blow,  he  is  tumbled  into  the  water,  and  his  boat 
passeth  clear  away ;  but  on  either  side  this  target^ 
two  ships  stand  in  ward,  with  many  young  men  rea^ 
dy  to  take  him  up,  after  he  is  sunk,  as  soon  as  he 
appeareth  again  on  the  top  of  the  water ;  The  spec- 
tators stand  upon  the  bridge,  and  in  solars  upon 
the  river  to  behold  these  things,  being  prepared  for 
laughter* 


Summer  Sports. 


Upon  the  holidays  all  summer  the-  youth  is  exer- 
cised in  leaping,  shooting,  wrestling,  casting  of 
stones,  and  throwing,  of  javelines  fitted  with  loops 
for  the  purpose,  which  they  strive  to  fling  beyond 
the  mark ;  they  aUo  use  bucklers,  like  fighting  men. 
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As  for  the  maidens,  they  have  their  exercise  of 
cifiuicing  and  tripping  until  moon-light. 


••MM 


lighting  of  Boars f  Bulls,  and  Bears* 

In  winter,  almost  every  holiday  before  dinner,  tlie 
foaming  boars  fight  for  their  heads,  and  prepare 
with  deadly  tusks  to  be  made  bacon ;  or  else  some 
lusty  bulls  or  huge  bears,  are  baited  with  dogs. 


m      »»-— 


Sport  upon  Ite. 

When  that  great  moor  which  washeth  Moor-fields, 
at  the  north  wall  of  the  city,  is  frozen  over,  great 
companies  of  young  men  go  to  sport  upon  the  ice ; 
then  fetching  a  run,  and  setting  their  feet  at  a  dis* 
tance, '  and  placing  their  bodies  sidewise,  they  slide 
a  great  way.  Others  take  heaps  of  ice,  as  if  it 
were  great  mill-stones,  and  make  seats :  many  going 
before,  draw  him  that  sits  thereon,  holding  one 
another  by  the  hand  in  going  so  fast,  some  slippbg 
with  their  feet^  all  fall  down  together:  some  ard 
better  practised  to  the  ice^ '  and  bind  to  their  shoes 
bones,  as  the  legs  of  some  beasts,  and  hold  stakes 
in  their  hands  headed  with  sharp  iron,  which  some-^ 
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times  they  strike  againti  the  ice ;  and  thefte  rn^n  ga 
on  wilh  speed  as  doth  a  bird  in  the  air,  or  darts  shot 
from  some  warlike  engine :  sometimes  two  men  set 
themselves  at  a  distance,  and  run  one  against  ano« 
ther  as  it  were  at  tilt,  with  these  stakes,  wherewith 
one  or  both  parties  are  thrown  down,  not  without 
some  hurt  to  their  bodies ;  and  after  their  isiil,  by 
reason  of  the  violent  motion,  are  carried  a^ood  dis- 
tance from  one  apother,  and  wheresoever  the  ice 
doth  touch  their  head,  it  rtlbs  off  all  the  skin  and 
lays  it  bare ;  and  if  one  fall  upon  his  leg  or  arm,  it 
is  usually  broken  :  but  young  men  greedy  of  hohour, 
and  desirous  of  victory,  do  ,thus  exercise  themselves 
in  counterfeit  battles,  that  they  may  bear  the  brunt 
more  strongly,  when  they  con^e  to  it  in  good  eaf- 
pest. 


Sport  ukh  Birds  and  Dogs, 

Many  citizens  take  delight  in  birds,  as  sparrow? 
hawks,  goss-hawks,  and  such  like,  and  in  dogs  to 
bunt  in  the  woody  ground.  The  citizens  have  au« 
thority  to  hunt  in  Middlesex,  Hertfordshire,  all  th^ 
(ilhiUerns,  ^md  in  Ke^t,  as  far  as  Crav*w^tef« 


III  tumbling  over  these  huge  volomes,  I 
met  with  an  account  of  a  very  renoiarkable  eC« 
feet  of  fear,  or  rather  of  honror,  which  I  shall 
insert  for  its  astonishing  singularity. 

Ik 

A  person  lately  living  in  this  hamlet  (Poplar,  a 
village  on  the  Thames,  adjoining  Blackwall,)  having 
a  great  concern  for  the  safety  of  a  ship  that  was  lil^e 
to  break  her  back  at  Blackwall,  had  his  blood  and 
spirits  set  into  such  an  extraordinary  ferment,  or 
ebullition  rather,  by  the  fear  of  her  miscarriage,  that 
'  by  the  violence  of  it,  the  tops  of  the  nails  of  his 
hands  and  feet  were  cast  off  to  a  great  distance  from 
their  natural  situation,  and  so  remained  to  his 
death. 


•4r» 


The  Survey  of  London  waff  compifed  with  a^* 
tonishing  industry,  and  commonly  with  equal  ac^ 
curacy,  from  the  moi^  authentic  records  and  his* 
tarians.  Stow  was  urged  to  the  task  (as  he  says 
himself)  by  a  general  invitation  of  Mr.  Lam* 
bard  tQ  several  of  the  <fotemporary  anti<:]^uajries, 
to  write  the  histories  of  their  native  counties. 
The  work  gives  a  view  of  the  government  of 
the  city  both  ecclesija^tical  and  civil-— of  the 
churches^  hospitals^  and  religious  houises^downf 
to  tlie  fortieth  year  of  queen  Elizabeth.    The 
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most  complete  edition  of  this  work,  with  cdn- 
siderable  additions  and  improvements,  is  that- 
of  Strj^pe,  in  two  very  large  volumes  folio, 
1720;  which  was  reprinted  in  1755,  still  im-^^ 
proved.  The  subsequent  compilations  of  the 
accounts  of  London — those  of  HattoM,  Sey- 
mour, and  Maitland,  are  founded  on  -Stow's 
Survey. 

3.  The  only  other  work  published  in  our* 
author's  life-time,  was  that  entitled,  Flores 
Histonaruniy  or  Annals  of  England,  from  the 
time  of  the  Ancient  Britons  to  his  own ;  which 
was  merely  an  abstract  of  his  larger  work, 
stiled, 

4.  "  The  Chronicle,  or  History  of  Eng- 
land ;"  which  work  entire  was  considered  by 
the  bookseller  to  be  too  extensive  a  specula- 
tion, at  that  particular  time,  on  account  of 
the  recent  publication  of  Hoiinshed.  This 
production  was  published  from  his  papers  af- 
ter his  death  by  Edmund  Howes,  in  one  folio 
volume,  and  which  is  commonly  known  by 
the  name  of  Stow's  Chronicle.  It  was  print- 
ed in  1&15,,  and  1631,  in  black  letter. 

5.  But  even  this  publication  is  said  not  to 
contain  the  whole  of  that  far  larger  work 
which  Stow  left  prepared  for  the  press.    Thi» 
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might  possibly  be  the  Chronicle  of  Reyne 
Wolf  mentioned  by  Nicholson^  and  which 
Stow  was  engaged  to  publish  by  archbishop 
Whitgift.  The  MS.  here  alluded  to,  came 
into  the  possession  of  sir  Simon  Dewes ;  and 
was  subsequently  obtained  by  the  earl  of  Ox- 
ford, 

According  to  Mr.  Howes,  Stow  always 
'^  protested  never  to  have  written  any  thing, 
either  for  malice,  fear,  or  favour,  nor  to  seek 
his  own  particular  gain,  or  vain  glory;  and 
that  his  only  pains  and  care  was  to  write  the 
truth."  Agreeably  to  this  statement,  it  is 
comnK)nly  allowed,  that  Stow  surpasses  all 
preceding  chroniclers  in  Judgment,  as  well  as 
in  industry :,  nor  has  kis  honesty  ever  beea 
questioned. 
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KNOtLESs 


KicHAKD  Knoiles,  was  borniii  Northamp- 
tonshire^ and  educated  at  Oxford^  where  he 
entered  in  15()0,  took  his  degrees  in  arts^ 
and  was  elected  Fellow  of  Lincoln  College.  He 
was  subsequently  master  of  a  ffee  school  at 
San4;iyich  in  Kent;  where  he  died  in  I6ID. 
..  E^olles  is  chieflj  known  to  posterity  by  hit 
"  General  History  of  the  Turks>  from  the  first 
beginning  of  that  Nation,  to  the  rising  of  the 
Ottoman  Family/'  &c.  16 10.  This  history 
Kas  been  Continued  by  several  bands.  One 
continuation  was  collected  from  the  dispatches 
,6(  sir  Peter  Wyche,  knight,  ambassador  at 
Constantinople,  and  extended  from  1623  to 
1677 ;  but  the  best  is  that  of  Ricaut,  consul 
of  Smyrna,  from  the  year  l623  to  1677.  Lpnd* 
l680j  folio.  It  begins  from  a  period  earlier 
than  that  at  which   Knolks  terminates*    la 


uis  preface  to  the  reader,  Ricaut  observes  that^ 
"  the  reign  of  sultan  Amurat,  being  imperfect* 
ly  wrote  in  Knolles's  Historji  consisting  for 
the  most  part^-of  abrupt  collections,  he  had 
thought  fit>  for  the  better  compktihg  the  reigti 
of  that  sultaiij  and  the  whole  body  of  our 
Turkish  history,  to  deliver  all  the  particular 
tr^tnsactibns  thereof  with  his  own  pen/* 

As  a  specinien  df  the  manner  of  this  histo- 
I'ian,  I  select  his  account  of  the  siege  of  Jeru-^ 
salem>  in  thelbeginning  of  the  first  volume* 

The  gov/emor  of  Jerusalem  understanding,  by  hiil 
espials,  of  the  proceediugs  of  the  Christians,  had 
before  their  approach,  got  into  the  city  a  great  gar<^ 
rison  of  right  valiant  soldiers^  with  good-  store  of 
all  things  necessary  for  the  holding  out  of  a  long 
siege.  The  Christians  with  their  army  approach- 
ing  the  city,  encamped  before  it  on  the  north ;  for  that 
towards  the  east,  and  the  sduth^  it  wa^  not  well  to  b^ 
besieged,  by  reason  of  the  broken  rocks  and  moun« 
tains.  Next  unto  the  city  Uy  Godfrey  the  duke, 
with  the  Germans  and  T^orrains ;  near  unto  him  lay 
the  earl  of  Slanders,  and  Robert  the  Norman ;  be- 
fore the  west  gate  lay  Tancred  and  the  earl  of  Tho« 
louse".  Bohemund  and  Baldwin  wer^  both  absents 
the  one  at  Antioch>    the  other  a^t  Edessa.     The 
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OiriBtiaiM  tlkos  stTMiglj  ottounped,  Ike  flfbfi  day  «f« 
t«c  gave  unto  the  city  a  ^rce  aseault,  with  such' 
dieerlulnass^as  tiia^  it  was  verily  sup^Jbsed,  it  might. 
hAv«  been  even  then  won^  had  they  be«»  svffieiently*' 
furnished  with  scaliag  Iftdders;  lor  want  whereof 
they,  were  gla4  to  give  over  the  assault  and  retire* 
But  within  a  few  dayg  after,,  having  supplied  that 
defect,  £uid  provided  all  things  necessary,,  they  came 
on  again  afreah^  and  with  all  their  power  gave  UiitO" 
the  city  a  most  tersible  assault,  wherein  was  or 
Both  sides  seen  great  valottr^  policy, ,,  and  cunnings 
with  much  slaughter  ;  until  that  at  length  the  Chris- 
.  tians,  weary  of  the  long  fight,  and  in  that  hot  coun- 
try,, and  most  fetxeok  time  of  the  year,  fainting  for 
lack  of  water^  were  glad  again  to  forsake  the<  assault,., 
andtot  i^tire  inlxv  their  trenches:  oidy  the  well  o£ 
Siloe  yielded  tbexa  water,  and  that  not  sufficient  for 
th&  whole  cainp ;.  the  rest  of  the  wells,  which  were 
but  few,  being  before  by  the  enemy  either  filled  np». 
or  else  poisonedi 

Whilst  the  ChristiaM  thus  lay  at  the  »ege  of  Je- 
ruaaleoi,.  a  fleet  o£  tihe  Genoese  arrived  at  Joppa :  at 
which,  time  also  a  great  fleet  of  the  Egyptian  sultanas 
la^  at  Ascalou,  to  have  bsought  reli^  to  the  besiege* 
edTurka.  in  J^usalem;.  whereof  the  Genoese  under* 
staodingy  and  knowing  themselves  too  weak  to  en-- 
counter  themi  at  sea,,  took  all  such  things  out  oC 
tlieic  shipa,  as.  thfty  thought  good,  and  so  siAking^ 


Ihetn,  feiafclied  by  land  unto  the  camp.    There  wai 
kmongst  these  Genoese  divers  engineers,  men  (after 
the  manner  of  that  time)  cunning  in  making  of  all 
knanner  of  engines  fit  for  the  besiegihg  of  cities ;  by 
Whose  device,  a  great  ihoving  tower  wis  framed  of 
timber  and  thick  planks,    covered  over  with  raw 
hides^  to  save  the  saitie  from  fire ;  out  of  w^ich  th^ 
Christians  might  iii  safety  greatly  annby  the  defbiH 
dantd.    This  tower  being  by  night  brought  close  td 
the  wall^  served  the  Christians  instea<}  of  a  most  surd 
fortr^sis  iti  the  assault  the  next  day  *,  inhere  whilst 
Ihey  strive  v^ith  warlike  valour,  and  doubtful  victo^ 
fy  Oft  both  sides,  from  morning  until  mid-day,   by 
chance  the  wihd  favouring  the  Christians,  carried 
the  flame  of  the  fite  into  the  face  6f  the  Turks* 
Wherewfth  they  had  thought  to  have  biArnt  the  towei^ 
with  such  violence^  that  the  Christians  taking  tha 
l^encfit  thereof,  and  hblpen  by  the  tower,  gained  th^ 
top  of  the  wall;  which  was  first  footed  by  the  duk« 
Godfrey,  and  his  brother  Eustace,  with  their  follow-* 
tfrs,  and  the  ensigns  of  the  duke  there  first  set  apj 
to  the  great  encouraging  of  the  Christicuis,  who  now 
pressing  in  on  every  side,  like  a  violent  river  that 
had  broken  over  the  batiks,  bare  doWii  all  befora 
t^m*     All  were  slain  that  came  to  hcmd,  men,  wo* 
toew,  and  children,  without  respect  of  age^  sex,  or 
cofidition :  the  slaughter  was  great,  and  the  sight 
liu»e<>ta);^le  -,  all  the  streets  were  filled  with  bloody  ani 


the  bodies  of  the  dead>  death  triumphing  in  ev^ 
place. 

Yet  in  this  confusion^  a  wonderful  number  of  the 
better  sort  of  the  Turks  retiring  to  Solomon's  Tem- 
ple, there  to  dp  their  last  devoir,  made  there  a  great 
and  terrible  fight,  armed  with  despair,  to  endure  any 
thing ;  and  the  victorious  Christians  no  less  disdain- 
ing, after  the  winning  of  the  city,  to  find  there  so 
great  rjcsistance*  In  this  desperate  conflict,  fought 
with  wonderful  obstinacy  of  mind,  many  fell  on 
both  sides ;  but  the  Christians  came  oh  so  fiercely, 
with  desire  of  blood,  that  breaking  into  the  temple, 
the  foremost  of  them  were  by  the  press  of  thenv 
that  followed  after,  violently  thrust  upon  the  wea- 
IK)ns  of  their  enemies,  and  so  miserably  dain.  Nei-' 
ther  did  the  Turk*  thus  oppressed,  give  it  over,  but 
as  men  resolved  to  die,  desperately  fought  it  out  with 
invincible  courage,  not  at  the  gates  of  the  temple 
only,  but  even  in  the  midst  thereof  also^  where  was* 
to  be  seen  great  heaps,  both  of  the  victors  and  the 
vanquished,  slain  indifferently  together.  All.  the 
pavement  of  the  temple  swam  with  blood,  in  such 
sort,  that  a  man  could  not  9et  his  foot,  but  either 
upon  some  dead  man,  or  bver  the  shoes  in  blood : 
yet  for  all  that,  the  obstinate  enemy  still  held  the 
vaults,  and  top  of  the  temple,  when  as  the  darkness 
of  the  night  came  so  fast  on,  that  the  Christians 
were  glad  to  make  an  end  of  the  slaughter,  and  to 
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loynd  a  retreat.  The  next  day  (for  proclamation 
was  made,  for  mercy  to  be  shown  unto  all  such  as 
should  lay  down  their  weapons)  the  Turks  that  yet 
held  the  upper  part  of  the  temple,  came  down  and 
yielded  themselves.  Thus  was  the  famous  city  of 
Jerusalem,  with  great  bloodshed,  but  far  greater 
honour,  recovered  by  these  worthy  Christ i  ins,  in  the 
year  1099>  ^^ter  it  had  been  in  the  hands  of  the  in* 
fidels  above  four  hundred  years. 

The  next  day,  after  having  buried  the  dead  and 
cleansed  the  city,  they  gave  thankls  to  God  with  pub- 
lic prayers  and  great  rejoicing.  The  poor  Christians 
before  oppressed,  now  overcome  with  unexpected  joy, 
welcomed  their  victorious  brethren  with  great  joy 
and  praise :  and  the  soldiers  embracing  one  another, 
sparing  to  speak  of  themselves,  freely  commended 
each  other's  valour.  Eight  days  after,  the  princes  of 
the  army  meeting  together,  began  to  consult  about 
the  choice  of  their  king:  among  whom  was  no  such 
difiference,  £^s  might  \vejl  ^how  which  was  to  be  pre- 
ferred before  the  others,  And  although  every  one  of 
theip,  for  prowess  and  desert,  seemed  worthy  of  so 
^reat  an  honour,  yet  by  the  general  consent  of  all, 
it  was  given  to  Robert,  duke  of  Normandy;  who 
about  ihe  same  time  hearing  of  the  death  of  the  Con- 
queror, his  father,  and  more  in  love  with  his  father's 
new  gotten  kingdom  in  England,  ^n  hope  thereof, 
refused  the  kingdom  of  Jerusalem,  then  offered  untct 


bim ;  vrhicb  at  his  return  be  found  .p6$6essed  by 
William  Kufus,  bis  younger  brothers  and  sq  in 
bope  of  a  better  refusing  the  worse,  upon  the  matter 
)o8t  botbf 

After  whose  departure,  Godfrey  of  Boulogne,  duke 
^f  Lorraine  (whose  ensign  was  first  displayed  upoi| 
the  walls)  was  by  the  general  consent,  both  of  the 
princes  and  the  army,  saluted  king ;  be  was  a  great 
soldier,  and  indued  with  many  heroical  virtues^ 
brought  up  in  the  court  pf  the  emperor  Hejiry  IV, 
^nd  by  him  much  employed.  At  the  time  of  bis 
inauguration,  be  refused  to  be  crowned  with  a  crowi^ 
of  gold,  saying,  ^^That  it  became  not  a  Cbristiaq 
man  there  to  wear  a  crown  of  gold,  where  Christy 
the  son  of  God,  had  for  the  salvatioii  of  pi^kind 
sometiii^e  wprn  a  crown  of  ^bonis/' 


KnoUes  likewisfe  wrote  the  two  following 
works,  which  ^ere  published  after  his  death* 
.1.  The  Lives  and  Conquests  of  the  Ottpmar^ 
Kings  and  Emperors  to  the  year  I6IQ;  printed 
in  16s I,  and  continued  to  that  year  by  another^ 
hand.  2.  A  Brief  Discourse  of  the  Greatne^^ 
p{  the  Turkish  Empire,  and  wherein  th^ 
greatest  Strength  thereof  consistetbj^  &c. 
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Arthur  Agard^  antiquarian^  was  bom  at 
Toston,  in  Derbyshire,  in  1540*  Being  bred 
to  the  law,  be  became  xderk  in  the  exchequer 
office^  and  in.  1570^  was  appointed  deputy 
chamberlain  in  the  exchequer^  His  offi.ce  wai 
favourable  to  the  gratificatioQ  of  his  ruling 
taste^  and  he  amassed  a  great  number  pf  an- 
tique monuments.    He  died  in  16 15^ 

Agard  studied  Domesdaj-bpol^  with  great 
diligence^  and  composed, 

1.  An  extensive  work>  entitled,  Tractutus 
de  Usu  et  obscurioribus  Verbis  Liiri  de  Domesj 
day,  preserved  in  the  Cotton  library,  under 
Vitellius,  iio.  IX. 

2,  He  likewise  drew  up  a  book  for  the  bene- 
fit of  his  successors  in  office;  which  consisted 
of  two  parts ;  the  first  containing  a  catalogue 
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of  all  the  records  in  the  four  treasuries  be- 
longing to  bi9  majesty  J  the  secondj^  ai:^  ac* 
count  of  all  leagues^  and  t^e^ities  of  peace, 
intercourse^;  and  marriages  with  foreign  na-r 
tioiis.  This  he  deposited  with  the  officers  of 
his  majesty's  receipt^  as  an  index  for  succeed-; 
ing  officers. 

3.  Moreover;,  l^e  directed  by  his  will,  that 
eleven  other  of  his  MS.  treatises  should  be  de- 

*     ,      •  '  ■  \  ■ 

^  

livered  up  to  the  office,  in  consideration  of  a 
small  reward,  paid  to  his  executor. 

4.  The  rest  of  his  collections,  comprehending 
at  least  twenty  volumes,  bequeathed'^  to  his 
friend  sir  Robert  Cotton,  are  repo'sited  in  the 
Cottonian  librs^ry. 

Arthur  Agard  is  famous  «(s  having  been  one 
of  the  first  members  of  the  society  of  antiqua- 
rians*. A  collection  fef  their  essays  was  pub- 
lished by  Hearnc^  under  the  title  of  ^<  Dis- 
coprses  by  eminent  Antiquaries,'^  among 
which  are  several  of  our  author.  1  shall  ex- 
tract  the  following  as  one  of  the  most  curious. 
It  has  the  advantage  tpo  of  fVirnishing  a  com** 
plete  extract, 

*  In  this  SQcietf^  Hmon|;  Qth.^  names  of  ant^p^u^ui  cele- 
brity aie  tboe  of  Camden^  sir  Robert  Cotton,  Selden,  &i|  Hen* 
i;^  Spelman,  Stow,  Tbjnne,  ^9« 
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Cf  what  Antiquity  Shires  xoere  in  England. 

It  is  easily  to  be  perceived  by  the  reading  of  our 
p\i  English  histories,  that  this  land  hath  been  di-r 
vided  iQto  sundry  kingdoms,  the  one  invading  the 
pther,  as  they  foupd  strength  and  opportunity ;  iq 
which  kingdoms  every  king  h^  his  chief  city  or 
place  of  abode :  whereof  sundry  example  might  be 
recited,  which  I  omit,  because  I  will  contain  my? 
self  >yithin  the  lists  of  our  order. 

After  that  being  subdued  by  some  one  more  strong 
than  the  rest,  ^  I  suppose,  by  king  Alured  ;  for  ( 
find  by  a  register  book  of  Chejrtsey  Abbey,  written  in 
Jcing  John's  tin^e,  as  I  think,  because  he  endeth 
)iis  histpry  ^t  that  time,  that  the  same  king  wrote 
himself,  Totim  Insulq!  Bfitafmicce  BasHcuSp  ^iid  that 
he  divided  this  I^nd  into  Cenduriafa^* 

Now,  in  the  33d  chapter  of  the  Black  Book  is 
contained  thus :  Hida  d  prhnitiva  institutione  ex  centum 
^pi^is  constat;  hundreda^  vero  ej?  hidarum  aliquot 
contenariis  set  mfn  determmatvr.  C^uidam  enini  ex  plu" 
ribusy  quidam  ex  paucioribus  hidis  constat :  hinc  km-' 
dredum  in  veteribus  return  Anglicorum  privilegiis  ccnr 
turiatam  nomiuari  frequenier^nvenies ;  cumitatus  autem 
f^dem  lege  ex  hmdredis  constat ;  hoc  est,  quidam  (•( 


^S&  AOAR0*  / 

plurUms,  quidant  ex  pauciorHms  secundum  quoddivisa  est 
terra  per  vivos  discretosy  SfC. 

Whereby  it  appeareth,  that  Centunata  is  and  was 
taken  ofoldfora  hundred;  and  that  sundry  hundreds 
make  a  shire.  So  that  he  dividing  the  land  first  into 
hundreds,  did  afterwards  appoint,  what  numbet  of 
hundreds  should  belong  to  every  shire;  and  then  ap^ 
pointed  the  sanie  shire  to  be  called  by  the  name  of 
the  chief  town  of  that  circuit  or  province;  aB  you 
4see  they  be  called  at  this  day ;  except  a  few,  which 
be  called  by  the  name  of  the  peoples  there  dwelling, 
liaving  relation  to  the  Romans,  who  from  Rom« 
called  Cisalpifii  and  Transalpim,  so  froqi  London  Est- 
sex,  a.  c.  Est  Saxons,  Middlesex,  Westsex,  Ghent,  ^ 
Surregiani  vel  Suthreg,  Northfolk,  and  Sudfolk  j 
names  brought  in  by  the  Saxons.  And  herein  this 
patiou  hath  imitated  the  course  mentioned  in  th« 
Bible;  for  ever  from  the  creation  of  the  world  and 
iriultiplicatipn  thereof,  every  people  knew  their  o^^n 
territories.  Josliu^  likewise  divided  the  land  of  pro- 
mise into  tribes.  The  Psalms  say  in  the  49,  And 
fhey  call  their  lands  by  their  nc^mes,  * 

Therefore  all  old  antiquity  divided  the  world  into 
parts,  as  Asia,  Africa^  Europa;  and  parts  into  pro- 
vinces ;  provinces  into  regions  or  kingdoms ;  regions 
into  places  or  territories;  territories  into  fields;  fields 
into  hundreds;  hundreds  into  hides  or  plough  lands; 
plough  lands  into  severed  or  conimon  fields,  calle^ 
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fiUmaia;  climates  into  days  work  of  tillage;  dayi 
work  into  poles  or  perches,  paces,  degrees^  eubits, 
^t,  handfuls,  ounces,  and  inches ;  such  was  their 
great  diligenee.  And  because  kings  found  by  «xp&- 
rience  that  Ubi  mtUus  Ofdoj  ibi  saapitermis  error,  or, 
as  some  say,  horror;  to  prevent  that  inconvenience 
in  government,  as  the  Black  Book  saith  in  the  32d 
chap,  ut  quilibctjure  suo  contefitusj  alienum  mn  Uiurpet 
impune-yr-KingSy  I  s^y,  thought  gooc}  to  divide  that 
great  log  or  huge  mass  of  a  commonwealth  into  par- 
ticular governments,  giving  authority  to  sundry 
persons  in  every  government,  to  guide  their  charge, 
thereby  following  the  advice  of  Jethro,  Moses's  fa- 
ther-in-law, given  to  Moses  '\i\  the  wilderness.  The 
^ame  manner  used  Fergus,  king  of  Scots,  who 
reigned  there  when  Coilus  reigned  in  Britain ;  of 
whom  it  is  written,  that  he  divided  his  land  intq 
provinces,  and  caused  his  nobles  to  past  lots  for  the 
same,  and  calle4  every  country  by  the  name  of  his 
governor.  And"  king  Henry  II.  imitated*  the  lik^ 
.in  sending  his  justices  itinerant  through  the  land  to 
execute  justice  in  every  sh^re. 

So  as  to  conclude,  I  think  th^t  kipg  Alured  was 
the  first  that  caused  shires  to  be  called  by  their 
names,  because  he  (Jivided  the  land  into  hundreds  ^ 
and  that  which  other  nations  call  province,  we  call 
s^ire;  ^d  that  is  the  right  name  in  Latin  ,*  for  sq 
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doth  Witlesty,  the  monk  of  Peterborough,  call  it 
in  the  37  th  leaf  of  his  book,  saying,  Inprovmcid 
JAttColmas  non  sunt  Hida  terra ^  sicut  in  aliis  praiindu  ; 
sed  pro  kidis  tunt  carucatc^  terrc^^  ct  tantum  (continent, 
quofftum  Hide,  SfCf 
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William  Camden,  the  eminent  English 
antiquary  and  historian,  was  born  at  Litch^ 
field,  in  Staffordshire,  in  15t51 ;  but  his  father^ 
who  was,  a  painter-stainer,  removing  ^o  Lon-* 
don,  he  spent  the  i^rst  years  of  his  education 
at  Christ's  Hospital,  and  afterwards  at  St. 
PauFs  School.  In  1566,  he  entered  £^s  ser- 
vitor in  Magdalene  College,  Oxford  ;•  though 
he  afterwards  removed  to  Broad-gate«HaIl, 
now  Pembroke  College,  and  then  to  Christ- 
church,  being  patronised  and  even  supported 
by  Dr.  Thornton,  canon  of  Christ-church. 

He  quitted  Oxford  in  1571,  and  repaired 
for  the  present  to  London ;  but  soon'  after  tra- 
velled over  the  greater  part  of  England.  To 
quote  his  own  words-^^'  Relictd  academid,  studw 
incitata  satis  magnam  Anglia  partem  Jide  ocu 
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lata  obivir  On  his  return  to  college  in  i5?j>y 
he  look  the  degree  of  Bachelor  of  Arts?.  Twd 
years  after,  by  the  interest  of  dean  Goodman^ 
or  as  some  6ay,  of  sir  Philip  Sidney,  he  was 
made  second  master  of  Westminstet  school, 
which  he  held  till  the  resignation  of  Dn 
Gfantj  whom  he  succeeded  as  head-master  in 
1^92-3.  Prior  to  this/ however,'  he  obtained 
the  prebend  of  Ilfracomb,  bestowed  upon  him 
by  Dr.  John  Piers,  bishop  of  Salisbury.  In 
'  1507,  at  the  instance  of  sir  Folk  GreTille,  he 
was  created  by  quecri  Elizabeth,  ClarenceivctX/ 
king  at  arms;  and  the  day  before  was^  m&^ 
Richmond  Herald;  as  the  being  a  beratd  i^ 
rendered  by  the  cowsittution  an  rndispeiisibte 
pre-requis'rte  to  the  office  of  king  at  &?]»».  H«! 
ctied  if*  l©9f3,  irt  the  74th  year  of  hia  age# 

I.  The  first  and  greatest  wovh  of  C^miieVk 
is  hi's"  Britarmia ;  of  which  thfe  ftrfl  title  is-^ 
Sritarmia,  siveFlorenfisumorufm,  Megnervm  Aa^ 
gfi(Cy  Scoti^j  Hiberni(ty  el  Irmtlamm  a^cen^' 
tium  et  intima  ffntiqnitate,  th&rographica  De^ 
fcriptio.  LoTT(ion,  1586,  9vo-  <*  e.  *'  Britain, 
or  a  Chronofogical'  Dcsctiptronof  theflourishy 
ing  Kingdonis  of  England,  Scotland,  and  Ire-- 
land,  with  the  adjacent  Islands,  from  themos^ 
J"emot€  aqtiquity,""    The  work  was^  much'  eflr- 


hrgei  and  impYoved  in  subsequent  editibns  ; 
a  complete  list  of  which  I  extract  frotn  Mr^ 
Beloe's  An^cdotes^  recently  published ;  and 
which  may  be  depended  upon  (he  says)  as  ac«« 
curate. 

"  1.  15S6,  printed  by  R.  Newbery,  I2mo. 

''  2.  1587^         '  -^ —  12mo. 

**  3.  1590,         — —        G.  Bishop,  8vo. 

''4-  1594,         —        4to. 

'^5.  1600,  ^      ^      4to. 

^''  This  is  the  first  edition  of  Camden  which 
was  published  with  ms^s* 

''  6.  1607,  printed  by  G.  Bishop,  folio. 

*'  7.  16 10,.       .^—         folio. 

"  All  the  above-mentioned  editions  of  Cam- 
den were  in  Latin^r  The  first  edition  in  Eng- 
lish was  m  16  lO^  and  in  folio. 

**  This  was  translated  hy  the  indefiitigable 
Philemon  Holfemd,  who  wa«  supposed  to  have 
been  assisted  by  Camden  himself.  *  There- 
foi'e,'  observes  Mr.  Gough,  '  great  regard  has- 
been  paid  to  his  additions  and  explanations. 
But  what  is  very  extraordinary,  and  indeed 
unaccountable,  in  an  author  of  Mr.  GoughV 
accuracy,  he  is>  in  the  passage  referred  tOy 
(Life  Camden,  p.  2Q.)  called  Philip  Hoi-' 
land.. 
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'*  The  eighth  edition,  in  l6l7,  waft  a  Laftrf 
abridgment  by  Lirizoius,  in  12inb. 

'^9.  1637,  folio>  Philemon  Holland's  se- 
cond edition.  With  this  edition,  says  Mr- 
Gough,  Holland  has  taken  unwarrantable  li- 
berties. Mr.  Wanley  thinks  that  this  edition 
nas  published  after  Holland's  death. 

"  10.  1689,  d  second  edition  of  Liriz«us> 
abridgment,  in  l£mo. 

"11.  1 605,  folio.  TWs  was  the  first  edition 
bjr  bishop  Gibsod. 

"  12.  1722,  2  vol.  folioi 

"  IS.  1753,  2  vol.  folio. 

"  14.  1772,  2  vol.  folio. 

''  15.  1789,  2  voL 

^*  This  was  Mr.  Gough  s  editiod* 

"  The  foUowinff  tiiemorandum  fromt  one  of 
Hearne's  Diaries,  preserved  in  the  Bodleian, 
forms  no  unimportant  appendage  to  the  abovcf 
catalogue. 

"*  There  is  in  the  Ashmolean  Museum^ 
amongst  Mr.  Ashmole's  books,  a  very  fair 
folio  MS.  liandsomely  boundy  containing  an 
English  translation  of  Mr.  Camden's  Britari'' 
nia,  by  Richard  Knolles,  the  same  that  writ 
the  History  of  the  Turks.  This  book  was 
found  locked  up  in  a  box,  in  Mr/  CaiadeiEh'» 
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Study,  after  his  death.  Mr.  Camden  set  a  great 
value  upon  it.  I  suppose  it  was  presentefd  h'y 
the  author  to  Mr.  Oaindeii.  Philemon  Hol- 
land's translation  came  out  in  1610,  whicli 
was  the  year  in  which  Knolles  di^d.' " 

From  this  note  of  Hearne,  Mr.  Bcloe  very 
naturally  suspects,  that,  Cairiden  might  have 
lent  KnoIles*s  translation  to  Holland,  as  he 
commbnicated  with  him  on  the  subject ;  and 
consequently,  that  Hollaud-s  is  not  his  own 
genuine  translation — a  fact,  however,  which 
(as  he  observes)  may  be  ascertained  by  exa- 
mining the-  MS.  refei'red  to  in  the  Ashmolcan 
collection, 

Mr.  Gough's  translation  appeared  in  17B9, 
(from  the  edition  of  1607^)  enlarged  by  the 
latest  discoveries^  and  illustrated  with  a  new 
set  of  maps,  and  other  copper-plates.  Tiiis 
work  was  the  result  of  many  years'  travel,  in- 
quiry, and  labour. 

Camden  infoims  us,  that  he  was  employed 
ten  years  in  compiling  his  Britannia;  and 
that  the  plan  of  the  publication  was  suggest- 
ed to  him  by  Ortelius,  the  geographer^ 
though  he  had  been  before  employed  in  mak- 
ing collections.  Ortelius  coming  to  England, 
applied  to  Camden  for  information  respecting 
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the  state  of  the  cou^^ry ;  and  lei^rnia^  what 
he  had  done^  penuaded  hiqi  to  enlarge  his 
materials^  and  prepare  thepi  for  the  public 
eye.  To  accomplish  himself  for  this  arduouii 
undertaking/ he  had  to  learn  the  British  and 
Saxon  languages^  to  peruse  the  anci^t  ^g- 
lish  historians^  and  to  survey  various  parts  of 
England.  All  this  he  performed  with  indefa- 
tigable perseverance ;  and  has  thus  erected 
a  monument,  alike  to  his  own  and  his  coun- 
try's honour.  He  put  the  last  hand  to  this 
great  work^  in  l607>  and  now  obtained  the 
flattering  titles  of  the  Varro,  the  Strabo,  and 
the  Pausanias  of  his  age. 

2^  While  master  of  Westminster  schopl,  he 
drew  up  a  Greek  Grammar,  which  is  still  cpn« 
sidered  as  a  good  introduction  to  that  lan- 
guage. This  granunar,  however,  was  not  pro- 
perly speaking  his  own;  but  merdy  an  abridg- 
ment of  a  more  copious  one  compiled  by  his 
predecessor,  Mr.  Edward  Grant. 

3.  During  his  intervals  of  leisure  from 
school-occupation,  a  common  recreation  with 
him  was,  to  view  the  monuments  in  the  Ab- 
bey, of  which  he  published  a  catalogue  in 
lOOO ;  and  some  fragments  still  reinain  of  a 
similar  list  which  he  had  begun  of  the  mooa» 
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inents  in  the  churches  an^  chapelt  of  Ox-  ' 
ford. 

4»  la  1603|  was  publi^ed  atFranc^rt^  hit 
Tolttine  of  ''  English  Historians."  The  latipi 
title  of  this  book  i^^^Anglica,  'Normqmca, 
HiberrUca,  Cambrica,  a  veteribui  D.etcripta : 
ex  quibw  Asser  Metj^epenm,,  Anonymiu  de  Vit^ 
QuUebni  Conquestons^  Thoma$  fffaUng/^nh 
Thomas  de  la  More,  Gulielmus  Gmutic^isii, 
Giraldus  Cambrenm;  plerique  nunc  in  lucm 
editi  ex  bibiiothecd  GuHebni  Camdem.  Fran- 
cofurti,  folio,  1603.  This  collection  has  l^eeqi 
pf  great  utility :  for  it  has  served  as  the  com- 
mon soi;rce  of  document^  for  %11  our  modern 
histories. 

5.  The  following  year  he  published  his 
''  Remains^"  which  he  dedicated  to  his  friend 
fir  Robert  Cotton.  The  title  complete  is— ^ 
"  Remains  of  a  Greater  Work  concerning 
Brittiin>  the  Inhabitaiits  thereof,  their  Lan* 
guageSi  NaiQes^  Surnames,  Impresses,  Wise 
{Speeches,  Poesies,  and  Epitaphs  ^"  London^ 
1605,  4to.  The  design  of  this  work  was,  to 
preserve  to  posterity  a  great  vafiety  pf  curious 
4^iqgs  communicated  to  him,  while  making 
collections  for  his  BrUannia,  and  which  he 
prob|id^)y  thought  did  not   exactly   accord 
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mth  the  main  object  af  that  more  finished 
work. 

-  6.  On  the  discovery  of  the  gun-powder  plot, 
Camden  was  pitched  upon  by  James,  to  dravr 
up  in  Latin  a  statement  of  the  whole  affair^ 
with  a  view  to  justify  the  king's  proceedings 
against  the  conspirators,  and  to  give  timely 
notice  to  the  reformed  churches  of  Europe^ 
of  the  inveterate  animosity  of  the  Catholics. 
This  production  was  also  published  in  1607, 
and  was  among  the  books  expressly  prohibited 
hy  the  church  of  Rome. 
*  7.  His  last  work  was  the  ''  Annals  of  Queen 
Elizabeth/^  begun  in  the  year  1597,  but  not 
published  till  16 15.  It  came  no  lower  down 
than  1589.  At  the  instance  of  his  friends,  he 
was  induced  to  continue  it;  but  his  second 
Volume  did  not  appear  till  after  his  death,  in 
J625.  -      • 

"  8.  From  the  death  of  queen  Elizabeth  to 
his  own,  he  kept  a  diary  of-all  the  remarkable 
transactions  in  the  reign  of  her  successor^ 
James.  This  was  afterwards  published,  toge- 
ther with  hrs  Letters.  . 

9.  Being  a  member  of  the  society  of  anti- 
t[uaTies, '  he  wrote  also  many  learned  and  oo- 
Tious  essays  on  British  Antiquities.    The  pre? 
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.^servatlon  of  a  few  of  these  we'<5we»io  the  U- 
-du»try  of  Thomas  Hearne.  I  shall^elect  one  df 
them  as  forming  a.complete^  if  not.  the  best 
extract  whicli  might  have  been  feun^, 

—  k 

•  *  t 

Cf  the  Antiquity^  Office,  and  Privilege  of  Heralds  in 

England, 

Among  ail  civil  nations,  since  civility  first  entered 
the  world,  there  have  been  officers  of  arms  as  media- 
tors to  negociate  peace  and  war  between  princes  and 
countries.  The  ancient  Greeks  called  them  X^t^ff, 
by  whose  mediation  solemn  covenants  with  their 
enemies  were  made.  They  were  m^  of -especial 
reputation,  and  carried  <for  their  ensign  k^Caduceu^f 
whereupon  they  were'  also  called  CadtieMoreSy  w^hich 
was  a  white  staff,  whereunto  were  fixed  two  <.3«r- 
pentS)  male  and  female,  whereunto  was  added  after* 
wards  CopioHiornu*  The  stafi*  was  white,  in^o^len  Hi 
simple  truth;  the  serpents  betdk^ned  wisdom;  both 
sexes,  as  also  the  Copi&^comu,  betokened  fntttfal  in* 
urease  and  plenty,  the  companions'  of  i^eabe...  They 
were  sent  .to  redeem!  captives,  tb  treat  of  peace,  ip 
procure' safe  conducts. for  ambassadars!,  to  i^quii^ 
the  d6ad  bodies  to  be  buried.  Ii)iviolable  thteyf  wei^ 
in  the  ^edtest  rage  of  war,  and  reputed  iv.en  of  a 
divine  ^original,  as  first  descended  frornKsj^v/rtf^,  1^ 
^i>ttbf  M'ercury,>  of  wl:^^  they  were  named  K^'Jui^i 


ind  hereii|Mm  HtfMer  cidtetlb  -Eumedes  eiWy  Kill^cA. 
}t  were  needless  here  to  mention  their  ntts  in  miik- 
11^  peaixy  how  they  brought  two  lambs  frtdts  in  U 
bottle  of  goatHSkihy  golden  chargers^  and  other  ves- 
telsy  &c.  as  it  is  noted  by  Homer. 

The  Romans  likewise  had  their  FcsdaleSj  so  called 
i  Jlde  et  fcedere  faciendoy  first  instituted  in  Italy 
by  Hessus,  and  brought  to  Rome  first  by  Ancus 
Martius:  their  college  consisted  of  twenty.  The 
principal  was  called  Po^er  Po^ra^,  because  it  was 
requisite  that  he  should  be  PatrmiUf  that  is,  have 
his  fiither  aliye,  and  he  himself  have  children.  The 
second  was  called  VeHfenitceWy  because  when  tte 
Fadakf  were  sent  darigaiumf  that  is,  to  challei^ 
goods  taken  away  dari  voce^  'he  carried  the  herb  vef^ 
told  with  flint  stones  ei  vhasi  cupife  grama^  as 
.Ovid  calleth  it,  which  he  received  of  the  Frtetor. 

Dionysius  Halicarnass.  lecdrdeth,  that  six  special 
^points  were  incident  to  their  office.  First,  that  they 
should  have  a  caret  lest  the  people  of  Rome  tlhodd 
wlq|e  war  agaiiitot  finy  of  their  coiifed^rates.  Se- 
condly, that  they  should  challenge  and  require  a|;atB 
(goods  injtniously  taken  away  by  enemies.  Thirdly, 
'tiuit  they  shodd  prbclaim  war  against  such  as  re- 
Cased  to  make  restitution.  Fourthly,  that  they 
should  take  notice  of  injuries  ^ne  contrary  to  co- 
venants. 'Fifthly,  that  they  shiiuld  carefully  provide 
ttat  conditions  diould  he  tuthfully  observed. 
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ly,  diattiiey  should*  treat  and  compoimd  peace,  and 
take  notice  what  generals  and  commandem  had  done 
contrary  to  their  oath^  When  they  required  restitu* 
tion,  they  wore  on  their  head  a  hood  of  yam,  and 
used  these  words:  JmH  Jvfittr^  midUe  Ihet,  audUat 
las,  ego  nm  fubUcas  nundm  papnH  Romam,  juKtt 
puque  legatus  venio^  veHntqmt  mm^fiia  nip  Sj^.  Like* 
wisie,  when  they  proclaimed  war,  they  did  cast  into 
tiie  enemies'  country  a  bloody  spear  burned  at  the^ 
upper  end,  uttering  these  words,  as  Au«  GeUius  rt* 
porteth<  Quodpopulm  Hiermunduhu,  hommeijue  popidi 
HenmauMi  adoenut  pqmkm  Romamim  beUmn  fecerc 
ddiquereque ;  Quodque  popidm  Ronuums  cum  pofnh 
Hermundido  kanfin&wque  Henmmdults  bellum  ju$tUf 
oi  earn  rem  ego  pcfpubuque  Romamus  populo  Henrnm* 
duio  populisque  HermunduHs  beUum  indico  fitdo^* 
But  this  was  itante  repubhcd.  Under  the  emperors, 
as  I  find  no  mention  of  the  FaxialeSf  yet  it  seemed 
they  continued:  for  when  Ammianus  Marcellinua 
maketh  mention  of  the  siege  of  Amidas  under  Jn* 
Han,  he  r^orted  ■  that  a  Persian  did  caat  into  tho 
town  a  bloody  lance,  tU  mom  eti  no9(bn.  Aftn  the 
decay  of  the  Roman  empire^  and  erection  of  king** 
doms,  the  heralds  of  the  old  Franks  carried  wgtm 
eonsecratas^  when  they  were  employed  in  messages* 
that  they  might  not  be  touched  or  troubled  by  any : 
and  this  was  juxta  riimn  Frmcorum,  as  Gr^oriut 
Turonensts  writeth^  Hbro  7>  ci^n^c  S2. 
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;  But  in  the  tizne  bfCaroks  J^Iiagnus  began  both, 
the  re{mtatkin,    konoury  and  name  of  Heralds,  as 
lEn&iB.  iSyivins  repoiteth  ont  of  an  old  library  book 
ctf  St»'Paul,  the  author  whereofderived  their  name 
from  Heim;  but  others,  to  whom. most  incline,  from 
tht  Germto  word  Herald,  which  signifieth,  Old  and . 
ancieljt  inast^r.    Yet  he  which  writeth  notes  upon 
WiUeram,  saith,  tha$:  Herald  signiiieth,  Faithful  to  the 
army ;  aiid.I  have  found  in  some  Saxon  treatise,  Heold 
interpreited .  Summus  PrcBpositus.      Nevertheless,    this 
name  is  rare  or  not  found  in.  the  history  of  Charles  the 
Great,  nor ia  the  times. ensuing,  for  a  long  space,  either 
by  our  writers,  or  French  writers.    The  first  mention 
that  I  remember  of  them   in  England,   was  about 
the  time  of  king  Xdward  L     For  in  the  statute  of. 
arms  or  weapons,  [it -was.  ordained  J  that  the  Kings 
of  Heralds  .should  wear.no  armour  but  their  swords, 
jDointless ;    and   that   they  should  only  have  their 
Houses  des  Armes^  and  no  more,  which,  as  I  conceive, 
are.  their  -coats^  of  .arms.     The  name  and  honour  of 
them  was^oever  greater  in  this  realm  than  in  the  time 
ef  king  Edward  IH;.  in  whose  time  there  were  Kings 
of  Arms,'  Heralds j  and  Poursevants  by  -patent,  not 
only  peculiar  to  the  king,  but  to  others  of  the  prin« 
cipal  nobility  :  and  Froissart  writeth  that  king  Ed- 
ward  in.    made  .  a    Poursevant   of    arms,   which 
brought  him  speedy  tidings  of  happy  success  in  the 
Rattle  of  Auroye  in  Brit^nny,  immediately  upon  th*e 
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receipt  of  the  news,  an  herald  giving  him  the  name 
of  Windesone ;  and  at  that  time  were  liveries  of  coats 
of  arms  iirst  given  unto  heralds,  with  the  king's 
arms  embroidered  thereon,  as  the  king  himself  had 
his  robe  royal  set  with  lions  of  gold.  In  France 
alsoy  as  the  said  Froissart  writeth,  the  same  time 
Philip  de  Valois  increased  greatly  the  state  royal  of 
France,  with  jousts,  tourneys,  and  heralds.  As  for 
the  privileges  of  heralds,  I  refer  you  to  the  treatise 
thereof  purposely  written  by  Paul,  bishop  of  Burgo^ 
in  Spain, 


Camden  was  acquainted  either  personally, 
or  by  correspondence,  with  the  greater  part  of 
the  most  celebrated  characters  of  his  time, 
both  at  home  and  abroad.  Scarcely  a  fo- 
reigner came  to  England  without  visiting 
Camden.  He  was  visited  by  six  German  no- 
blemen at  one  time,  at  whose  request  he 
wrote  his  Lemma  in  each  of  their  books,  as  a 
testimony  that  they  had  seen  him.  He  cor- 
responded regularly  with  the  famous  Gruter; 
and  Peirescius,  the  great  patron  of  lemoning, 
he  ranked  among  the  number  of  his  friends. 
His  epistolary  acquaintance  with  Thuanus^ 
the  universal  historian  of  the  sixteenth  cen-^ 
(ury,  did  not  commence  till   I6O6.     He  cau^ 


ti6ned  that  historian  in  his  dccotint  of 
Scotch  affimr^>  against  touching  them  with 
too  rude  a  hand;  but  Thuanus  treated  the 
<;onduct  of  Mary,  queen  of  Scots,  with  such 
severity,  as  to  give  great  umbrage  to  her 
son  James  I,  who  employed  Camden  to  write 
animadversions  on  that  part  of  the  history, 
which  he  accordingly  did,  representing  Mary 
in  colours  far  more  favourable  than  either 
Thuanus,  or  Buchanan  had  painted  her.  Cam- 
den was  also  intimately  acquainted  with  Hot- 
toman,  secretary  to  Robert,  earl  of  Leicester ; 
with  Franciscus  Pithaeus,  and  Petrus  Putea- 
2IUS ;  with  Mr.  Thomas  Savil,  and  his  brother, 
sir  Henry  Savil;  with  archbishop  Usher,  who 
lasted  him  in  the  afikirs  of  Ireland,  and 
Dr.  Johnston  of  Aberdeen,  who  did  him  a  si- 
milar service  in  respect  of  the  antiquities  of 
Scotland.  Sir  Robert  Cotton,  from  whose  li- 
lyrary  he  derived  great  advantage,  was  his  in- 
tim'ate  friend,  and  his  companion  both  in 
his  studies  and  in  his  travels.  He  corre- 
sponded also  with  Br.  James,  first  keeper  of 
the  Bodleian  Library ;  and  sir  Henry  Spelman 
stiles  him  his  ancient  friend. 

At  sixty  years  of  age,  his  constitution  being 
much   impaired,    he  retired    to    Chesilhurst^ 
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about  ten  miles  from  London.  Here  he  com- 
piled a  great  part  of  bis  ^  Annals  of  Qneea 
Elizabeth."  and  here  also  he  died. 

In  1622^  two  years  before  his  death,  he 
founded^  atX)xford^  a  history-lecture ;  and  for 
the  maintenance  of  a  professor,  transferred 
all  his  right  in  the  manor  of  Bexley  in  Kent, 
to  the  chancellor,  masters,  and  scholars  of  the 
university.  His  books  of  heraldry,  he  be* 
queathed  to  the  Heraldry-office ;  the  rest,  both 
printed  and  manuscript,  to  the  library  of  sir 
Robert  Cotton ;  but  by  the  contrivance  of  Dr. 
John  Williams,  lord  keeper  of  £hgland>  bishop 
of  Lincoln^  and  dean  of  Westminster,  who 
took  advantage  of  an  equivocal  expression  in 
the  will>  the  printed  part  was  afterwards  re- 
Ixioved  to  the  libr^  newly  established  in  th6 
ehiirch  of  Westminster. 

The  taste  of  Gaihden  for  antiquities  was 
conspicious  from  early  youth.  When  a  school 
bby,  any  thing  iantique  inspired  him  with  an 
atdeht  attentibn ;  and  at  the  university,  every 
moment  of  leistire  was  devoted  to  his  favour*- 
-ite  pursuit.  The  bent  of  his  mind  eVer  Jed 
Mm  to  the  contemplation  df  stitdy  camps, 
imd  htinous  casltles,  the  venerable  monuments 
of  departed  aglss. 
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IliCHARD  Hooker,  an  eminent  divine,  was 
born  at  Heavy^tree,  near  Exeter,  in  1553-4* 
His  parents,  being  in  lo\v  circuqistances,  had 
intended  him  for  a  trade;  but  this  destination 
was  happily  over-ruled  by  the  representation 
of  his  school-master  at  Exeter,  who  spoke  so 
warmly  of  his  natural  endowments;  and  of  hi« 
rapid  progress,,  that  they  were  induced  to  con- 
tinue him  some  time  longer  at  school,  . 
',  Meanwhile,  his  uncle,  who  was  chamber- 
lain  of  the  city,  was  disposed  to  notice  him.; 
and  being'  kpown  to  Jewel,  bishop  ef  Salisr 
bury,  ip treated  .  that  prelate  to  look  favour- 
ably upon  his  poor  nephew,  whose  parents 
were  incapaf^itated  by  thqir  situation  in 
life,  from  bestowing  upon  him  tli^t  lil:j?raj 
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education' which  was  suitable  to  his  promising 
talents.-  The  good  bishop  finding  this  repre- 
sentation well  founded,  took  young  Hooker 
under  his  protection,  settled  a  pension  upon 
him,  which,  with  a  small  contribution  from 
his  uncle,  enabled  him  to  support  himself  re- 
spectably at  Oxford,  where  he  entered  at 
Corpus  Christi  College,  in  1567. 

In  157.1,  he  lost  his  benevolent  patron; 
though  his  place  was  fortunately  supplied  by 
Dr,  Cole,  president  of  the  college,  and  Dr. 
Edwyn  Sandys,  bishop  of  London,  and  after- 
wards archbishop  of  York.  He  had  been  so 
favourably  represented  by  bishop  Jewel  to 
Sandys,  that  he  sent  his  son  to  Oxford,  though 
himself  had  been  of  Cambridge,  that  he 
might  have  the  advantage  of  becoming  the 
pupil  of  Hooker.  He  had  also  another  pupil 
of  note  in  Cranmer,  the  grand  nephew  of 
archbishop  Cranmer  the  martyr,  with  both  of 
whom  his  friendship  was  intimate,  and  last* 
ing. 

He  was  elected,  in  1577,  fellow  of  hi«  coli 
lege,,  and  abotit  two  years  after,  was  aji^ointed 
deputy-professor  of  Hebrew,  the  professor  hav- 
ing become  derangod.     .  .  .  / 
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Soon  after  his  taking  otdfsnj  in  1581^  he 
had  the  misfortone  to  preach  at  St.  Paul's 
Cross,  in  London^  where,  by  the  arts  of  a 
designing  woman  in  whose  house  he  lodged 
for  a  few  days,  he  was  Jinveigled  into  a  mar- 
riage with  her  daughter,  which  proved  tb<; 
source  of  disquietude  to  him  throughout  life. 

Driven  now  from  his  fellowship  and  college, 
he  supported  himself  with  difficulty  till  Ihe 
year  1584,  when  he  was  presented  by  John 
Cheny,  Esq^  to  the  rectory  of  DrayUm  Beau- 
champ,  in  Buckinghamshire,  inrhere  he  conti- 
nued about  a  year,  when  by  the  interest  of 
Sandys,  his  patron,  he  was  made  Master  of  the 
Temple.  But  this  situation  neither  accorded 
with  his  temper  nor  his  litjerary  pursuits,  and 
he  petitioned  the  archbishop  of  Canterbury  to 
be  removed  to  ^'  some  quiet  parsonage."  He 
obtained  his  desire,  and  in  1691,  the  rectory 
of  Boscomb,  in  Wiltshire,  was  conferred  upon 
him.  The  ^ame  year,  he  was  likewise  pre- 
sented to  the  prebend  of  Nether-Haven,  in 
the  dbuurch  of  Sarum,  of  lybich  he  was  alB<3^ 
made  subrdean.  In  1595,  be  removed  to 
Bishop's-Bonrne,  in  Kent,vto  the  rectory  of 
which  he  was  presented  by  queen  Elizabetk; 
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loid  here  he  spept  the  ^mainder  of  his  life.  H)e 
died  in  1600^  from  an  accidental  iOoiess,  wh/ei^ 
he  was  only  forty-fieven  years  <^  aj;e. 

Hooker's  gr^at  work  is.  bis  ''  Ecclesiastica} 
Polity/'  The  most  accurate  account  of  the 
tracts,  8ic.  which  gave  biji^th  to  it^  is  given  by 
Mr.  Beloe,  and  is  as  foQows: 

*'  Neither  Wallow,  in  his  life  of  Hooker, 
nor  bishop  Gauden,  nor  many  others^  th«t 
give  an  account  of  Hooker  and  his  writings, 
^ake  mention  of  the  particular  books  ox  tractp 
which  gave  occasion  to  his  writixfg  the  Eccle- 
fliaatical  PoUty.  Whitgift  bad  written  an  an- 
swer to  the  Admonition  to  the  Parliament^  and 
thereby  engaged  in  a  controversy  with  Thomas 
Cartwright,  the  aupposed  author  of  it.  Hook- 
er, in  this  his  excellent  work,  undertook  the 
defence  of  our  ecclesiastical  establishm^ent, 
against  which  Cartwright  appears  to  have  been 
the  most  powerfid  of  all  the  opponents. 

*^  Accordingly,  we  find  throughout  his  work, 
deferences  to  T.  C.  lib.  p.  but  ciMng  no 
book  by  its  proper  title,  we  are  *t  a  loss  at 
this  day  to  know  with  whom  he  was  contend* 
ing.  It  is  therefore  necessary  to  state  the 
controversy,  the  order  whereof  is  this : 

''  Admonition  to  the  Parliament,  viz.  the  first 
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and  second,  in  a  small  duodecimo  volume.  No 
date  or  place. 

''An  Answer  to  an  Admonition  to  the  Parlia- 
ment, by  John  Whitgift,  D,  of  Divinitie,  4to. 
.  printed  by  Bynneman,  1572. 

"  l.^A  Replie  to  the  Answer, by  T.  C.  no  date 
or  place.  4to.  N.  B.  Of  this  there  are  two 
editions,  differing  in  the  order  of  numbering 
the  pages. 

"  A  Second  Answer  of  Whitgift,  as  must  be 
presumed  from '  the  title  of  the  next  article, 
and  ia  probably  no  other  than  a  book  mention- 
ed in  Ames's  Tip.  Antiq.  329,  by  the  title  of 
A  Defence  of  the  Answer  to  the  Admonition, 
folio.  1574.     Printed  by  Bynneman. 

'*|2.  A  Second  Replie  of  Cartwright  (his  name 
at  length)  against  Whitgift 's  Second  Answei*, 
4to.  1575.     No  place. 

''  3.  The  rest  of  the  Second  Replie  of  Cart* 
Wright  against  Whitgift's  Second  Answer. 

'*  Upon  a  reference  to  these  several  publica- 
tions of  Cartwright,  and  a  careful  examina- 
tion of  sundry  passages  cited  from  him  by 
Hooker,  it  most  evidently  appears  that,  by 

"  T.  C.  Lib.  is  meant  No.  1,  as  above  de* 
scribed. 

*' By  T.  C.  Lib.  3.     No.  3. 
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^'  But  here  it  is  to  be  observed,  that  the  re- 
ferences to  Lib.  1.  agree  but  with  one  edition 
of  it,  namely,  that  which  has  the  table  to  the 
principal  points  at  the  begihning,  and  not  at 
the  end,  as  the  other  has.  The  difference  be- 
tween them  is,  that  in  the  former,  the  numbers 
of  the  pages  commence  with  the  Address  to 
the  Churclfi  of  England ;  in  the  latter  with  the 
book  itself:  so  that  to  give  one  instance  of 
diiference,  this  passage  '  It  is  no  small  In- 
jury* is  to  be  found  in  page  25  of  one  edition, 
and  in  page  M  of  the  other. 

''  In  Ames's  Typ.  Antiq.  329,  is  this  article, 
which  seems  to  be  a  collateral  branch  of  the 
controversy,  '  A  Defence  of  the  Ecclesiastical 
Regiment  of  England  defaced,  by  T.  C.  in  his 
Replie  against  D.  Whitgift,  D.  D.'  12mo. 
1574. 

''  It  does  not  appear  that  this'defence  is  of 
Whitgift's  writing,  yet  it  has  the  name  of  his 
printer,  *  Bynneman.' 

"  Fuller,  in  his  Church  History,  Book  ix, 
JOf,  gives  an  account  of  Cartwright,  and  of 
his  dispute  with  Whitgift,  which  is  very  erro- 
neous ;  for  he  makes  it  to  end  at  WhitgiftV 
Defence  of  his  Answer :  nay,  he  goes  farther, 
and  assigns  reasons  for  Cartwright's  silence. 

VOL.    IJ[.  u 
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The  truth  is,  he  was  not  silent  tiU  long  after, 
but  continued  the  dispute  in  the  Tracts,  No. 
t  and  3,  above  noted.  The  relation  of  the 
controversy  by  Neal,  in  his  History  of  the 
Puritans,  Vol.  1.  285  et  seq.  is  v£ry  fair  and 

accurate.'^ 

But  notwithstanding  the  Ecclesiastical  Po* 
lity  may  be  considered  as  originating  in  the 
general  state  of  the  theological  controversies 
of  the  times,  it  was'  yet  occasioned,  or  at 
least  especially  promoted,  by  a  particular  cause. 
At  the  time  when  Hooker  was  chosen  master 
of  the  Temple,  Walter  Travers  filled  the  place 
of  afternoon-lecturer  there.  Travers  was  a 
man  of  learning,  a  good  preacher,  and  of 
unexceptionable  life ;  but  having  been  ordain- 
ed by  the  presbytery  at  Antwerp,  he  was  zea- 
lously attached  to  the  Geneva  discipline.  His 
theological  sentiments  too  were  strictly  Cal- 
vinistical,  while  those  of  Hooker  werfe  of  a 
more  liberal  cast.  Travers  had  the  hope,  that 
should  he  be  elected  master,  he  should  be 
enabled  to  introduce  the  discipline  of  Geneva 
into  the  Temple ;  and  accordingly  exerted  his 
interest  to  obtain  the  mastership.  But  disap* 
pointed  in  his  views  by  the  appointment  of 
Hooker,  he  began  to  attack  the  established 
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scheme  of  church  polity  from  the  pulpit^  and 
his  lectures  were  filled  with  discussions  of  to% 
pics  relative  to  doctrine,  disciphne,  and  the 
ceremonies  of  the  church.  Hooker  felt  it 
incumbent  upon  him  to  repel  this  attack^  also 
from  the  pulpit;  so  that  it  was  pleasantly 
observed,  '•  that  the  forenoon  sermon  spake 
Canterbury,  and  the  afternoon  Geneva."  This 
contest  was  conducted  without  bitterness,  yet 
with  so  much  zeal,  that  Whitgift,  archbishop 
of  Canterbury,  thought  proper  to  condemn 
Travers  to  silence ;  -who,  upon  this,  presented 
^^  a  Supplication  to  the  Privy  Council/'  in 
which  he  complained  that  he  had  been  judged 
and  condemned  without  being  heard,  objected 
to  Hooker's  doctrine,  and  prayed  to  be  re- 
stored to  his  ministry.  This  being  disregarded^ 
his  "  Supplication"  wag  privately  printed  and 
dispersed ;  which  called  forth  an  answer  from 
Hooker  in  a  letter  to  the  archbishop,  which 
was  highly  commended  by  the  advocates  cf 
the  existing  establishment,  and  as  eagerly 
condemned  by  the  favourers  of  Puritanism. 

Firmlj^persuaded  that  he  had  truth  on  his 
side,  he  was  desirous  of  producing  a  more 
complete  and  extensive  conviction.  In  the 
hope  therefore,  of  placing  the  dispute  beyond 

V  2 
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ecclesiasticftl  laws  of  this  land,  we  are  led  by  great 
fisason  to  observe  them,  and  ye  by  no  necessity  bound 
to  impugn  them.   It  is  no  part  of  my  secret  meaning, 
to  dra^  you  hereby  into  hatred,  or  to  set  upon  the 
^e  of  this  cause  any  fairer  gloss  than  the  naked 
truth  doth  afford ;  but  my  whole  mdearour  is  to  re- 
folve  the  conscience,  and  to  shew,  as  near  as  I  can, 
\i^Hat  in  this  controversy  the  heart  is  to  think,  if  it 
will  fdlow  the  lighlk  of  sound  and  sincere  judgm^t, 
without  either  cloud  o^i  prejudice,  or  mit^t  of  passion- 
ate atSection.     Wherefore,  seeing  that  laws  and  ordi* 
nances  in  particular,  whether  such  as  wc  observe,  or 
5uch  as  yourselves  would  have  established ;  when  tfa% 
mind  doth  sift  and  examine    them,  it  must  needs 
have  often  recourse  to  a  number  of  doubts  and  ques- 
tions, about  the  nature,  kinds,  and  qualities  of  laws 
in  general,  whereof,  unless  it  be  thoroiighly  inform- 
ed, there  will  be  no  certainty  to  stay  our  persuaaioa 
upon :  I  have,  fp^  that  cause  eet  down,  in  t)ie  first 
plaoe,  an  inl^duction  on  both  sides  needful  to  be 
considered;  declaring  therein  what  law  is,  how  many 
different  kind^  of  laws  there  are,  and  what  force  they 
are  of,  according  unto  each  kind.     This  done,  be- 
cause ye  suppose  the  laws,  for  which  we  strive,  arc 
found  in  Scripture ;  but  those  not  against  which  ye 
strive ;  and  upon  this  surmise,  are  drawn  to  hold  it, 
as  the  very  main  pillar,  ^'  that  Scripture  ought  to 
be  the  only  rule  of  all  our  actions/'  and  consequent- 
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\y,  that  the  church  orders  which  we  obfierve,  being 
not  commanded  in  Scripture,  are  o£fensive  and  dis- 
pleasant  unto  God ;  I  have  spent  the  second  book  in 
sifting  of  this  point,  which  standeth  with  you  for 
the  first  and  chiefest  principle  whereon  ye  build. 
Whereunto,  the  next  in  degree  is,  that  as  God  wiU 
have  always  a  church  upon  earth,  while  the  world 
doth  continue,  and  that  church  stand  in  need  of  go* 
vemment ;  of  which  government,  it  behoveth  him* 
self  to  be  both  the  author  and  teacher :  so  it  can- 
not stand  with  duty,  that  man  should  ever  presumt 
in  any  wist  to  change  and  alter  the  same;  and 
therefore,  '*  that  in  Scripture  there  must  of  necessi- 
ty be  found  some  particular  form  of  ecclesiastical 
polity,  the  laws  whereof  admit  not  any  kind  of  al* 
teration.'^  The  first  three  books  being  thus  ended, 
the  fourth  proceedeth  from  the  general  grounds  and 
foundations  of  your  cause,  unto  your  general  accusa- 
tions against  us,  as  having-^  in  the  orders  of  our 
church  (for  so  you  pretend)  "  corrupted  the  right 
form  of  <:hurch  polity  with  manifold  popish  rites 
and  ceremonies,  which  certain  reformed  churches 
have  banished  from  amongst  them,  and  have  there- 
by given  us  such  example  as  (you  think)  we  ought 
to  follow/'  This  your  assertion  h'ath  herem  drawn 
us  to  make  search,  whether  these  be  just  exceptions 
against  the  customs  of  our  church,  when  yt  plead 
that  they  are  the  same  which  the  church  of  Rome 
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hath,  or  that  they  are  not  the  same  which  some 
oth^r  reformed  churches  have  devised*  Of  those 
four  books  which  remain,  alid  are  bestowed  about 
the  specialtiea  of  that  cause  which  lieth  in  contro« 
versy,  the  first  examineth  the  causes  by  you  al- 
ledged ;  wherefore  the  public  duties  of  the  Christian 
religion,  as  our  prayers,  our  sacraments,  -and  the 
rest,  should  not  be  ordered  in  such  sort,  as  with  us 
they  are ;  nor  that  power,  whereby  the  persons  of 
men  are  consecrated  unto  the  ministry,  be  disposed 
of  in  such  manner  as  the  laws  of  the  church  do 
allow.  The  second  and  third  are  concerning  the 
power. of  jurisdiction;  the  one,  whether  laymen, 
such  as  your  governing  elders  are,  ought  in  all  con- 
gregations for  ever,  to  be  invested  with  that  power? 
The  other,  whether  bishops  may  have  that  power 
over  other  pastors,  suid  therewithal,  that  honour 
which  with  us  they  have?  And  because,  besides  the 
power  of  order,  which  all  consecrated  personp  have, 
and  the  ppwer  of  jurisdiction,  which  neither  they 
all,  nor  they  only  have,  there  is  a  third  power,  a 
power  of  ecclesiastical  dominion,  communicable,  as 
we  think,  unto  persons  not  ecclesiastical,  and  most 
fit  to  be  restrained  unto  the  prince,  our  sovereign 
commander  over  the  whole  body  politic.  The  eighth 
book  we  have  allotted  upto  this  question,  and  have 
sifted  therein  your  objections  against  those  pre-emi- 
nences royal  which  thereunto  appertain.    Thus  have 
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I  laid  before  you  the  brief  of  these  my  travels,  and 
presented  under  your  view,  the  limbs  of  that  cause 
litigious  between  us,  the  whole  intire  body  whereof, 
being  thus  compact,  it  shall  be  no  troublesome  thing 
for  any  man  to  find  each  particular  controversy's 
resting  place,  and  the  coherence  it  hath  with  those 
things,  either  on  which  it  dependeth,  or  which  de* 
pend  on  it. 


I  shall  now  select  a  few  passages  from  the 
body  of  this  celebrated  work ;  and  endea- 
vour, in  these  selections,  to  exhibit  the  lead- 
ing principles  on  which  the  author  founds  his 
arguments. 

The  law  of  reason  doth  somewhat  direct  men, 
how  to  honor  God  as  their  Creator;  but  how  to 
glorify  God  in  such  sort  as  is  required,  to  the  end 
he  may  be  an  everlasting  Saviour;  this  we  are 
taught  by  divine  law,  which  law  both  ascertaineth 
the  truth,  and  supplieth  unto  us  the  want  of  that  ^ 
other  law.  So  that  in  moral  actions,  divine  law 
helpeth  exceedingly  the  law  of  reason  to  guide  man's 
life;  but,  in  supernatural,  it  alone  guideth.  Pro- 
ceed we  further ;  let  us  place  man  in  some  public 
society  with  others,  whether  civil  or  spiritual;  and 
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IB  this  case,  there  is  no  remedy,  but  we  must  add 
yet  a  further  law.  For  although^  even  here  like- 
wise, the  laws  of  tiature  and  reason  be  of  necessaiy 
use;  yet  somewhat  ovcf  and  besides* them  is  neces* 
sary,  namely,  human  and  positive  law,  together 
with  that  law  which  is  of  commerce  between  grand 
societies,  the  la^  of  nations,  and  of  nations  cbri»^ 
tian.  For  which  cause,  the  law  of  God  hath  like- 
wise  said,  "  Let  every  soul  be  subject  to  the  higher 
powers."  The  public  power  of  all  societies,  is  above 
every  soul  contained  in  the  same  societies.  And 
the  principal  use  of  that  power  is,  to  give  laws 
unto  all  that  are  under  it ;  which  laws,  in  such  case, 
we  must  obey,  unless  there  be  reason  shewed,  which 
may  necessarily  inforce,  that  the  law  of  reason,  or 
of  God,  doth  enjoin  the  contrary ;  because,  except 
our  own  private  and  but  probable  resolutions  be  by 
the  law  of  public  determinations  over-ruled,  we  take 
away  all  possibility  of  social  life  in  the  world.  A 
plainer  example  whereof  than  ourselves,  we  cannot 
have.  How  cometh  it  to  pass,  that  we  are,  at  this 
present  day;  so  rent  with  mutual  contentions,  and 
that  the  church  is  so  much  troubled  about  the  polity 
of  the  church?  No  doubt,  if  men  .had  been  willing 
to  learn,  how  many  laws  their  actions  in  this  life  are 
subject  unto,  and  what  the  true  force  of  each  law  is, 
all  these  controversies  might  have  died,  the  very  day 
they  were  first  brought  forth.     It  is  both  commonly 
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said  and  truly^  that  the  best  men  otherwise  are  not 
always  the  best  in  regard  of  society.  The  reason 
whereof  is,  for  that  the  law  of  men's  actions  is  One, 
if  they  he  respected  only  as  men ;  and  another,  when 
they  are  considered  as  parts  of  a  politic  body.  Many 
men  there  are,  than  whom  nothing  is  more  com- 
mendable when  they  are  singled :  and  yet  in  society 

with  others,  none  less  fit  to  answer  the  duties  which 

I 

are  looked  for  at  their  hands.  Yea,  I  am  persuaded, 
that  of  them,  with  whon\  in  this  cause  we  strive, 
there  are  whose  betters  among  men  would  be  hardly 
•found,    if  they  did  not    live  amongst   men,  but   in 
some  wilderness  by  themselves.    The  cause  of  which 
their  disposition,   so  unframeable  unto  societies  in 
which  they  live,  is,  for  that  they  discern  not  aright, 
what  place  and  force  these  several  kinds  of  laws 
ought  to  have  in  all  their  actions.     Is  there  question 
either  concerning  the  regiment  of  the  church  in  ge- 
neral, or  about  conformity  between  one  church  and 
another,  or  of  ceremonies,  offices,  powers,,  jurisdic- 
tions   in  our    own  church?     Of  all    these  things 
they  judge  by  that  rule,  which  they  frame  to  them- 
telvea  with  some  show  of  probability;    and  what 
seemeth  in  that   sort  convenient,  the  same   they 
think  themselves  bound  to  practise,  the  same  by  all 
means  they  labour  .mightily  to  uphold;  whatsoever 
any  law  of  man  to  the  contrary  hath  determined, 
they  weigh  it  not.     Thus  by  following  the  law  of 
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private  reason,  where  the  law  of  public  should  take 
place,  they  breed  disturbance.     *  ^ 

And  thus  we  see,  how  even  one  and  the  self- 
same thing  is,  ufider  divers  considerations,  conv^ed 
through  many  laws;  and  that  to  measure  by  any 
one  kind  of  law  all  the  actions  of  men,  were  to  con- 
found the  admirable  order  wherein  God  hath  disposed 
all  laws,  each,  as  in  nature,  so  in  degree,  distinct 
from  other. 


In  answer  to  the  main  position  of  the  Pu- 
ritans, that  ^^  the  Scripture  is  our^dnly  guide  in 
all  the  affairs  and  transactions  of  men ;  amidst 
a  multitude  of  other  arguments.  Hooker  urges 
the  following. 

An  earnest  desire  to  draw  all  things  unto  the  de- 
termination of  bare  and  naked  Scripture,  hath  caus- 
ed here  much  pains  to  be  taken  in  abating  the  esti- 
mation and  credit  of  man,  which  if  we  labour  to 
maintain  as  far  as  truth  and  reason  will  bear,  let  not 
any  think  th^t  we  tiiavail  about  a  matter  not  greatly 
needful.  For  the  scope  of  all  their  pleading  against 
men's  authority,  is  to  overthrow  such  orders,  laws, 
and  constitutions  in  the  church,  as  depending  there- 
upon, if  they  should  therefore  be  taken  away,  would, 
perad venture,    leave  neither  face   nor  memory    of 
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churcli  to  continue  long  in  the  world,  the  world  es- 
pecially being  such  as  now  it  is. '  That  which  they 
have  in  this  case  spoken,  I  would  for  brevity  sake 
let  pass,  but  that  the  drift  of  their  speech  being  so 
dangerous,    their  words  are  not   to   be   neglected. 
Wherefore,  to  say  that  simply  an  argument  taken 
from  man's  authority,  doth  hold  no  way,  neither  af- 
firmatively nor  negatively,  is  hard.     By  a  man's  au- 
thority we  here  understand  the  force  which  his  word 
"  hath  for  the  assurance  of  another's  mind  that  build- 
eth  upon  it.     *     *     *     The  strength  of  man's  au- 
thority is  affirmatively  such,  that  the  weightiest  af- 
fairs in  the  world  depend  thereon.     ♦     *     •     And 
if  it  be  admitted,  that  in  matter  of  fact,  there  is  some 
credit  to  be  given  to  the  testimony  of  man,    but 
not  in  matter  of  opinion  and  judgment,  we  see  the 
contrary  both  acknowledged  and  universally  prac- 
tised also  thoughout  the  world.     *     *     In  matter  of 
«tate,  the  weight,  many  times,  of  some  one  man's 
authority,  is  thought  reason  sufficient  even  to  sway 
over  whole  nations.     And  this  is  not  only  with  the 
simple  sort ;  but  the  learneder  and  wiser  we  are,  the 
more  such  arguments,  in  some  cases,  prevail  with 
us.     The  reason  why  the  simple  sort  are  moved  with 
authority,  is  the  conscience  of  their  own  ignorance ; 
whereby  it  cometh  to  pass,  that  having  learned  men 
in  admiration,    they   rather    fear   to  dislike  them, 
than  know  wheiefore  they  should  allow  and  follow 
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their  judgments.    Contrariwise^  with  them  that  are 
skilfiil,  authority  is  much  more  strong  and  forcible; 
because  they  only  are  able  to  discern  how  just  cause 
there  is,  why  to  some  men's  authority,   so  much 
should  be  attributed.     For  which  cause  the  name 
of  Hippocrates,  no  doubt,  were  more  effectual  to  per- 
suade even  such  men  as  Galen  himself,   than    to 
move  a  silly  empirick.     *     •     Even  negatively,  an 
argument  from  human  authority  may  be. strong;  as 
namely  thus :  the  Chronicles  of  England  mention  no 
more  than  only  six  kings  bearing  the  name  of  Ed* 
ward,  since  the  time  of  the  last  conquest;  therefore, 
it  cannot  be  there  should  be  more.    *     •     Infinite 
cases  there  are,.   *     *     wherein  the  testimony  of 
man  will  stand  as  a  ground  of  infallible  assurance. 
That  there  is  a  city  of  Rome,  that  Pius  Quintus 
and   Gregory  XIII,  and   others,   have  been  popes 
of  Rome,  I  suppose  we  are  certainly  enough  per- 
suaded.   The  ground  of  our  persuasion,   who  ne« 
ver  saw  the  place,  nor  persons  before  named,  can  bs 
nothing  but  man's  testimony.     Will  any  man  here, 
notwithstanding,  alledge  those  mentioned  human  in- 
^rmities,  as   reasons   why  these  things  should  be 
mistrusted  or  doubted  of?  yea,  that  which  is  more, 
utterly  to  infringe  the  force  and  strength  of  man's 
testimony,  were  to  shake  the  very  fortress  of  God's 
truth.     For  whatsoever  we  believe  concerning  sal- 
vation by  Christ,  although  the  Scripture  be  therein 
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the  ground  of  our  belief;  yet  the  authority  of  maa 
is,  if  we  mark  it,  the  key  which  openeth  the  door  of 
entrance  into  the  knowledge  of  the  Scripture.  The 
Scripture  doth  not  teach  us  the  things  that  are  of 
God,  unless  we  did  credit  men  who  have  taught  us 

that  the  words  of  Scripture  do  signify  those  things. 

#**  •«  •  «  « 

Let  them  with  whom  we  have  hitherto  disputed 
consider  well,  how  it  can  stand  with  reason,  to  make 
the  bare  mandate  of  Sacred  Scripture  the  only  rule 
of  all  good  and  evil  in  the  actions  of  mortal  men. 
The  testimonies  of  God  are  true,  the  testimonies  of 
God  are  perfect,  the  testimonies  ef  God  are  all-sufi> 
ficient  unto  that  end  for  which  they  were  given. 

♦  ♦  What  the  Scripture  proposeth,  the  same  in 
all  points  it  doth  perform.  *  *  The  scope  and 
purpose  of  God  in  delivering  the  Holy  Scripture, 
such  as  to  take  more  largely  than  behoveth,  tjiey  on 
the  contrary  side  racking  and  stretching  it  further 
than  by  him  was  meant,  are  drawn  into  sundry  as 
great  inconveniences.  These  pretending  the  Scrip- 
tures perfection,  infer  thereupon,  that  in  Scripture 
all  things  lawful  to  be  done  must  needs  be  contained.'' 

*  •  We  may  even  as  well  con'clude  so  of  every 
sentence,  as  of  the  whole  sum  and  body  thereof, 
unless  we  first  of  all  prove,  that  it  was  the  drift, 
scope,  and  purpose  of  Almighty  God,  in  Holy  Scrip- 
ture, to  comprise  all  things  which  man  may  prac- 
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tise.  Bot  admit  this,  and  mark  I  beseech  yon. what 
would  follow.  God,  in  delivering  Scripture  to .  his. 
churchy  should  clean  have  abrogated  amongst  them 
the  law  of  nature,  which  is  an  infallible  knowledge 
imprinted  in  all  the  minds  of  men,  whereby  both 
general  principles  for  directing  of  human  actions  are 
comprehended,  and  conclusions  derived  from  them ; 
upon  which  conclusions  groweth,  in  particularity, 
the  choice  of  good  and  evil  in  the  daily  affairs  of 
this  life.  Admit  this,  and  what  shall  the  Scripture 
be  but  a  snare  and  a  torment  to  weak  consciences, 
filling  them  with  infinite  perplexities,  scrupulosities, 
doubts  insoluble,  and  extreme  despairs?  *  *  For, 
in  every,  action  of  common  life,  to  find  out  some  sen- 
tence clearly  and  infallibly  setting  before  our  eyes 
what  we  ought  to  do,  (seem  we  in  Scripture  never  so 
expert)  would  trouble  us  more  than  we  are  aware. 
In  weak  and  tender  minds  we  little  know  what  mi* 
sery  this  strict  opinion  would  breed,  besides  the  stops 
it  would  make  in  the  whole  course  of  all  men's  lives 
and  actions,  make  all  things  sin,  which  we  do  by  di- 
rection of  nature's  light,  and  by  the  rule  of  common  dis« 
nretion,  without  thinking  at  all  upon  Scripture,  &c.  &c. 
*  ♦  Whatsoever  is  spoken  of  God,  or  things  apper- 
taining to  God,  otherwise  than  as  the  truth  is,  though 
it  seem  an  honour,  it  is  an  injury.  And  as  incre- 
dible praises  given  unto  men,  do  often  abate  and  im- 
pair the  credit  of  their  deserved  commendation  \  so 
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vr«i  must  likewise  take  great  heed,  lest  in  attri- 
buting unto  Scriptufe  more  than  it  can  have,  the 
incredibility  of  that,  do  cause  even  those  things 
ivhich  indeed  it  hath  most  abundantly,  to  be  less 
reverendly  esteemed.  I  therefore  leave  it  to  them- 
.selves  to  consider,  whether  they  have  in  this  first 
point  overshot  themselves,  or  not;  which,  God 
doth  know,  is  quickly  done,  even  when  our  mean- 
ing is  most  sincere,  as  I  am  verily  persuaded,  theirs 
11^  this  case  was. 


I  shall  give  one  more  extract,  taken  from 
the  third  book,  in  which  he  coml)ats  another 
fundamental  position  of  the  Puritans;  ^*  that 
in  Scripture  there  must  be  of  necessity  con- 
tained a  form  of  church  polity,  the  laws 
whereof  may  in  no  wise  be  altered.'* 

The  last  refuge  in  maintaining  this  position,  is 
thus  to  construe  it :  Nothing  ought  to  be  established  in 
the  chuixh,  but  that  which  is  commanded  in  the  word  of 
God;  that  is  to  say,  all  church  orders  must  he  ground- 
ed upon  the  word  of  God,  in  sttch  sort  grounded 
upon  the  word,  not,  that  being  found  out  by  some 
star,  or  light  of  reason,  or  learning,  or  other  help, 
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they  may  bt  received,  so  they  be  not  agiuiist  the 
word  of  God,  but  according  at  leastwise  unto  the 
general  rules  -of   Scripture,    they  must  be  made. 
Which*  is  in  effect  as  mncb  as  to  say,  '^  We  know 
not  what  to  say  well  in  defence  of  this  position: 
and  therefore  least  we  should  say  it  is  &lse,  there  is 
no  remedy  but  to  say,  that  in  some  sense  or  other  it 
may  be  true,  if  we  could  tell  how.''    First,  that, 
Scholy  had  need  of  a  very  favourable  reader,  and  a 
tractable,  that  should  think  it  plain  constmcti(»iy 
when  to  be  commanded  in  the  word  and  gromnded  vf&& 
the  loordy  are  made  all  one.    If  when  a  man  may 
live  in   the  state  of  matrimony,  seeking  that  good 
thereby  which  nature  principally  desiretb,  he  make 
ratber  choice  of  a  contrary  life,  in  regard  to  St. 
PauFs  judgment,  that  which  he  doth  is  manifestly 
grounded  upon  the  word  of  God,  yet  not  commanded 
in  his  word,  because  without  breach  of  any  command- 
ment, he  may  do  otherwise.     Secondly,  whereas  no 
mai^  in  justice  and  reason,  can  be  reproved  for  those 
actions  which  are  framed  according  unto  that  known 
will  of  God,  whereby  they  are  to  be  judged,  and  the 
will  of  God  which  we  are  to  ju^e  our  actions  by, 
no  sound  divine  in  the  world  ever  denied,  to  be  in 
part  made  manifest  even  by  the  light  of  nature,  and 
not  by  Scripture  alone :  if  the  church  being  directed 
by  the*  fbroaer  of  these  two  (which  God  hath  given^ 
who  gave  the  other,  that  man  might  in  different  sort 
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be  guided  by  tbem  both)  if  the  church,  I  say»  do 
approve  and  establish  that  which  thereby  it  judgeth 
meet,  and  findeth  not  repugnant  to  any  word  or 
syllable  of  Holy  Scripture ;  who  shall  warrant  our 
presumptuous  boldness,  controuling  herain  the  church 
of  Christ?  But  so  it  is,  the  Dame  of  the  light  of 
nature  is  made  hateful  with  men;  the  star  of  reason 
and  leaniing,  and  all  other  such  like  helps,  begi&« 
neth  no  otherwise  to  be  thought  of,  than  if  it  wert 
an  unlucky  comet ;  or  as  if  God  had  so  accursed  it, 
that  it  should  never  shiM  or  give  light  ip  things  coo* 
eeming  our  duty  any  way  towards  him^  but  be  C8« 
teem^  ^s  that  star  in  the  revelation,  called  JVorm^ 
Tvood;  which  being  fallen  from  Heaven,  maketh 
rivers  and  waters  in  which  it  ialleth,  so  bitter,  that 
men  tasting  them  die  thereof.  A  number  there  are^. 
who  think  they  cannot  admire  as .  they  ought,  the 
power  and  ablhority  of  the  word  of  Ood,  if  in  things 
divine,  they  should  attribute  a^y  force  to  man's  rea* 
son.  For  which  cause  they  never  use  reason  so 
willingly  as  to  disgrace  reason.  Their  usual  and  com- 
moa  discourstfr  are  unto  this  ei^ct.  First,  '^  the 
natural  man  perceiveth  not  the  things  of  the  spirit 
of  God:  for  Uny  are  foolishness  unto  him,  neither 
can  he  know  them^  because  they  are  spiritually  di&- 
csrned.'*  ^c.  &c.  By  these  and  the  like  disputes,  an 
opinion  h^b  spread  itself  very  far  in  the  world ;  as 
il  the  way  te  be  ripe  in  faith,  were  to  -be  raw  in 
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>wit  and  judgitient;  as  if  reasbawere  an  enemy  unto 
iseligioh,  childish  simplicity  the  mother  of  ghostly 
and  divine  wisdorti.         *         *     -.*        ♦ 
r  To  our  purpose  it  is  safHcient,   that  whosoever 
doth,  servfc,  honour,  and  obey  God^  whosoever  be- 
lieveth  in  him^  that  man  would  no  more  do  this 
than.innocents  and  infants  do  but  for  the  light  of 
natural  reason  that  shineth  in  him,  and  maketb  him 
apt 4or apprehend  those  things  of  God,  which  being, 
by  grace' discovered,  are  effectual  to  persuade  rea- 
'sonable  minds,  and  none  other,  that  honour,  obedi* 
ence,  and.  credit/  belong  aright  unto  God.     No  man 
eometh  unto  God  to  offer  him  sacrifice^  to  potir  out, 
supplications  and  prayers  before  hi;n,  or  to  do  him 
any  servifce,  which  doth  not  first  believe  him  both 
to  be,   and  to  be  a  rewarder  of  them  who  in  such 
soft  seek  unto  him.     Let  men  be  taught  this,  either 
by  revelation  from  Heaven,  or  by  instruction  upon 
earth ;  by  labour,  study,  and  nteditation,  or  by  the 
only  secret  inspiration  of  the  Holy  Ghost;  whatso- 
ever th^  mean  be  they  know  it  by,  if  the  knowledge 
tliereof  were  possible  without  discourse  oi  natural 
reason,  why  should  none  be  found  capable  thereof 
but  only  men;  nor  men  till  such  time  as  they  come 
unto  ripe  and  full  ability  to  work  by  reasonable  un- 
derstanding?    The  whole  drift  of  the  Scripture  of 
God,  what  is  it,  but  only  to  teach  theology  ?     The- 
ology^  what  is  it,  but  the  science  of  things  divine  i 
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What  science  caa.be  attftined  unto,  without  the  help 
of  natural  discourse  and  reason  ?  Judge  you  of  that 
which  I  speak,  saith  the  apostle.  In  vaiii  it  were  to 
speak  £|.ny  thing  of  God,  but  that  by  reason,  men 
are  able  somewhat  to  judge  of  that  they  hear,  and 
by  discourse  to  discern  how  consonant  it  is  to  truth. 
Scripture,  indeed,  teacheth  things  above  nature, 
things  which  our  reason  by  itself  could  not  reach 
unto.  Yet  those  also  we  believe,  knowing  by  rea-: 
son,  that  the  Scripture  is  the  word  of  God.  *  *. 
The  thing  we  have  handled  according  to  the  question 
moved  about  it;  which  question  is,  whether  the 
light  of  reason  be  so  pernicious,  that  in  devising 
laws  for  the  church,  men  ought  not  by  it  to 
search  what  may  be  ht  and  convenient  f  For  this 
cause,  therefore,  we  have  endeavoured  to  make  it  ap- 
pear, how  in  the  natpre  of  reason  itself,  there  is  no 
impediment,  but  that  the  self-same  spirit  which  re* 
vealeth  the  things  that  God  hath  set  down  in  his  law, 
may  also  be  thought  to  aid  and  direct  men  in  finding 
out  by  the  light  of  reason,  what  laws  are  expedient 
to.be  made  for  the  guiding  of  his  church,  over  and 
besides  them  that  are  in  Scripture.         •      *       » 

The  Gospel,  as  they, say,  containeth  not  only  doc* 
trine  instructing  men  how  they  should  believe,  bub 
also  precepts  concerning  the  regiment  of  the  church. 
Discipline  therefore  is  a  part  of  the  Gospel,  and  Go4 
being  the  author  of  the  whole  Gospel,  as  well  of  dis-* 
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eipline  as  of  doclrifte,  it  cannot  be  bat  tk^  both 

of  them  bave  a  eOmiAOfi  cause.    So  that  as  we  are  to 

hclievc  for  ever  the  articles  of  evangelical  dOctrUie» 

so  the  precepts  of  discipline  we  ai*e  in  like  sort 

I 

bound  for  ever  to  oj^setrve.  Touching  points  of  doe* 
trine,  *  *  they  have  been,  sirif  e  the  first  hour 
that  there  was  a  church  in  the  world,  and  till  the 
last  they  miist  be  believed;  but  as  for  matters  of 
regiment,  the}'  are  for  the  most  part  of  another  nar 
ture.  ♦  ♦  ♦  Yea,  it  is  not  denied,  I  am  «ure, 
by  themselves,  that  certain  things  in  discipline  are 
of  that  nature,  as  thi^  may  be  varied  l^  times, 
{ilaces,  persons,  and  other  the  like  circumstances. 
Whereupon  I  demand,  are  those  changeable  points 
of  discipline  commanded  in  tKe  word  of  God,  or  no? 
If  they  be  not  commanded,  and  yet  may  be  received 
in  the  church,  how  can  their  former  position  stand, 
condemning  all  things  in  the  church,  which  in  the 
word  are  not  commanded  ?  If  they  be  commanded, 
and  yet  may  suffer  change,  how  can  this  latter  stand, 
affirming  all  things  immutable  which  are  command- 
ed of  Gadf  *  ••  *  As  for  those  marvellous 
discourses,  whereby  they  adventure  to  argue,  that 
God  must  needs  have  done  the  thing,  which  they 
imagine  was  to  be  done,  I  must  confess,  I  have  often 
wondered  at  their  exceeding  boldness  herein. '  When 
iffie  question  is,  whether  God  have  delivered  in  Scrip- 
ture,  as  they  affirm  he  hath,  a  complete,  particular, 
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immutable  form  of  church  polity;  why  take  they 
that  other,  both  presumptuous  and  superfluous  la* 
hour,  to  prove  he  should  have  done  it;  there  being  no 
way  in  this  case  to  prove  the  deed  of  God,  saving 
only  py  producing  that  evidence  wherein  he  hath 
done  it?  But  if  there  be  no  such  thing  apparent 
upon  record,  they  do  as  if  one  shctuld  demand  a  le- 
gacy by  force  and  virtue  of  some  written  testament, 
wherein  there  being  no  such  tiling  specified,  he  plead- 
eth,  that  there  it  must  needs  ^  be,  and  bringeth  argu- 
ments from  the  love  or  good  will  which  always  the 
testator  bore  him,  imagining  that  tliese  or  the  like 
proofs  will  convict  a  testament  to  have  that  in  it, 
which  other  men  can  no  where  by  reading  fiiid. 


'  The  Ecclesiastical  Pblity  contains  the  most 
profoundj  and  the  ablest  defence  of  ecclesi- 
astical establisbments,  which  has  ever  appeared 
and  displays  powers  b(  reasoning  of  the  fir^t 
order^  joined  with  an  extent  of  learning  rare- 
ly attained.  With  his  own  party,  it  gained 
the  author  an  unbounded  reputation^  both  al 
home  and  abroad ;  and  even  with  his  antago- 
nists^ the  Puritans,  his  profound 'learning,  his 
talents,  and  unexampled  cs^ndour,  were  objects 
of  respect  and  admiration.    Though  jt  would 
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be  going  too  far  to  say  that  Hooker  settled  the 
controversy  between  the  Puritans  and  the 
Church  of  England,  it  may  be  affirmed  with 
truth,  that  no  champion  of  equal  ability  was 
found  to  enter  the  lists  in  defence  of  the  op- 
pbsite  cause.  The  style  of  this  work,  too,  pos- 
sesses some  of  the  highest  characteristics.  *  It 
is  perspicuous,  forcible,  and  manly;  and  evi- 
dently flows  from  the  pure  source  of  an  in- 
genuous and  upright  mind. 

I  consider  t)ie  Ecclesiastical  Polity  as  by  far 
tjie  most  important  work  which  had  appeared 
prior  to  I^ord  3acon.  For  extent  and' variety 
of  learning,  it  is  without  a  rival.  There  is  no 
single  book,  which  resulted  from  the  reforma- 
tion, to  which  the  following  assertion  of  M. 
Villers^  is  so  strictly  applicable.  After  taking  a 
view  of  the  progress  of  knowledge  consequent 
upon  th6  reformation,  he'  remarks,  '^Who- 
ever wishes  to  be  instructed  in  history,  in  clas- 
sical literature,  and  philosophy,  can  chuse  no- 
thing belter  than  a  course  of  protestant  the- 
ology.'* 

Accordingly, -the  work  of  Hooker  is  not  to 
be  regarded  simply  as  a  theological  treatise, 

♦  Essay  on  the  Spirit  ^nd  Influence  of  the  Rcformationj 
by  Luther,  &c,  , 
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on  a  subject  about  vhich  men's  minds  are 
pretty  well  settled  in  modern  times.  Xhe  au- 
thor^ in  his  zeal  to  establish  bis  main  pointy 
and  from  his  anxiety  to  distinguish  what  is 
human  from  what  is  divine^  is  led  to  examine 
into  t1|e  principles  of  moral  duty^  and  the  laws 
of  social  union;  and  hence  we  find  him  fre- 
quently referred  to,  by  subsequent  writers^  as  au- 
thority for  moral  and  political  principles.  No 
wonder,  therefore,  that  Pope  Clement  VIII. 
after  the  first  book  only  had  been  read  to  him, 
should  exclaim — "There  is  no  learning  that 
this  man  has  not  searched  into."  As  a  com- 
position  too,  it  presents  the  first  example  in  the 
language,  of  strict  methodical  arrangement^ 
and  of  clear  logical  reasoning. 


/ 
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Many — indeed^  most  of  the  literary  oma* 
ments  of  Elizabeth's  reign^  florished  under 
James  also ;  but  the  poets,  when  they  fell  off, 
left  ho  worthy  successors.  From  the  com- 
mencement of  this  reign,  Johnson  dates  the 
rise  of  what  he  calls  (with  dubious  propriety) 
the  metaphysical  poets,  who,  abandoning  all 
simplicity  of  language — the  genuine  expres- 
sion  of  nature  and  of  passion,  sought  only  la- 
boured and  meretricious  ornaments  of  diction 
— unnatural  conceits,  antitheses,  and  tasteless 
jingle  of  words. 

The  prose  style  was  disgraced  by  equal  ab- 
surdities. An  abominable  fashion  began  of 
writing  half  Latin,  half  English;  and  our 
books  were  as  much  interlarded  with  Latin  a!| 
Persic  books  are  with  Arabic.  Of-this  wretch- 
ed atyle,  bishop  Andrews,  and  BurtOB^  in  his 
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Anatomy  of  Melancholy,  are  remarkable  ex- 
amples ;  particularly  the  former.  Even  the  great 
Bacon,  the  soundness  of  whose  judgment 
would  naturally  have  rejected  all  uncouth 
ornaments^  was  so  fat  influenced  by  the  pre- 
valent taste,  as  to  admit  too  frequently  the 
heterogeneous  mixture.  This  is  particularly 
observable  when  he  addresses  any  piece'  to 
th^  pedant  James,  in  compliment  to  whom 
much  of  this  barbarous  taste  might  probably 
have  been  adopted.  But  a  more  general 
cause  is,  that  the  revival  of  letters  was  yet  too 
recent  for  men  to  divest  themselves  of  that 
9iUy  and  boyish  vanity,  which  seeks  all  op* 
portunities  of  displaying  the  learning  it  has 
acquired.  This  pedantic  style  is  ridiculed  by 
Shakespeare  in  his  Holofernes  (Love's  Labour 
Lost);  and  sir  Phihp  Sidney  has  another  such 
a  pedagogue  in  b  masque,  at  the  end  of  his 
works. 

The  increase  of  polemical  divinity,  too,  lent 
its  aid  to  promote  this  corruption  of  language. 
The  subjects  of  contest,  which  chiefly  inter* 
ested  the  theological  champions,  were  tl^e  caU 
Vinistic  ones  of  election,  predestination,  &c. 
&x:.  These  fell  in  .exactly  with  the  ruling  pas« 
sion  of  the  monarch,  who  shpne  more  con« 
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sptcuously  as  a  divine  than  as  a  king.   But  mch 
discussions  had  one  consequence  not  quite  so 
well  suited  to  his  taste.    The  preachers,  from 
their    frequent     examination    of    theological 
topics,  had  acquired  an  habitually  prying  an4 
busy  spirit ;  and  they  could  not  rest,  till  they 
had  examined  into  the  grounds  of  the  uncon- 
scious prerogative  claimed  by  the  sovereign. 
This  transgression  of  the  boundaries  of  their 
own  province  occasioned,  however,  in  August, 
i622,    the  '*  Dircction$,  by   ro/al  authority, 
concerning  Preachers    and  Preaching;"    and 
which  were  cspecialiy.  levelled  at  the  Puritans 
and  lecturers,  and  excited  great  clamour. 

Many  corruptions  also  probably  crept  in  by 
i»eans  of  the  catholic  books  so  industriously 
disseminated.  The  Englishmen  who  wrote 
tticm,  having  lived  abroad  and  spoken  otlier 
languages,  seem  frequently  to  have  forgotten 
their  native  idioms:  for  the  strange  phrases 
which  occasionally  occur  are  verj'  curious,  and 
sometimes  verv  ludicrous. 

In  additibn  to  those  imperfections  of  style 

'  which  arose  from  exotic  admixtures— the  writ*- 

ers  of  this  period  often  neglected  to  ohsein*e 

{the  rules  of  grjammar ;  and  paid  no  attention 

whatever  to  elegance  and  to  harmony  of  pe** 
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riod.  Though  sound  is  insignificaut  when 
compared  to  sense;  yet  where  they  can  be 
rendered  conlpatible,  it  were  idle  fastidious- 
ness to  disdain  the  help  of  the  former  in 
augmenting  general  effect.  The  language  of 
conversation,  and  the  epistolary  and  familiar 
style,  were  in  a  far  better  taste  than  the  formal 
compositions  of  authors. 

Generally  speaking,  the  best  studies  of  this 
reign  were  those  of  classical  literature,  which 
the  learning  and  example  of  James,  no  doubt> 
contributed  greatly  to  render  fashionable. 
jCasaubon^  the  eminent  scholar,  was  ihvited 
from  France,  and  granted  a  pension  of  300L 
a  year,  besides  church  preferments.  Antonio 
de  Dominis,  archbishop  of  Spalatrjg^  also  dis- 
tinguished for  his  classical  learning,  resided 
for  some  time  in  this  country;  but  as  his 
remuneration  was  incommensurate  with  his 
ambition,  he  withdrew  again  to  the  conti- 
nent. 

If  we  except  Sidney's  Arcadia,  it  may  be 
affirmed  that  prose  allegory  began  in  this  reign ; 
and  I  believe  that  ^'  The  Isle  of  Man,"  by  Bar- 
nard, is  one  of  the  first  specimens.  The  book 
was  lately  reprinted  at  Bristol.  John  Bunyan 
carried  this  sort  of  writing  to  the  very  point 
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vf  perfection.  Long  after,  bishop  Patrick 
wrote,  A  Pilgrim,  but  remarkable  only  for 
dullness ;  and  the  catholics  have,  A  Pilgrim 
to  Ldretto,  which  is  also  bad,  though  it  has 
beautiful  passages  of  description.  With  the 
exception  of  these  allegories^  there  is  very 
little  original  prose  fictitious  narrative  before 
the  time  of  Charles  II. 

Translations  were  uncommonly  numerous* 
I  believe,  that  thei'e  was  not  a  single  good 
book  published,  at  this  period,  in  any  part 
of  Europe,  which  was  not  speedily  'made 
English.  In  general,  these  versions  were  well 
4one;  with  respect  to  the  romances^  very 
badly,  as  before  noticed. 

Voyagers  and  travellers  were  likewise  abun* 
<lant,  and  assisted  to  augment  our  literary 
treasures. 

But  the  brightest  star  in  this  galaxjT  of  wor« 
thies,  was  the  lord  Verulam.  His  intellec- 
tual labours  did  more  tOienlighteflL  his  fellow 
men,  and  to  fix  them  in  a  state  of  general 
improvement^  than  those  of  all  others  com- 
bined. Succeeding  philosophers  have  had  lit- 
tle else  to  do  than  to  walk  in  his  steps;  or  at 
least,  to  proceed  towards  those  various  ol^jjects 
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of  kn^ledgf^  to.  which  he  ppinted  out  thfi 
w»j.  Mankind  now  becamis  fixed  in  their 
views  us  to  literature  and  life ;  and  from  this 
period  the^*  progression  in  knowledge  and  rcr 
^t^en^nt  ha^  been  rapid  and  joninterrupted. 
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Francis  Bacok,  viscount  St.  AlbanSj  and 
high  chancelloir  of  Englaodi  son  of  sir  Ni-» 
cholas  Bacon,  lord  keeper  of  the  great  seal,  was 
born  in  London,  1560-1,  at  York-House  in  the 
Strand,  At  the  e^rly  age  of  thirteen  years,  or 
in  1573,  he  entered  at  Trinity  CoUege,  Cam^ 
bridge^  under  the  tuition  of  Dr.  John  Whit 
gif]t>  afterwards  archbishop  of  Canterbufy. 
Soon  after  this  period,  cm  account  of  the  ex<». 
traordinary  maturity  of  his  understandings  hiH 
father  resolved  that  he  should  travel ;  and  he 
accordingly  sent  bim  to  France  under  the  iQ^ 
spection  of  sir  Amias  Powlettj  the  quel's 
ambasador  at  Paris, 

His  father  dying  suddenly,  he  was  unex- 
pectedly left  with  a  very  incompetent  fortune^ 
and  on  his  return  from  France,  he  entered  at 
Gray's  Inn^  t^^at  by  the  study  of  tbie  I«w,  h^ 
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might  supply  the  deficiency.  In  1588,  he  he« 
came  reader  at  Gray*s  Inn,  and  from  his  repu-» 
tation  in  this  office,  he  was  appointed  by  the 
queen,  her  counsel  learned  in  the  law  extra- 
ordinary. In  l60(),  he  was  chosen  double 
reader  of  Gray's  Inn.  Towards  the  latter  part 
of  the  reign  of  Elizabeth,  he  began  to  distin- 
guish himself  as  a  speaker  in  the  House  of 
Commons,  where,  by  his  weight  of  thought 
and  power  ,of  comprehensive  survey,  he  al» 
ways  astonished  and  often  prevailed. 

After  the  death  of  Elizabeth,  he  was  intro- 
duced to  her  successor,  James  I,  and  in  1603, 
the  honour  of  knighthood  was  conferred  upon 
him  by  that  prince.  The  year  following,  he 
was  coiistitutied  by  patent  one  of  his  majesty's 
council  learned  in  the  law,  with  a  fee  of  forty 
pounds  a  year.  The  same  day,  his  majesty 
granted  him,  by  another  patent  under  the 
great  seal,  a  pension  of  sixty  pounds  a  year, 
for  special  services  received  from  his  brother 
^Anthony  Baoon,  and  himself. 

He  was  married  in  1607,  to  Alice,  daughter 
of  Benedict  Barnham,  Esq.  alderman  of  Lon-t 
don,  by  whom  he  had  a  considerable  fortune, 
but  no  issue.  The  same  year  *he  was  appoint- 
ed king's  solicitor.    About  four  years  aftcF. 
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he  obtained  the  ofRce  of  judge  of  the  mar- 
shall's  court,  jointly  with  sir  Thomas  Vavasor; 
as  also  the  ofiLce  of  the  court  of  star-chamber, 
a. place  of  great  value.    In  l6ld,  he  succeed*- 
ed  sir  Henry  Hobart  as  attorney  general ;  and 
about  three  years  after,  was  sworn  of  the  pri- 
.vy  counciL     On  the  resignation  of  the  chan- 
cellor,  lord  viscount  Bracjsley,  l6 16-17,  the 
Icing  presented  the  great  seal' to  Bacon,* when 
in  the  57th  year  of  his  age,  with  the  title  of 
lord  keeper.    He  obtained,  in  1618,  the  title 
of   lord  high  chancellor    of.  England;    and 
about  six  months  after,  in  the  same  year^  was 
created  baron  of  Verulam.    In  the  year  1621,, 
the  title  of  viscount  St.*  Albans,  was  conferred 
upon  him,  to  which  a  small  pension  was  an- 
nexed out  of  the  customs.     His  disgrace  fol- 
lowed shortly  after ;  by  which  he  was  deprived 
of  his  highs  office,  for  bribery  and  corruption^ 
amersed  in  a  fine  of  40^0001.  sent  prisoner  to 
the  Tower,  and  .declared  incapable  of  any  of- 
fice  or    employment  in  the  state.     After  a 
short  confinement,  howeverj  he  was  released ; 
,and  on  the  12th  of  October,  of  the  same  year, 
the  king  signed  a  warrant   for  his    pardon, 
his  parliamentary    sentence    excepted.    Not 
long  before  the  decease  of  James  I.  in  1625, 


he  obtained  ft  full  pardon.    He  died  on  the 
9th  of  April,  1626. 

I  now  proceed  to  a  brief  account  of  the 
works  of  tbiifif  great  mam,  which  are  beyond  aB 
comparison  the  most  important  in  oar  na- 
tional literature. 

1.  During  his  stay  in  France,  he  coBftposed  a 
sucrinct  '^  View  of  the  State  of  Europe/'  at 
that  time,  which  his  biographer  (Mallei^  ob'> 
serves,  was  written  when  he  was  only  nmeteen  ^ 
and  it  is  very  remarkable^  that  in  this  juvenile 
production,  the  same  sphrit  of  philosophy  is 
discoverably  which  pervades  his  subsequent 
writings. 

2.  In  1596,  be  finished  his  ^'Maxims  of  the 
toLvr/'  which  work/  however,  was  not  publish- 
ed till  after  his  death,  and  is  said  to  have  suf- 
ered  materially  from  that  ^ause. 

3.  The  next  year  he  published  the  first  part 
of  his  ^  Essays  or  Councilsy  Civil  and  Moral.'' 

4.  In  1508,  he  wrote  his  ^  History  of  the 
Alienation  Office/'  though  it  was  not  published 
till  many  years  after  his  death;  a  work  which 
displays  an  extejisive  knowledge  of  our  history 
and  8nti<}uities>  and  clearly  evinces  his  pro< 
found  skill  in  his  profession. 

5.  He  has  aW  left  a  memorial  of  the  mffn 


8t  Elizatetli.  This  seems  to  have  b^^n  com- 
posed id  the  life  time  of  that  princess ;  though 
after  het  decelise;it  was  ne^\f  methodised,  revis-^ 
ed,  corrected,  aind  translated  into  Latin.  At  the 
request  bf  the  siutbor  it  Was  ttaftstdiitted  in 
MS.  to  M;  de  Tbou^  while  engaged  in  the 
comppsition  of  His  Universal  History;  and  that 
historian  has  ackilowlddged  the  u§^e  be  has 
made  of  it.  This  work;  however,  w»i  not 
printed  till  a  long  while  after  his  death  ;  a!nd 
dis^covers  the  extent  of  his  learning,  as  well  as 
the  depth  of  his  policy. 

6.  In  1605^  he  published  his  work  entitled, 
^'  The  Proficience  and  Advancement  of  Learn- 
inig,"  which  formis  the  fii^st  part  of  hii^  greoi 
work,  which  be  afterwards  prQblished  under  the 
title  of  Imtauratio  Scientiarum*  The  ''  Ad« 
vaticement  of  Leitrning  **  was  written  in  En- 
glish, and  divided  into  two  books'^  The  first 
iM  chiefly  employed  in  opposing  certain  ob- 
jections to  learning,  and  in  pointing  out  the 
many  impediments  to  its  ptogress.  In  the  se- 
cond book,  he  proceeds  to  his  distribtftion  of 
knowledge,  which  is  into  three  parts.  He  ob- 
serves— ^'  The  parts  of  human  learning,  have 
reference  to. the  three  parts  of  man's  under- 
standing, which  is  the  seat  of  learning :  his- 
tory to  Ju3  memory^  poesy  to  his  imagination* 
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and  philosophy  to  his  reason.  He  gives  abo  » 
genealogical  table  of  khowledge^  agreeably  to 
this  distribution.  I  shall  select  a  few  extracts 
/rom  each  book,  which  will  be  suiEcient  to  ex- 
Jiibit  his  general  views  of  knowledge  of  all 

SOfftS* 

*  a 

Sook   L 

There  be  chiefly  three  vanities  in  studies,  whereby 
learning  hath  been  most  traduced.     For  those  things 
we  do  esteem  vain  which  are  either  false,  or  frivo- 
lous,  those  Vhich  have  either  no  truth,  or  no  use  : 
and  those  persons  we  esteem  vain,  \ivhich  are  either 
credulous  or  curious ;  and  curiosity  is  either  in  mat* 
ter  or  words  :>  so  that  in  reason,  as  well  as  in  experi« 
ence,  there  fall  out  to  be  these  three  distempers,  as 
I  may  term  them,  of  learning :  the  first,  fantastical 
learning ;  the  second,  contentious  learning ;  and  the: 
last,  delicate  learning ;   vain  imaginations,  vain  al* 
tercations,  and  vain  affectations;  and  with  the  last  I- 
will  begin.      *  '  : 

Martin  Luther,  conducted  no  doubt  by  ap  higher 
providence,  but  in  discourse  of  reason,  finding  what 
^  province  he  had  undertaken  against  the  bishop  of 
Rome,  and  the  degenerate  traditions  of  the  church ; 
and  finding  his  own  solitude^  being  ng  ways  aided  by 
the  opinions  of  his  own  time,  was  enforced  to  awake 
all  antiquity,  and  to  call  former  times  to  his  succour^ 
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to  make  a  party  against  the  present  time.     So  that 
the  ancient  authors,    both  in  divinity  and  in  hu- 
manity, which  had  long  time  slept  in  libraries,  be- 
gan generally  to  be  read  and  revolved.     This  by  con* 
sequence  did  draw  on  a  necessity  of  a  more  exqui- 
site travel  in  the  languages  original  wherein  those 
authors  did  write,  for  the  better  advantage  of  press- 
ing and  applying  their  words.    And  thereof  grew 
again  a  delight  in  their  manner  of  style  and  phrase, 
and  an  admiration  of  that  kind  of  writing;  which 
was  much  furthered  and  precipitated  by  the  enmity 
and  opposition,  that  the  propounders  of  those  pri- 
mitive, but  seeming  new  opinions^  had  against  the 
schoolmen,  who  were  generally  of  the  contrary  part^ 
and  whose  writings  were  altogether  in  a  different 
style  and  form,   taking  liberty  to  coin  and  frame 
new  terms  of  art  ^o  express  their  own  sense,  and  to 
avoid  circuit  gff  speech,  without  regard  to  the  pure- 
ness,  pleasantness,  and  as  I  may  call  it,  lawfulness, 
of  the  phrase,  or  word.     And  again,    because  the 
great  labour  then  was  with  the  people,  of  whom  the 
Pharisees  were  wont  to  say,  Execrabilis  ista  turba 
qum  turn  navit  legem;  for  the  winning  and  persuading 
of  them,  there  grew  of  necessity  in  chief  price  and 
request,  eloquence  and  variety  of  discourse  as  the 
fittest  and  for^iblest  access  into  the  capacity  of  the 
vulgar  sort :   so  that  these  four  causes  concurnng^ 
th«  admiration  of  ancient  authors,  the  hate  of  the 
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dchoolmeo,  the  exact  study  of  languages,  and  the 
efficacy  of  preaching,  did  bring  in  an  affected  study 
of  eloquence,  and  copia  of  speech,  which  then  hcgatf 
to  flourish.    This  grew  speedily  into  an  excess  ;  for 
men  began  to  hunt  niore  after  words  than  miatter ; 
and  more  after  the  choiceness  of  the  phrase,  and  the 
round  and  clean  composition  of  the  sentence,  and 
the  sweet  falling  of  the  clauses,  and  the  xstty'ing  and 
illustration  of  their  works  with  tropes  and  figures, 
than  after  the  weight  of  matter,  worth  of  subject, 
soundness   of  argument,  life  of  invention,  or  depth 
of  judgment.    Then  grew  the  flowing  and  watery 
vein  of  Osorids,  the  Portugal  bishop,  to  be  in  price. 
Then  did  Sturmius  spend  such  infinite  and  carious 
pains  upon  Cicero  the  orator,  and  Hermogenes  the 
rhetorician,  besides  his  own  books  of  periods,  and 
imitation,    and  the  like.    Then  did  Car  of  Cam- 
bridge, and  Ascham,  with  their  lectures  and  writ- 
ings,  ,almost  deify  Cicero  and  Demosthenes,  and  al- 
lure all  young  men  that  were  studious,  unto  that  de- 
licate, and  polished  kind  of  learning.    Then  did  Eras^ 
mus  take  occasion  to  make  the  scoffing  echo;  Decern 
annos  consumpsi  in  legendo  Cicerone :  and  the  echo  an^ 
swered  in  Greek,  *OFf,  Asine.  ^  Then  grew  the  learn- 
ing of  the  schoolxhen  to  be  utterly  despised,  as  bar- 
barous.   In  sum,  the  whole  inclination  and'  blent  of 
those  times  was  rather  towards  copia  than  wieight. 
Here  therefore  is  the  fitst  distefliper  Of  ilesot&dg, 
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ifiixtn  men  study  words  and  not  matter :  whereof, 
though  I  have  represented  an  escample  of  late  times, 
yet  it  hath  been,  and  will  be,  secundum  m<ijm  ct  mums 
in  dl  time.  And  how  is  it  possible  but  this  should 
have  an  operation  to  discredit  learning,  even  with 
vulgv  capacities,  wheikthey  see  learned  men's  works 
fike  the  first  letter  of  a  patent  or  limned  bookj 
which,  though  it  hath  large  flourishes,  yet  it  is  but 
a  letter  ?  It  seems  to  me  that  Pygmalion's  frenzy  is 
a  good  emblem  or  portraiture  of  this  vanity.;  for 
words  are  but  the  images  of  matter,  and  except  they 
have  life  of  reason  and  invention,  to  fall  in  love  with 
them  is  all  one  as  to  fall  in  love  with  a  picture. 


Among  various  other  errors  which  he  points 
out  as  impediments  to  the  progress  of  Icarn^ 
ing,  he  says: 

But  the  greatest  error  of  all  the  rest,  is  the'  mis- 
taking or  misplacing  of  the  last,  or  farthest  end  of 
knowledge :  for  men  have  entered  into  a  desire  of 
learning  and  knowledge,  sometimes  upon  a  natural 
curiosity,  and  inc^uisitive  appetite;  sometijoies  to  en- 
tertain their  minds  with  variety  and  delight^  some- 
tunes  for  ornament  aod reputation;  and  somctimes^ 
to  enable  tl^m  t»'  victory  of  wit  and  contradiction^ 
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and  most  times  for  lucre  and  profession;  and  seldonl 
«itt<?erely  to  give  a  true  account  of  their  gift  of  rea- 
son, to  the  benefit  and  use  of  men :  as  if  there  were! 
soughtk  in  knowledge  a  couch,  whereupon  to  rest  1 
searching  and  restless  spirit ;  or  a  terras,  for  a  wan- 
dering and  variable  mind  to  walk  up  and  down  witd 
a  fair  prospect ;    or  a  tower  of  state,  for  a  pfoud 
mind  to  raise  itself  upon  ;  or  a  fort  or  commanding 
ground  for  strife  and  contention;  or  a  shop  foi  pro- 
fit or  sale;  and  tiot  a  rich  storehouse  for  the  glory 
^  of  the  Creator,  and  the  relief  of  man's  estate.     But 
this  is  that  which  will  indeed  dignify  and  exalt  know- 
ledgCy   if  contemplation  and  actioii  may  be   more 
nearly  and  straitly  conjoined  and  united  together  than 
they  have  been;  a  conjunction  like  unto  that  of  the 
two  highest  planets,  Saturn,  the  planet  of  rest  and 
contemplation,  and  Jupiter,  the  planet  of  civil  so- 
ciety and  action :  howbeit,    I  do  not  mean,  when  I 
speak  of  use  and  action,  that  end  before  mentioned 
of  the  applying  of  knowledge  to  lucre  and  profession;, 
for  1  am  not  ignorant  how  much  that  diverteth  and 
interrupteth   the  prosecution   and   advancement  of 
knowledge^  like  unto  the  golden  ball  thrown  before 
Atalanta,  which,  while  she  goeth  aside  and  stoopeth 
to  take  up,  the  race  is  hindered ; 

\ 

I 

DecUnani  cursusy  aurumqtte  Mobile  toUit, 
Neither  is  my  meaning,  as  was  spoken  of  Socrates, 
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to  call  philosophy  down  from  heaven  to  converse 
upon  earth-;  that  is,  to  leave  natural  philosophy 
aside,  and  to  apply  knowledge  only  to  manners  and 
policy.  But  as  both  heaven  and  earth  do  conspire 
and  contribute  to  the  u::e  and  benefit  of  tnan ;  so  the 
end  ought  to  be,  from  both  philosophies  .to  separate 
and  reject  vain  speculations,  and  whatsoever  is  emp- 
ty and  void,  and  to  preserve  and  augment  whatso- 
ever is  solid  and  fruitful :  that  knowledge  may  not 
be>  as  a  courtesan,  for  pleasure  and  vanity  only,  or 
as  a  bond-woman,  to  acquire  and  gain  to  her  mas- 
ter's use ;  but  as  a  spouse,  for  generation,  fruit,  and 
comfort. 


Speaking  of  the  advantages  of  learning,  lie 
afterwards  proceeds : 

It  is  an  assured  truth,  which  is  cpnt£(ined  in  the; 
verses ; 

Scilicet  ingenuas  dididsse  Jidclitcr  artes^ 
*  Emollit  mores,  nee  sinit  esscferos. 

It  taketli  away  the  wildness,  and  barbarism,  an^ 
f^ercenesg  of  men's  minds :  but  indeed  the  accept  ha4 
peed  be  upon  Jidtliter :  for  a  little  superficial  learn-» 
ing  doth  rather  work  a  contrary  effect.  It  t^iHetl^ 
j^way  all  levity,  teinerity,  and  insolency,  by  copioi\^ 
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jBiUggestion  of  all  doubts  and  difHcultieSy  and  ac({uaint«> 
ing  the  mind  to^  balance  reasons  on  both  sides,  and 
0  turn  back  the  first  ofiers  and  conceits  of  the  kind, 
;uid  to  accept  of  nothing  but  examined  and  tried^ 
It  taketh  away  vain  admiration  of  ^any  thing,  which 
is  the  root  of  all  weakness /for  all  things  are  ad« 
iniredy  either  because  they  are  new,  or  because  they 
^xe  great.  For  novelty,  no  man  wadeth  in  learning^ 
or  contemplation  throughly,  but  will  find  that  print-? 
ed  in  his  heart.  Nil  ngvi  super  terram.  Neither  can 
any  man  marvel  at  the  play  of  puppets,  that  goeth 
behind  the  curt^.in,  and  adviseth  well  of  the  motion. 
And  for  magnitude,  as  Alexander  the  Great,  after 
that  he  was  used  to  great  armies,  and  the  great  con- 
quests of  the  spacious  provinces  in  Asia,  when  ^e 
received  letters  out  of  Greece,  of  some  fights  and 
services  there,  which  were  commonly  for  a  passage, 
or  a  fort,  or  some  walled  town  at  the  most,  he  said, 
'^  It  seemed  to  him,  that  he  was  sidvertised  of  the 
battle  of  the  frogs  and  the  mice,  that  the  old  tales 
went  of."  So  certainly,  if  a  man  meditate  upoii  the 
universal  frame  of  nature,  the  earth  with  men  upon 
it,  the  divineness  of  souls  excepted,  wiU  i|ot  seen^ 
much  other  than  an  ant-hill,  where  some  ants  carry 
porn,  and  some  carry  their  young,  and  some  go  empty, 
^d  all  .to  and  fro  a  little  heap  of  dust.  It  taketh 
^way  or  mitigateth  fear  of  death,  or  adverse  fortune  j 
l^hich  is  oqe  of  the  grea^st  impedioients  of  virtufi 
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j^Qjd  imperfections  of  manners.  For  if  a  man's  mint) 
))e  deeply  seasoned  with  ihe  consideration  of  the 
mortality  and  cormptible  natyre  of  things,  he  will 
easily  concur  with  Epictetus,  who  went  forth  one  day, 
imd  saw  a  wpman  weeping  for  her  pitcher  of  earth 
that  was  brojten;  and  went  forth  the  next  day,  and 
^aw  a  woman'  weeping  for  her  son  that  was  dead ; 
^nd  thereupon  said,  Heri  vidi  fragikm  frangi,  hodic 
vidi  mortalem  mori.  And  therefore  Virgil  did  excel- 
lently and  profoundly  couple  the  kn.Qwledge  of  causes, 
and  the  conquest  of  ^Jl  fears  together,  as  concomitantia : 
Felix f  qui  potuit  rerum  cognosccre  causas^ 
Quiqiie  metus  omnes,  et  mcxorobile  fatuvi 
Subjecit  pedihusy  strepitumque  Acherontis  avari. 
It  were  too  long  to  gp  over  the  particular  remedies 
which  learning  doth  ininister  to  Jfll  the  diseeises  of 
the  mind,  sometimes  purging  the  ill  humours,  serac- 
tiraes  opening  the  obstruistions,  sometimes  helping 
the  digestion,  sometimes  increasing  appetite,  some- 
times healing  the  wounds  and  exulcerations  thereof, 
jand  thie  like ;  and  therefore  I  lyill  conclude  with  that 
which  hath  ratiancm  totivs^  which  is,  that  it  dis- 
poseth  the  constitution  of  the  mind  not  to  be  fixed 
or  settled  in  the  defects  thereof,  but  still  to  be  capa- 
ble and  susceptible  of  reformation.  For  the  unlearn- 
ed man  knows  not  what  it  is  to  descend  into  himself, 
or  to  call  himself  to  account ;  nor  the  pleasure  of 
that  iuatissima  vita,  indies  sentirc  ic  fieri  melicnm. 
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The  good  parts  he  hath,  he  will  learn  to  shew  tp  the 
full,  and  use  them  dexterously,  but  not  much  to  in- 
crease thetn :  the  faults  he  hath,  he  will  learn  how  to 
hide  and  colour  them,  but  not  much  to  amend  them : 
Jikeanill  mower, that  mows  on  still  and  never  whets  his 
scythe.  Whereas  with  the  learned  man  it  fares  other- 
wise, that  he  doth  ever  intermix  the  correction  and 
amendment  of  his  mind  with  the  use  and  jemploy- 
ment  thereof.  Nay,  farther,  in  general  and  in  sum, 
pertain  it  is,  that  Veritas  and  bomtas  differ  but  as^  the 
seal  and  the  print :  for  truth  prints  goodness ;  and 
they  be  the  clouds  of  error  which  descend  in  the 
storms  of  passipns  and  perturbationjs. 

From  general  virtue  }et  us  pass  vn  to  matter  of 
poller  and  commandment,  and  consider  whether  in 
right  reason  there  be  any  comparable  with  that 
wherewith  knowledge  investeth  and  crowneth  man's 
nature.  We  see  the  dignity  of  the  commandment  is 
according  to  the  dignity  of  commanded :  to  hav€ 
commandment  over  beasts,  as  herdmen  have,  is  a 
thing  contemptible;  to  have  commandment  over 
children,  as  schoolmasters  have,  is  a  matter  of  small 
honour ;  to  have  ^opmandment  over  galley-slaves,  is 
a  disparagement  rather  than  an  honour.  Neither  is 
.  the  commandment  of  tyrants  much  better  over  peo- 
ple which  have  put  off  the  generosity  of  their  minds: 
B-nd  therefore  it  was  ever  holden,  that  honours  in, 
free  mon^rciiies.  and  comiponwealths  h^d  a  sweet]}^s« 
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jQO|%  than  in  tyraDnies,  because  the  comnmndment 
cxtendeth  more  over  the  wills  4f  men,  and  not  only 
over  their  d^eds  and  selcvices.  Aiid  therefore,  when 
Virgil  puiteth  himself  forth  to  attribute  to  Augustus 
Gfflsar  the  best  of  human  honours,  he  doth  it  in  these 
Wrds: 

victor^  volentes 
Per  popilhi  dM  j^avuanque  aff^tat  Olympo. 

But  yet  the  commandnient  of  khowliedge  is  higher 
than  the  commandment  over  this  will;  for  it  is  a 

IS  » 

commandment  over  the  reason,  belief,  and  under^ 
standing  of  man,  which  is  the  liighest  part  of  the 
tnind,  and  giveth .  Islw  to  the  will  itself:  for  there 
is  ho  power  on  earth  which  setteth  up  a  throne,  or 
chair  of  state,  in  the  spirits  and  souls  of  men,  and 
in  their  cogitations,  imaginations,  opinions,  and  be^ 
liefs,  but  knowledge  and  learning. 


A 
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la  the  beginning  of  the  second  part,  he 

treats  of  public  institutions    relative   to  the 

advancement  of  learning;  on  which  subject 

he  lays  down  this  fundamental  position : 

Let  this  gfound  (says  he)  be  laid,  that  all  worki^ 
•Are  bvercome  by  amplitude  of  reward,  by  soundness 
TQti  \ii  z 
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of  direction,  and  by  the  conjunction  of  lalbptlrs.  Tbt 
first  multiplieth  endeavonr,  the  second  preventetb 
error,  and  Uie  third  suppliet^  the  frailty  of  man^ 
but  the  principal  of  these  is  direction :  tot  claudus^ 
in  via  anieoertii  cursorem  extra  viam;  and  SolomoB^ 
excellently  setteth  it  down,  <^  If  iron  be  net  sharp^ 
it  requireth  more  strength;  but  wisdom  is  that 
which  prevaileth:''  signifying,  that  the  iaventioi» 
er  election  of  the  mean  is  more  effectual  than  any 
inforcement  or  accumulation  of  endeavonrs.  This  ^ 
I  am  induced  to  speak,  for  that>  not  derogating 
from  the  noble  intention  of  any  that  have  been  de- 
servers  towardir  the  state  of  learnings  I  do  observe 
nevertheless  that  their  works  and  acte  are  rather 
works  of  magnificence  and  memory,  than  of  pro* 
gression  and  proficience,  and  tend  rather  to  augment 
the  masd  of  learning,  in  the  multitude  of  learned 
men^  thaa  to  rectify  or  raise  the  sciences  themselves. 

The  last  defect  which  I  will  note  is,,  that  there 
hath  not  been  any  public  designation  of  writers  or 
inquirers  concerning  such  parts  of  knowledge,  as 
may  appear  not  to  have  been  already  sufficiently 
laboured  or  undertaken :  unto  which  point  it  is  an 
induceaient  to  ^nter  into  a  view  and  examination 
what  parts  of  learning  have  been  prosecuted,  and 
what  omitted;  for  the  opinion  of  plenty  is  anacrngst 
the  causes  of  want,  and  the  great  quantity  of  book* 
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byjceth  a  shew,  iUther  of  superfluity  than  lack ; 
Which  surcharge,  nevertheless,  is  not  to  he  remedied 
hy  niaking  no  more  books^  but  by  making  more 
good  books,  ivhich,  as  the  serpent  of  Moses^  might 
devour  the  servients  of  the  enchanters; 


The  tw6  bookd  bf  the  Advancement  of 
Learning  he  afterwards  enlarged ;  and  divided 
the  whole  into  eight  books^  writing  now  in 
the  Latin  language.  This  book  being  in  re- 
quisition in  ibreigii  bounti:ies>  he  caused  the 
part  also^  which  h^  had  originally  written  in 
English^  to  be  translated  into  Lakin^  by  Mr. 
Herbert  and  others^  carefully  revising  tKe 
whole  himself^  so  as  to  mdk^  j'f 'SK' '^ifl^^t  his 
own  work;  The  book^  thud  jprepared^  wad 
translated  into  Engliiih  by  Dr;  Gilbert  Watts 
of  .0;cford^  but  in  such  a  inanner^  that  much 
of  th^  genius  and  ilpirit  of  Lord  Bacon  had 
evaporated.  Of  the  Latin  editions>  the  most 
correct  is  said  to  be  that  in  folio>  printed  at 
London^  l6SS. 

7.  Not  long  after  the  time  of  his  appoint. 
menl  to-  the  office  of  solicitor^  or  about  the 
year  l607*8i  b^  seeoxa  to  have  digested  the 
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plan  of  the  second  part  of  his  greut  worfty 
containing  the  ground-work  of  his  Novum 
Organum,  an  essential  part  of  the  InHtaura- 
tion^  and  con^municated  his  MS.  under  the 
title  of  '*  Cogitata  et  Visa^^  to  several  of  his 
learned  friends^  soliciting  a  critical  examina* 
tion.  Among  these  friends  are  particularly 
mentioned  bishop  AQdrews>  and  sir  Thomas 
Bodley,  the  last  of  whom  wrote  a  copious  re- 
jdyj^  which  has  been  printed,  together  with  the 
piece  itself>  among  the  Latin  works  of  Hacon. 
8»  There  is  also  a^  small  treatise  in  English/ 
under  the  Latin  title  of  *Filum  Lah/rinthi; 
nv€  formula  tnquisitionis  adJiUos.  P'ars  prima. 
This  was  obviously  the  first  sketch  of  the 
Cogitafa  H  Visa^  The  following  specimen, 
taken  from  the  beginning,  will  give  the  reader 
an  idea  of  the  views  with  which  it  was  written. 

Francis « Bacon  thought  in  this  manner.  The 
knowledge  of  which  the  world  is  now  possessed,  es- 
pecially that  of  nature^  extendeth  not  to  magnitude 
and  certainty  of  works.  The  ^physician  pronounces 
many  diseases  incurable,  and  £aileth  ofl  in  the  rest. 
The  alchemists  wax  old,  and  die  in  hopes.  The  ma- 
gicians perform  nothing  *  that  is  permanent  aqd 
profitable*    The  mechanics  take  small  lights  fxav^ 
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nalural  pliilosophj^  and  do  but  spin  <mi  tbeir  ^wn  Uttle 
tibxeads.  Chance  soiqetimes  discovereth  inyentiont; 
but  that  worketh  not  in  years,  but  ages.  So  he  saw 
well,  that  the  inventions  known  are  very  imperfect, 
and  that  new  are  not  like  to  be  brought  to  light, 
but  in  great  length  of  time ;  and  that  those  art 
come  not  to  light  by  philosophy*  Qe-  thought  also 
this  state  of  knowledge  wais  Uie  worse,  because  men 
strive  (against  themselves)  to  s^v^  the  credit  of  ig« 
norance,  and  so  satisfy  themselves,  in  this  poverty : 
for  the  physician,  besides  the  cautels  of  practice^ 
hath  this  general  cautel  of  art,  that  he  discharges 
the  weakness  of  his  art  upon  supposed  impossibili* 
ties;  neither  can  hjs  art  b^  coxuiemned,  wbiW 
itself  jadgeth.  That  philo30phy  also  out  of  which 
the  knowledge  of  physic  which  now  is  in  use  is 
hewed,  receiveth  certain  positions  and  opinions, 
which,  if  they  be  well  weighed,  induce  this  persua- 
sion, that  no  gr^t  works  are  to  be  expected  from 
art,  and  the  hand  of  man :  as  in  particular,  that 
opinion,  that  the  heat  of  the  sun  and  fire  differ 
in  kind;  and  that  other,  in  composition  is  the  work 
of  man,  and  mixture  is  the  work  of  nature,  and  the 
like;  all  tending  to  the  circumscription  of  man's 
power,  and  to  artificial  despair ;  killing  in  men  not 
only  the  comfort  of  imagination,  but  the  industry 
of.  trial;  only  upon  vain  glory  to  have  their  art 
(bought  perfect,  and  that  all  is  impossible  that  'm 
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|iot  ijready  f<mA.  Tha  alchemitt  di^c&arfis  lus 
art  upon  bis  own  erron,  tidier  supposing  a  nritob^ 
derstanding  of  the.  words  of  his  authors^v  %hich 
maketh  him  listen  after  auricular  traditiohSp^  or  else 
a  faUU^g  in  the  true  proportions  and  scruples  of  prac-. 
fice,  which  maket^  him  renew  infinitely  his  trials; 
and  finding  also  that  he  tighteth  upon  some  noeaq 
experiments  and  conclusions  by  the  way,  feedeth 
upon  them,  and  magnifieth  them  to  the  most,  an^ 
supplietb  the  rest  in  hopes.  The  magician,  when 
ht  findeth  something  (as  he  conceivepi  above  nature) 
^ected,  thinketh  whe9  a  breach  is  once  made  in 
nature,  that  it  is  all  one  to  perform  great  things  and 
small,  not  seeing  that  they  a^e  but  subjects  of  a  cer- 
tain kind,  wherein  magic  and  superstilion  hath  play* 
ed  in  all  times.  The  mechanical  person,  ^f  he  can 
refine  an  invention,  or  put  two  or  three  observations 
or  practices  together  in  one,  or  couple  things  better 
with  their  use^  or  make  the  work  in  less  or  greater 
volume,  taketh  himself  for  an  inventor.  So  he  saw 
well,  that  men  either  persuade  themselves  of  new 
inventions  as  pf  impossibilities,  or  else  think  they, 
are  already  extant,  but  in  secret  and  in  few  hands ;  or 
^hat  they  account  of  those  little  industries  and  ad-; 
^tionsy  as  of  inventions ;  all  which  tumeth  to  the 
averting  of  their  minds  from  any  just  and  constant 
labour  to  invent  further  in  any  quantity.  He  thought 
also,  that  when  men  did  set  before  themselves  th^ 
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m^ttt^  wai  perfection  of  works  produced  bjr  mecba- 
mcpa  art?,  they  are  apt  rather  to  .admire  the  pro-. 
visions  of  man/  than  to  apprehend  his  wants ;  not 
;qonsideri9g  that  the  original  inventions  and.  conclu- 
sions of  nature,  which  are  the  life  of  all  that  va* 
riety,  are  not  many  no^  deeply  fetched;  and  that 
the  resp  is  but  the  subtle  and  ruled  motion  of  the 
instrument  ai^d  hand ;  and  that  the  shop  therein,  is 
^ot  unlike  the  library,  which  in  such  number  of 
books,  containeth  j(for  the  far  greater  part)  nothing 
but  iterations,  varied  sonyetimes  in  form^  but  not  new 
in  substance.  So  he  siiw  plainly,  that  opinion  0/ 
store  was  a  cause .  of  want,  and  that  both  WDrks 
and  doctrines  appear  many,  and  are  few. 


Q,  As  a  sort  ot  T^pit^  from  his  fityeret 
^tudies^  he  published^  in  16 10,  bis  celebrated 
treatise  ^'  Of  the  Wisdon*  pf  the  Ancients/* 
The  object  of  this  worl^  i^  (0  sbew^  that  the 
allegories  and  fables  of  antiquity,  whether 
moxfil,  physical,  qr  political,  bowevef  appa- 
rently nbsurd,  possess  so^ie  cpncealed  meanf 
ing,  which  had  never  been  snifiici^tly .  ex* 
plained.  To  supply  this  deficiency,  he  has 
|indertfl|ken  to  interpret  these  ancient  mysteries^ 
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\n  which  he  has  displayed  gr^at  sagacity  aiv^ 
penetration.  In  addition  to  what  he  conceivr 
ed  to  be  the  view$  of  the  ancients  in  the  in-i 
vention  of  these  fables^  he  has  interspersed 
V  throughout  various  important  obseryationsj, 
for  which  this  treatise  fvirnished  him  a  con- 
yenient  vehicle.  It  was  publis|;iedj  and  most 
probably  written  in  Latin  {  but  it  was  trans- 
lated by  sir  Arthur  Qorges;.  Jt  has  passed 
through  many  d^iFerent  editiousj  ^ud  Except 
his  ^'  £s£fays/'  tp  ^hich  it  is  pften  added;^  isj, 
pf  <all  his.  wprksy  th^  ii^pst  popular. 

10.  Upoa  his  taking  poc^se^sion  of  the  officf 
pf  chancellor^*  l^e  delivered  an  orationj,  which 
is  one  pf  the  finest  in  ou^  language.  It  were 
endless  to  enumerate  all  his  speeches  and 
smaller  pieces, 

11.  In  1620,  he  pubhshed  his  greatest,  and 
most  perfect  work,,  and  that  on  which  him- 
self set  the  highest  value,  the  Novum  Orga^ 

,  num;  being  the  second  part  of  his  Grand  In^i 
staiiration  of  the  Sciences, 

12.  The  vigour  of  his  mind  did  no.t  sink  with 
his  fall  from  power.  For  a  while>  indeed,  it  wad 
broken  and  disturbed  by  the  rock  on  which 
he  had  dashed ;  but  soon  his  thoughts,  bursty 
jng  into  a  new  cl^anne]>  flowed  onward  with[ 
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their  accustomed^  full^  and  inaje»tlo  course, 
After  the  lapse  of  somewhat  less  than  a  twelve* 
inonth  from  the  period  of  his  disgrace^  he 
published  his  *^  History  of  King  Henry  VI  I/' 
which  he  dedicated  to  Charles^  prince  of  Wales. 
This  history  wiu  probably  composed^  pfirtly 
from  materials  which  are  now  lost,  It  was 
nndcrtakeh  at  the  request  of  king  James,  (who 
was  the  grandson  of  Henry)  in  compliment  tQ 
whom  it  is  a  sortof  apologetical  history^  calcor 
lated  ito  ikvour  his  master's  d^spoticjil  prin^ 
ciples. 

13.  About  the  jesLV  lG^4,  he  composed  a 
treatise^  entitled  '^  Considerations  of  a  War 
with  Spain; '  and  likewise  drew  up  heads  of  a 
speech  for  his  friend,  sir  Edward  Sackville, 
upon  the  same  subject.  It  was  for  these  ser* 
vices,  that,  on  applicfttion  to  the  king,  he  obr 
tained  his  full  pardon. 

14.  It  now  remains  only  to  give  a  brief  ac- 
count, of  the  ^*  Instauration  of  the  Sciences,*' 
which  has  been  incidentally  mentioned  before. 
This  great  work  is  divided  into  six  principa( 
parts. 

1.  Of  these,  the  Advancement  of  Learning, 
f^lready  treated  qfj  forms  the  first;   and  m 
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which  he  takes,  a  general  yiew  ol  learqiog,  its 
objects^  and  its  seyjeral  branches^ 

2.  The  Novum  Oxganum,  or  new  method  of 
employing  the  reasoning  fa^sukie's  in  pqrsuit 
of  truth,  forms  the  .second  part.  This,  in 
tvery  point  of  vi^w,  is  th^  most  fH>nsid^rable 
portion  of  the  work.    Uei'e  he  a^pifopts   the 

'  very  foundations  of  the  Arii$tot<e)i9^  philosor 
phy — ^hich  taught  the  art  of  syllogizing  in 
words^  without  any  clear  and  distinct  ideasf^ 
and  subjecting  natural  object^  to  pbservj^tion 
and  experiment,  established  in  its  place  the 
method  of  induction,  as  the  only  true  key  to 
the  temple  of  philosophy. 

3.  The  third  part  is  entitled  ^hoa  Sylvarwn, 
ior  rather,  a  History  of  Nature.;  and  wte  intend* 
^d  as  a  pattern  gf  the  method  in  which  philo- 
sophical researches  ought  to  be  conducted. 
It  furnishes  materials,  oi^  which  the«etr  organ» 
pr  instrument,  which  he  had  invented,  might 
be  exerted.  Iti  this  repositary,  the  pheno^ 
mena  of  nature  are  ranged  under  three  prin-r 
cipal  heads.  1.  The  History  of  Generations, 
pr  the  production  of  all  species  according  to 
fhe  ordinary  laws  of  nature.  2.  Of  Preter-gencr 
fations,  or  births  deviating  from  the  stated! 
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jinlft.  •  .8,  The  History  pf  Nature,  us  confined 
or  assisted,  phangedi  or  tofturecl,  by  the  art  of 
man. 

4.  The  fpurth  part  be  stiles  Scda  IfUdUctus, 
or  the  Series  of  Steps,  by  which  the  Under* 
ytanding  flight  regularly  ascend  in  its  Philo* 
sopbical  Enquiries;  and  in- whiphbisinethod 
of  philosophising  is  appliisd  and  illustrated. 

5.  The  fifth  part,  called  jinticipationes  PAir 
hsophia  Secunda^  was  designed  to  contaii| 
philosophical  hints  and  suggestions  |  but  no* 
thing  of  this  remains  but  the  title  an^ 
scheme. 

6.  The  sixth  \yas  intended  to  exhibit  the 
whole  fabric  of  his  system  in  all  its  extent 
and  grandeur,  comprehending  the  universal 
principles  of  knowledge,  deduced  from  ex^i- 
periment  and  observation.  This^  however,  was 
a  work  not  to  accomplished  by  the  unaided 
might  of  one  man.  Having  therefore  fixed 
his  edifice  on  an  immoveable  basis^  he  wa^ 
compelled  to  leave  its  completion  to  the  united 
labours  of  after  ages. 

The  plan  of  this  unrivalled  work  was  form- 
ed when  he  was  only  twenty-six  years  of 
agC;^  and  yet  a  student  at  Gray's  Inn.  This 
QUtline  he  entitled^  Temporis    Partum  Maxz 
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imumi  or,  *'  The  Greatest  Birth  of  Time.'^'But 
in  the  greater  maturity  of  his  reason,  he  be« 
came  ashamed  of  this  pompous  title :  for  in 
a  letter  to  father  Fulgentio,  s^  learned  Italian, 
he  laments  the  puerile  folly  and  vain  confi« 
dence  Kbich  led  him  to  adopt  it.  These 
rudiments  of  Bacon's  philosophy  are  supposed 
by  MaUet,  hi»  editor,  to  remain  under  the 
more  modest  title,  "  Of  the  Inter{>retation  of 
.  Nature ;"  and  we  have  still  the  .advantage  of 
tracing  the  steps  by  which  he  advanced  from 
one  discovery  to  another,  till  his  philosophical 
system  assumed  that  comprehensive  vastness^ 
which  will  astonish  and  enlighten  all  succeed- 
ing generations^  ' 

Bacon's  works,  complete,  wer^  published  in 
the  year  1803,  in  10  vols.  8vo.  In  this  edition], 
his  English  W9rks  are  comprised  in  the  six  first 
volumes ;  his  Latin  in  the  four  last. 

Ihe  character  of  Bacon  and  of  his  philosophy 
is  admirably  drawn  by  D'Alembert.  I  extract 
it  from  the  Annual  Register;  year  1773jt  pftge 
80,  part  2* 

^*  On  considering  attentively  the  sounds  in^ 
telligent,  and  extensive  views  of  this  great 
man,  the  multiplicity  of  objects  his  piercing 
wit  had  comprehended  within  its  sphere,  th$ 
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elevation  of  his  style,  Ithat  every  where!  makes 
th€l  boldest  images  to  coalesce  with  the  most 
rigorous  precision,  we  should  be  tempted  to 
esteem  him  the  greatest,  the  most  universal, 
aad  the  most  eloquent  of  philosophers.    His 
works  are  justly  valued,  perhaps  more  valued, 
than  known,  and  therefore  more  deserving  of 
our  study  than  eulogiums;  Bacon,  born  amidst 
the  obscurity  of  the  most  profound  nighty  per- 
C3ived  that  philosophy  did  not    yet    exist, 
though  many  had  undoubtedly  flattered  them- 
selves for  having  excelled  in  it;  for,  this  more 
an  age  is  gross  and  ignorant,  the  more  it  be- 
lieves itself  informed  of  all  that  can  be  possi- 
bly known.     He  began  by  taking  a  general 
view  of  the  variofis  objects  of  all  natural  sci- 
ences; he  divided  those  sciences  into  different 
branches,  of  which  he  made  the  most  exact 
enumeration ;  he  examined  into  what  was  al- 
ready known  as  tp  each  of  those  objects,  and 
he  drew  up  an  immense  catalogue  of  what  re- 
mained to  be  discovered.    This  was  the  aim 
and  subject  of  his  admirable  work,  on  the  dig* . 
nity    and    aagmentation    of   natural    know*- 
ledge.    In  his  New  Organ  of  Sciences,  h^ 
perfects  the  views  fae  ^had  pointed  out  in  the 
first  work;    he  carries  them     farther^   an$l 
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shews  the  lieeessity  of  "experiaieiital  physid9^ 
ivhich  was  not  jet  thought  of.    Am  enemy  to 
«ystemsy  he  beholds  philosophy  as  ooly  that 
part  of  our  knowledge,  which  ought  to.  contri- 
bute to  make  us  better  or  nioi'e  happy*    He 
seems  to  limit  it  to  the  science  of  usefu]  things 
and  every  where  reeoifimends  the  study  of 
nature.    His  other  writings  are  fornled  on  th^ 
same  plan.    Every  thing  in  them>  even  their 
titles,  is  expressive,  of  the  man  of  genius,  of 
the  mind  that  sees  in  great.    He  there  c;o^e.Gt^ 
facts;   he  there  compares  experiments/  and 
indicates  a  great  numjDer  to  be  made^    He  in^ 
vites  the  learned  to  study  and  perfect  the  arts/ 
which  he  deems  as  the  most  illustrious  and 
ikiOst  essential  part  of  human  knowledge.    He 
exposes  with  a  noble  simplicity  his  conjectures 
and  thoughts  on  different  objects  worthy  of  in- 
^  teresting  ipien ;  and  he  might  have  said,  as  the 
old  gentleman  of  Terence,    that  nothing  af- 
fecting humanity  was  foreign  to  him;    Sci- 
ence of  nature,   moraUty^    politics^   cecono^' 
mics,  all  seemed  to'  be  within  the  stretch  of 
that  luminous  ^nd  profound    wit;    tod    we 
know  not/  which  most  to  admlre>  the  richness 
he  diffuses  over  all  the  subjects  be  treats  of^ 
or  the  dignity  .with  which  he  speaks  of  thesis 


Mis  •writings  catfnot  be  better  66mpaTed  than 
to  those  of  Hippocrates  on  medicine ;  and 
they  would  be  neither  less  admired  nor  less 
j-ead^  if  the  culture  of  the  mind  was  as  dear 
to  mankind  as  the  preservation  of  their  health. 
But  there  are  none  but  the  chiefs  of  sects  of 
all  kinds^  whose  works  can  have  a  certain 
splendor.  Bacon  was  not  of  th'e  number^  and 
tbef  form  of  his  philosophy  was  against  it.  It 
w^as  too  good  to  fill  any  one  with  astonish* 
meht.  The  scbolasticphilosophy,  which  had 
gained  the  ascendant  in  hi?  time,  could  not  be 
overthrown  but  ^y  bold  aiid  new  opinions ; 
and  there  is  no  probability  that  a  philosopher, 
who  only  intimates  to  men,  '  This  is  the  little 
you  have  learned,  this  is  what  remains  for 
your  enquiry/  is  calculated  for  making  much 
noise  among  his  cotemporaries.  We  might 
even  presume  to  hazard  some  degree  of  re-* 
proach  against  the  lord  chancellor  Bacon  for 
having  been  perhaps  too  tincrid,  if  we  were  not 
sensible  with  what  reserve,  and  as  it  were  with 
what  superstition,  judgnlent  ought  to  be  passi- 
ed  on  so  sublime  a  genius.  Though  he  con- 
fesses that  the  scholastic  philosophers  had 
enervated  the  sciences  by  the  minutiae  of  theiv 
questions',  and  that  sound  intellects^  ough^  to^ 
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have  made  a  sacrifice  of  the  fitud j  of  general 
beings  to  that  of  particular  otyects,  he  seems^ 
notwithstanding,  by  the  frequent  use  he  makes 
of  school-terms,  and  sometimes  also  bv  the 
adopting  of  scholastic  principles,  and  by  the 
divisions  and  sub-divisions  then  much  in  vogue> 
to  have  shewed  too  much  deference  for  the 
predominant  taste  of  his  age.  This  great  man, 
after  breaking  the  shackles  of  so  many  irons,  was 
still  entangled  by  sonoie  chains,  whiph  he  either 
could  not,  or  dared  not  to  break  asunder." 

Such  were  the  intellectual  labours  of  this 
wonderful  man.  He  has  been  styled,  the  fa- 
ther  of  experimental  philosophy.  The  ex- 
pression should  be  more  comprehensive;  he 
was  tlie  father  of  universal  philosophy.  Yet 
it  is  not  strictly  true,  as  D'Alembert  affirms, 
that  he  was  born  amidst  the  obscurity  of  the 
most  profound  night.  In  respect  of  experi-* 
mental  phik)sophy,  indeed,  the  expression  is 
just;  but  it  must  be  understood  with  very 
great  limitations,  if  applied  to  the  state  of 
general  knowledge.  Tn  truth,  the  dawn  of 
knowledge  had  so  far  advanced^  that  broad 
day  had  diready  begun  to  appear.  The 
age  was  prepared  for.  him.  The  two  great 
events,  the  revival  of  letters  and  the  refoi^ 
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tA&tion,  had  shaken  and  enlivened  the  wits 
of  men ;  and  many  had  struck  out  into  new 
paths  of  successful  research*  Btit  these  were 
travellers  on  journeys  of  discovery*  The 
map  of  the  intellectual  regions  had  not  yet 
been  sketched*  A  few  positions  only*  aacer^ 
tained;  the  other  parts  were  desert  and  nn^ 
known.  But  Bacon  came^  add  with  the  light 
of  his  effulgent. g^u8>  illumined  the  whole 
hemisphere  of  things  |  the  varioos  objects  of 
enquiry  now  became  distinctly  marked^  with 
their  relative  positions  and  bearings ;  the  seve^* 
ral  tracts  towards  them  were  likewise  indi- 
cated, and  even  made  plain;  and  men  had 
nothii^  more  to  do  than  to  proceed  patiently^ 
and  perseveringly  to  reach  with  certainty  the 
expected  end  of  their  labours.  From  the  time 
of  Bacon  therefore  the  progress  of  knowledge 
of  all  kinds  has  been  rapid  and  continual^ 
That  his  writings  constituted  the  sale  cause  of 
this  general  progression^  I  by  no  means  intend 
to  assert;  but  that  they  taught  solely^  and  es- 
tablished the  only  true  method  of  acquiring 
knowledge^  will  not  be  disputed*  The  minds 
of  men  thus  enlightened^  their  views  of  things 
became  clear  and.  settled.  All  future  change^ 
relative  to  the  method  of  pfooeeding,  is  now 
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oot  of  tbe  qnestion;  and  we  may  go  ob  widi* 
oat  any  risk  that  oar  labow  shall  be  in  yain, 
to  aecamolate  knowledge,  to  spnead  illiunina* 
tiOB  and  happiness*  The  writings  of  Bacon, 
therefore;  fom  one  of  the  most  important 
aeraa,  not  merdy  in  the  histoiy  of  English 
Ut^Btore,  bnt  in  the  annals  of  mankind. 

Baooa  was  fiilly  sensiUe  of  the  valae  of  his 
kbonrs.  His  last  wiU  contains  this  remarkable 
passage :  *^  My  name  and  memory  I  leave  to 
foreign  nations,  and  to  mine  own  comtiy 
after  some  time  is  passed  over." 

Hb  great  taknts  shone  forth  even  in  his 
lender  years,  and  were  .asnsted  by  an  ardent 
appUcation.  Before  he  was  sixteen,  snch  was 
the  maturity  of  his  powers  that  he  had  ran 
through  the  whole  circle  of  tbe  liberal  arts  as 
tau^tt  in  his  time,  and  began  to  perceive 
those  imperfections  in  the  prevalent  philoso- 
phy, Which  he  afterwards  so  efiectually  ex* 
posed  and  dethroned. 

As  one  proof,  among  numberless, others,  o£ 
his  greatness,  it  is  recorded,  that  d^rotigh  aU 
the  changes  of  his  fortune^  he  never  lost  the 
command  of  bis  thoughts ;  but  was  able  to  di-« 
rect  them  at  will,  and  to  brmg  them  to  bear 
upon  .what  be  always  regarded  as  the  great 


basinesd  of  his  Ufey-o-tbe  regeneration  of  philo* 
sophy.  This  self-command  is  placed  in  a 
strong  light;  bjr  the  following  anecdote.  Bai^ 
con  had  applied  to  the  court  for  some  bai'* 
portant  favour ;  and  the  friend  who  reported 
the  answer^  found  him  dictating  to  his  chap* 
lain  an  account  of  some  philosophical  expe- 
riments. On  being  informed  that  his  suit  had 
failed;  he  calmly  replied — ^"  Be  it  so*' — and  dis- 
missing his  friend;  he  turned  to  his  chaplain^ 
saying — ^'  Well,  sir,  if  that  business  will  not 
succeed^  let  us  go  on  with  this,  which  is  in  our 
power;"  and  he  continued  to  dictate  for  some 
time  without  embarrassment  or  interruption. 

The  quality  of  mind  by  which  Bacon  was 
pre-eminently  distinguished — a  quality  which  of 
all  others  is  the  most  distinctive  of  genius*^ 
was  that  variety,  that  universality  of  intellec- 
tual jpowers,  which  enabled  him  to  embrace 
all  nature  in  the  ample  vision  of  his  capacious 
soul.  Thus  largely  endowed,  his  faculties 
were  kept  in  unceasing  activity  by  their  native 
force;  the  voice  of  fame  was  to  him  an 
unnecessary  stimulus,    and   he  never  sought 

extensive  and  indiscriminate  applause.    Yet 

« 

his  studies    were,  always  the  principal  busi* 
ness^of  his  life.    His  great  aim  in  his  philo- 
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sopbical  pursuits  was,  to  discover  remedies 
for  all  human  ^ills.  Hence,  he  modestly  stiles 
Umself  the  servant  of  posterity ;  and  thought 
himself  born  for  the  use  of  human  kind. 
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John  Spbeo^  author  of  the  History  and  Maps 
of  Great  Britain,  was  horn  at  Farrington  in  ^ 
Cheshire^  in  1552.  He  was  hy  profession  a 
taylor^  and  was  free  of  merchant-taylors'  com- 
pany in  London.  Sir  Fulk  Greville  had  the 
penetration  to  discern  his  natural  ability  and . 
inclinations^  and  had  the  generosity  to  furnish 
him  with  means  to  prosecute  his  iavourite 
studies.    He  died  in  l629« 

1.  His  first  work  was  his  '^  Theatre  [or  maps] 
of  the  Empire  of  Great  Britain,  presenting  an 
exact  Geography  of  the  Kingdoms  of  £Ag« 
land,  Scotland,  and  Ireland,  and  the  Isles  ad* 
joining ;  with  the  shires,  hundreds,  cities^  and 
shire-towns,  within  the  kingdom  of  £ngland^ 
divided  and  described  by  John  Speed.  Lond. 
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1606,  fol."  These  aire  the  hest  maps  which 
had  appeafed  of  the  British  dominions,  prior 
to  his  time. 

2.  This  work  was  followed  by  his  **  History  of 
Great  Britaini  the  Conquests  of  the  Romans, 
*  Saxons,  Danes,  and  Normans ;  their  originals, 
manners,  wars^  coins,  and  seals ;  with  the  sue* 
cessions,  liveS|  acts,  and  issues  of  the  English 
monarchsy  from  Julius  Caesar  to  our  most  gra- 
cious sovereign  king  James.  I6l4,  fol/'    In 
the  compilement  of  this  history,  the  author 
bad  many  facilities  afforded  him,  and  some  co- 
adjutors.   The  reign  of  Henry  V.  was  com- 
piled   from  collections,  notes,   and  extracts, 
made  by  Cfeorge    Carew,    earl   of  Totness, 
That  of  Henry  VII.  is  borrowed  almost  ex- 
clusively from  Bacon.     For  the  reign  of  Hend- 
ry Vnr,  he  is  indebted  to  the  notes  and  col- 
lections of   sir  Robert  Cotton.    Sir  Henry 
Spelman  has  also  furnished  him  with  materi- 
als.   The  life  of  king  John  was  written  by  Dr. 
Barkham,  dean  of  Bocking ;  and  likewise  the 
life  of  Henry  II.    Th^  catalogue  of  the  reli- 
gious   houses,    at  the   end  of  King  Henry 
Vlll.th's  reign,  was  drawn   up   by   William 
Burton,  esq.  "  It  is  moreover  affirmed  by  Dr. 
Thomasr  Smith,  that  sir  Robert  Cotton  revised, 
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eorrected,  and  polished  the  whole.  It  has  been 
justly  observed  by  James  Tyrrel,  esq.  that 
**  Speed  was  the  first  English  writer,  who 
slighting  Geoffrey's  Tales,  immediately  fell 
upon  more  solid  matter^  giving  us  a  large  ac- 
count of  the  history  of  this  island^  during 
the  time  of  the  Roman  emperors  and  English  ' 
Saxon  kings/*  Sec.  &c.  The  truth  of  this  oh-  . 
servation  will  be  apparent  from  the  following 
passages. 

Not  to  flerive  the  tenth  of  our  histoxy  from  tha 
feigned  intentions  of  a  forged  Berosus,  that  bringeth 
Samothes  to  people  this  island,  about  one  bun* 
dred  fifty-two  years  after  the  Hood,  to  give  laws  to 
the  land,  and  to  leave  it  to  bis  posterity,  for  three 
hundred  tbirty-five  years  continuance:  although  he 
be  countenanced  by  Amandus  Zirixsus  in  the  anno<« 
tations  of  White  of  Basingstocke^  and  magnified 
unto  us  by  the  names  of  Dis  and  Meskech  the  sixth 
son  of  Japhetb,  from  whom  this  island  with  a  sect  ' 
of  philosophers  took  their  names,  saith  Textor,  Bale, 
Holinshed,  and  Cieuub  :  yet  seeing  this  building  hath 
no  better  a*  foundation  but  Berosus,  and  he  not  only 
justly  suspected,  but  long  since  fuUy  convicted  for  a 
counterfeit,  we  leave  it,  as  better  fitting  the  pens  of 
vulgar  chroniclers,  than  the  relish  or  liking  of  ju* 
dicious  rea(iers :  whilst  with  Laertitts  we  judge  ra- 
ther,- that  those  Sophes  were  termed  Senmothoes, 
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and  they  not  from  Sambthea,  as  Villichus  would 
hav^  QS  believe. 

Neither  soundeth  the  music  of  Albion's  legion 
fooable  to  our  eiirs,  whom  Berosus  with  full  note^ 
and  Anni'us  alloweth  to  be  the  fourth  son  of  Nep- 
tune, and  him  the  same  Ihat  Moses  calleth  Napth- 
tabim,   the  fourth  sou  of  Mizraim,  the  second  son 
of  Cham,  the  third  son  of  Noah,  (because  his  fie* 
tions  should  be  countens^iced  with  the  first)  who 
being  put  into  this  isls^id  by  Neptune  his  father 
(accounted  forsooth  the  god  of  the  seas)  about  the 
year  after  the  flood,  three  hundred  thirty  and  five, 
overcame  the  Samotheaiis,  as  easily  he  might,  be- 
ing a  map  of  so  great  strength  ip  body,  apd  l^ge^ 
liess  of  limbs,  that  he  is  accounted  among  the  giants 
of  the  earth.     Him  Hercules,  sumamed  X^ybicys,  in 
battle  assailed  for  the  death  of  Osiris  his  father,  an4 
after  forty-four  years  tyranny  (saith  Bale)  slew  him 
with  his  brother  Pergeon  in  j^e  continent  of  Gallia, 
neipr  to  the  mouth  of  the  river  Jlhodanus :  whence 
Hercpl^  t|avelled  iptp  this  islapd  c^  Giraldus  (from 
Gildas  the  ancieqt  Britop  poet)  conjeejureth,  whose 
fifth  dialogue  of  poetiy  he  had  seen  i   and  the  rather 
believed  bec^u^e  ptplemy  calleth  that  head  of  land 
in  Cornwall,   PromoqtQriuip  ^erculis,  and  left  the 
possession  of  th^  inland  vntq  them  of  Cham,  con- 
tn^ry  to  the  n^ei^iing  pf  the  Scriptures,  that  made 
bim  a  captive,    but  never   a  conqueror  over  his 
brethren^  whilst  their  first  policies  w^e  standings 


SPEED. 


361 


The  last,  but  much   applauded  opinion,   for.  the 
possessing  and  peopling  of  tliis  islands  is  that  of 
Brute,'  generally  held  for  the  space  of  these  last  four 
hundred  years,  (some  few  men's  exceptions  reserved) 
who  with  his  dispersed  Trojans  came  into,  and  made 
conquest  of  this  island,  the  year  of  the  world's  crea- 
tion two  thousand  eight  hundred  eighty  seven,  and  bfter 
the  universal  flood  one  thousand  two  hundred  thirty  one, 
in  the  eighteenth  year  of  Heli,  his  priesthood  in  the 
land  of  Israel,  and  before  the  incarnation  of  Christ 
our  Saviour  one  thousand  fifty  nine.     This  3nite  is 
brought  frQm  the  ancient  Trojans  by  descent ;  yea,  and 
from  'the  persons  of  the  heathen  deified  gods:   as 
that  he  was  the  son  of  Sylvius,  who  was  the  son  of 
Ascanius,  the  son  of  ^neas,  the  son  of  Anchises  by 
Venus  the  goddess,  and  daughter  to  Jupiter,  their 
greatest  in  account.     And  if  Pliny  and  Varro  hold 
it  praiseworthy  to  challenge  descents  (though  falsely) 
from  famous  personages,  whereby,  as  they  say,  ap« 
peareth  an  inclination  to  virtue,  and  a  valorous  con- 
ceit to  persuade  unto  honour  as  sprung  from  a  race 
divine  ajid  powerful :  then  by  all  means  let  us  listen 
to  him  of  Monmouth,  who  bath  brought  his  nation 
to  rank  in  degree  with  the  rest  of  the  Gentiles, 
which  claio)  themselves  to  be  the  generation  of  the 

But  why  do  I  attribute  the  work  to  him,  as  the 
author*  since  h^  professetb  himself  to.  be  but  the 
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translator  of  that  history,  out  of  the  British  tongue, 
which  Walter,  the  archdeacon  of  Oxford,  brought 
tHit  of  Normandy,  and  delivered  unto  him?  For  the 
ftirther  confirmation  thereof,  and  more  credit  to  his 
story,  Henry  of  Huntingdon,  who  lived  in  the  time 
of  king  Stephen,  and  wrote  likewise  the  history  of 
this  tand,  bringeth  the  Ijne  of  Brute  from  .£nea8 
the  Trojan  and  his  arrivage  and  conquest,  to  happen 
in  the  time  of  Heli  his  priesthood  in  the  land  of 
Israel,  as  Geffery  ap  Arthur  hath  also  done:  not 
taking  (as  some  think)  any  thing  thereof  from  him, 
but  rather  out  of  an  ancient  book,  intitled,  De  Origme 
Regum  Britannorum,  found  by  himself  in  the  library 
of  the  abbey  of  Bee,  as  he  travelled  towards  Rome: 
which  history  began  at  the  arrival  of  Brute,  and 
ended  with  the  acts  of  Cadwalader,  as  by  a  treatise 
of  his  own  inditing,  bearing  the  same  title,  hath 
been  compared,  and  found  in  all  things  agreeing  with 
our  vulgar  history,  as  industrious  Lamberd  afifirmeth 
himself  to  have  seen.  And  Nenins  is  said  by  the 
writer  of  the  reformed  history,  to  brins  these  Britons 
from  the  race  of  the  Trojans,  four  hundred  years 
b^ore  that  Geffery  wrote :  yea,  and  long  before  Neniua 
also,  Taliessin,  a  Briton  poet,  in  an  ode  called  Hanes^ 
of  Taiess  his  course  of  life,  in  these  words:  Mia  dey 
ihym  yma  at  IVediUion  Troia,  that  is,  I  came  hither  to 
the  remnants  of  Troy. 
That  William  of  Malmsbury  (who  wrote  in  the 
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da^rg  of  king  Henry  I.)  was  before  kim  of  Mon* 
mouthy  is  most  certain ;    yet  doth  he  make  mention 
of  Arthur,  a  prince  (saith  he)  deserving  rather  to  bo 
advanced  by  the  truth '  of  records,  then  abused  by 
false  imputation  of  fables ;    being  the  only  prop  and 
upholder  of  his  country.     And  Beda,   his  ancient 
also,  nameth  Ambrosius  Aurelianus  to  be  king  of 
the  Britons,  long  before  that  Geffery   was  bom: 
so  was  Brennus,  mentioned  by  Livy;  Bellinus  (if  ho 
be  Belgius)  by  Justin;  Cassibelan  by  Caesar;  Cuno- 
bilin  by  Suetonius ;   Arviragus  by  Martial ;  Lucius 
by    Eusebius;    Coel,    Constantius,   Carausius,   and 
others,  by  Eutropius,  and  Paulus  Diaconus;  and  He- 
lena by  Nicephorus,  Ambrose,  and  Socrates.    These 
are  the  affirmatives  that  give  countenance  to  the 
archdeacon  of  Monmouth's  translation,  and  credit  tp 
.  Brute's  conquests  and  successors;    yea,  and  Joha 
Harding  his  herald,  in  his  home-spun  poetry,   caa 
easily  eaiblaze  hid  arms  to  be  gules  charged  with 
two  lions  rampant  endorsed  or ;   and  the  same  to  bie 
borne  by  the  kings  of  Troy.     And  his  banner  dis- 
played at  his  entrance  is  said  to  be  wrf,  a  Diana  of 
gold  fitchel,  crowned  and  inthronijed,  the  same  that 
*iEneas  bare  when  he  entered  the  land  of  the  Latins* 
But  the  censures  of  these  relations  I  leave^  to  the 
best  liking  of  judicious  readers,  only  wishing  them 
to  be  unlike  the  inhabitants  under  the  rocks  of  the 
cataracts  of  Nilus,  thereof  Cicero  and  Ammi^nur 
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niak«  mention,  who  >vere  made  deaf  by  the  contiaua!> 
noise  of  the  fall  of  Nilus :  le$t  by  the  sound  and  loud 
Toices  of  these  writers,  the  exceptions  of  others  cannot 
be  heard,  which  from  the  fullness  of  their  pens,  I  will 
likewise  declare,  without  offence,  I  hope,  unto  any. 


At  the  end  of  bis  work  he  gives  a  "  Sum- 
mary. Conclusion  of  the. Whole,"  in  which  we 
have  a  further  confirmation  of  his  having  iap- 
piied  to  authentic  documents. 

..  By  the  assistance  of  the  All-sufficient,  (the  only  de- 
fence and  preserver,  of  man)  my  insufficient  abilities 
have  attained  the  end  of  this  work,  and  my  weak, 
unable  person  brought  to  a  period  this  large  edifice 
of  ^  Great  Britain's  Theatre/^  iiow  acceptable  to 
others,  I  know  not>.  but  with  what  pains  and  tra- 
vail to  myself,  my  decayed  strength  too  manifestly 
have  felt,  and  with  what  care  of  truth,  the  authorities 
alledged  through  the  whole  process  are  my  wit- 
nesses ;  whose  lines  have  been  the  measures,  and  anti- 
quities the  matter,  that  hath  raised  the  fabric  unto  - 
this  height.  The  attempt  was  great,' and  faruafit 
(I  must  confess)  for  me  to  undergo ;  wjbich,  even  at 
the  first  entrance,  was  so  censured  by  the  judicious, 
»ad  in  the  continuance  hath  so  proved,    that  now 


it  bein^  tiinshfdy  as  the  silkworm  endeth  her  \i(e  in 
her  long  wrought  okw,  so  I  in  this  Theatre  have 
huilt  my  own  grave  %-  whose  arthitectare^  howsoever 
defective  it  may  be  said  to  be^  yet  the  project  ia 
good;  and  the  cost  great*  though  myself  have  finely 
bestowed  this  pains  to  the  press,  withoi^t  pressing  a 
penny  from  any  man's  purse.  For  me  to  shew  the 
utility  of  history,  were  to  light  a  dim  candle  before 
the  bright  sun )  or  to  prescribe  a  method  fc^  their 
uses,  were  with  Phormio  to  read  a  lecture  of  chival^ 
ry  unto  great  Hannibal,  war's  experienced  conductor: 
but  as  our  own  concerneth  us  nearest  (wherein  my 
pen  hath  taken  the  freest  access)  so  let  me  abridge 
the  whole  in  a  small  circle,  and  incompass  that 
briefly,  which  hath  been  related  in  a  far  wider  cir- 
cumference, &c. 


Bishop  Nicholson  gives  the  following  cha- 
racter of  Speed ;  "  John  Speed  must  be  ac- 
knowledged to  have  had  a  head  the  best  dis- 
posed towards  history  of  any  of  our  writers; 
and  would  certainly  have  outdone  himself,  a» 
far  aa  he  has  gone  beyond  the  rest  of  his  pro- 
fession, if  the  advantages  of  his  education 
had  been  answerable  to  those  of  his  natural 
genius.     But  what  could  be  expected  from  a 
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taylor  ?  However,  we  maj  boldly  say,  tbat  tik 
chronicle  is  the  largest  and  best  we  have 
hitherto  extant.  It  begins  with  the  first  inha^ 
bitants  of  the  island^  and  ends  with  the  union, 
of  the  kingdoms  under  king  James^  to  whom 
it  is  dedicated.  Though  some  say  he  spent 
twice  seven  years  in  compiling  the  whole^  he 
himself  owns  he  made  more  haste  than  he 
otfght^  to  have  done  i  and  that  he  was  forced 
to  trust  a  deal  of  his  work  in  the  hands  of  his 
friends  and  journeymen.  And  the  truth  of 
this  honest  acknowledgment  and  confession 
is  obvious  enough  to  a  discerning  reader; 
who  will  easily  find  a  mighty  difference  in  the 
style,  as  well  as  matter  of  several  of  the  reigns/^ 
It  is  remarkable,  that  both  Speed  and  Stow, 
persons  to  whom  English  history  is  so  much 
indebted,  were  both  taylors. 


(    867    *) 
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Samvei.  Danibl,  poet  and  historian,  vrvi 
the  son  of  a  music*master,  and  born  near 
Taunton  in  Somersetshire,  in  15G2.  At  the 
age  of  seventeen,  he  was  admitted  commoner 
of  Magdalene  College,  Oxford,  but  left  the 
university  without  a  degree. 

His  own  merits  joined  to  the  recommen-* 
dation  of  his  brother-in-law^ohn  Florio^  author 
of  an  Italian  Dictionary,  procured  him  the 
patronage  of  queen  Anne,  consort  of  Jame9 
I.  who  honoured  him  with  the  office  of  groom 
of  the  privy  chamber.  The  queen  was  much 
pleased  with  his  conversation,  and  her  elevat- 
ing countenance,  aided  by  his  own  talents^ 
introduced  him  to  the  acquaintance  of 
some  of  the  most  celebrated  men  of  the 
day,  as  sir  John  Harrington,  Camden,^  sir 
Robert  Cottqn,  sir  Henry  Spefanan,  Spenser,^ 
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Bea  Jonson^  &c.  &c.  He  subsequently  be* 
came  preceptor  to '  the  lady  Anne  Clifford, 
who,- when  afterwards  countess  of  Pembroke, 
was  an  exemplary  patroness  of  learning  and 
learned  men.  He  succeeded  Spenser  as  poet* 
laureat  to  queen  Elizabeth ;  and  died  at  Beck- 
ington,  near  Philips-Norton  in  Somersetshire/ 

in  1619. 

Daniel  wrote,  1.  in  prose,  ''A  Defence  of 
Rhime,  against  a  pamphlet  entitled.  Observa- 
tions on  the  Art  of  English  Poesy,— wherein 
is  demonstrably  proved,  that  rhime  is  the  fit- 
test harmony  of  words,  that  comports  with 
our  language,'*  161I,  8vo.  This,  with  his 
plays,  and  other  poetical  compositions,  were 
published  together  at  London,  in  two  volumes 
12mo.  1718. 

.  2.  But  my  principal  business  with  Daniel  is 
as  an  historian.  The  first  part  of  his  History 
of  England,  in  three  books,  was  printed  in 
1613,  4to.  and  extending  from  William  the 
Conqueror  to  the  end  of  king  Stephen's  reign ; 
with  a  very  brief  survey  of  the  British  history, 
prior  to  the  conquest.  To  this  he  afterwards 
added  ''  A  Second  Part,^'which  was  printed  ia 
the  year  16 18,  and  reached  to  the  end  of 
Edward  IH. 


In  his  advertisement  to  the  reader,  Daniel 
states  the  authorities  whence  he  derived  his 
materials,  as  follow : 

Now  far  what  I  hav(i  dofa^,  which  is  the  greatest 
part  of  our  liistdry,  (and  wherein^  J  ddre  avdw,  is 
more  togeth^  of  the  main,  than  hath  been  yet  con* 
tracted  into  one  piece,)  I  am  to  render  an  account 
-whence  I  had  my  furniture :  which  if  I  have  omitted 
to  charge  niy  margin  withal,  t  Would  have  the  read- 
er to  know,  that  in  the  lives  of  William  I,  William 
II,  Henry  I,  and  Stephen,  I.  have  especially  followed 
Williatn  Malitisbtiry,  Ingulphus,  Roger  Hovedeii, 
Huntingdon,  with  all  such  collections,  as^have  been 
made  out  of  others  for  those  times.  In  the  lives  of 
Henry  II,  Richard  I,  John,  and  Henry  III^  Giraldns 
Cambrensis,  Rushanger,  Mat.  Parii^  Mat.  Westminst. 
Nich.  Trivei,  Cftxton,  and  others.  In  the  lives  of 
Edward  I,  Edward  II,  and  Edward  III,  Froissart 
and  Walsinghamj  with  such'  collections  as  by'  Po- 
lydore  Virgil,  Fabian,  Grafton,  Hall,;  Ho^linshed, 
Stow,  and  Speed,  diligent  and  famous  travellers  in 
the  search  of  our  history,  have  been  made  and  di- 
vulged to  the  world.  For  foreign  businesses  (especi- 
ally with  France,  where  we  had  most  to  do,)  I  have 
for  authors,  Paulus  Emilius,  Haillan,  Fillet,  afid 
others,  without  whom  we  cannot  truly  understand 
our  own  affairs.    And  where  otherwise  I  have  had 
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any  supplies  extraordinaxy,  eiiber  out  of  recoid^  or 
suck  instroments  ^f  state  as  I  could  procure,  I  have 
given  a  true  account  of  them  in  the  margin,  so  that 
the  reader  shall  he  sure  to  he  paid  with  no  coun«» 
terfeit  coIbi  hut  such  as  shall  have  the  stamp  of  aa« 
tiquity^  the  approbation  of  testimony,  and  the  al» 
Icrwaace  of  authority,  so  far  as  I  shall  proceed 
kerein.  . 

And  for  that  I  would  have  this  breviary  to  pass 
with  an  uninterrupted  delivery  of  the  especial  affairs 
flf  the  kingdom  (without  embroiling  the  n^emoiy  of 
the  reader)  I  have  in  a  bbd|y  apart,  under  the  title 
of  an  appendix,  collected  all  treaties,  letters,  articles, 
charters,  ordinances,  entertainmentSi  provisions  of  ar« 
mies,  businesses  of  commerce^  with  other  passages 
of  stste  appertaining  to  our  history;  which,  as  soon 
as  I.  have  means  to  print,  shall,  for  the  better  satis* 
fying  such  worthy  persons  as  may  make  use  of  such 
materials,  accompany  this  collection^  aiid  to  thia 
appendix  I  have  made  references  in  the  margin,  as 
occasion  requirei* 


He  commences  his  history  with  giving  bis 
xeasons  why  he  did  not  begin  farthec  back  thaa 
WiUiam  the  Conquerorr 


tJndertakiiig,    says  he,  to  collect  the  principal 
affairs  of  this  kitigdom,  I  had  a  desire  to  have  de*^ 
duced  the  same  from  the  heginaing  of  the  first  Bri-^ 
tish  kings,  as  they  are  registered  in  their  catalogue; 
but  finding  no  authentical  warrant'  how  they  cfime 
there,  I  did  put  off  that  desire  with  these  considera* 
tions :  That  a  lesser  part  of  time,  and  better  known, 
(|7hich  was  from  William  I.  surnamed  the  Bastard) 
was  more' than  enough  for  vof  ability;  and  how^it 
was  but  our  curiosity  to  search  further  back  into 
times  past  than  we  might  discern,- and  whereof  wt 
could  neither  have  proof  nor  profit ;  how  the  begin* 
nings  of  all  people  and  states  were  as  unceitain  at 
the  heads  of  great  rivers,  and  could  not  add  to  our 
virtue,  and  peradventure,  little  to  our  reputation  to 
know  them,   considering  hoW  commonly  they  rise 
from  the  springs  of  poverty,  piracy^  robbery,  and 
violence;    howsoever  fabulous  writers    (to  glorify 
their  nations)  strive  to  abuse  the  credulity  of  after- 
agfli  with  heroical  or  miraculous  beginnings.    For 
states  (as  men)  are  ever  best  seen  when  they  are  up, 
and  as  they  are,  not  as  they  were.    Besides,  (it 
seems)  God  in  his  providence,  to  check  our  presump* 
tttous  inquisition^  wraps  up  all  things  in  uncertainly, 
bars  us  out  irom  long  antiquity,   and  bounds  our 
searches  within  the  compass  of  a  few  ages,  as  if  the 
same  were  suffioient,  both  for  example  and  instruc* 
tion,  to  the  government  of  men.    For  had  we  the 


particuliar  occurrents  of  all  ages  and  all  natioi!9^  it 
might  more  stuff  but  not  better  our  understanding ; 
we  shall  find  still  the  same  correspondencies  to  hold 
in  the  actions  of  men ;  virtues  and  vices  the  same, 
though  rising  and  faHing,  according  to  the  worth, 
or  weakness  of  governors ;  the  causes  of  the  ruins 
and  mutations  of  states  to  be  alike,  ancl  the  train  of 
affairs  carried  by  precedent^  in  a  course  of  sikcei^ 
sioBy  under  like  colours^ 


DanieFs  History  displays  good  sense  ancT  a 
manTy  taste ;  tlie  narrative  is  clear  and  simple, 
and  the  language  is  remarkable  for  being  more 
correct  and  elegant^  and  more  resembling,  our 
modern  stile^  than  that  of  any  writer  of  his 
age. 

This  HistcM'y  \ras  continued  to  the  end  of 
Richard  HI.  by  John  Trussel,  a  trader,  mid 
alderman  of  the  city  of  Winchester,  The  full 
title  is,  '^A  Continuation  of  the  Collection  of  the 
History  of  England,  beginning  where  Samuel 
Daniel,  esq.  ended,  with  the  Reign  of  Edwaf  d 
HI.  and  ending  where  the  honourable  vis- 
count St.  Albans  began  with  the  Life  of  Henry 
VII.;  being  a.  complete  history  of  the  begin- 
ning  and  end  of  tli>e  dissention  betwixt  th^ 
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two  li<»uses  of  Yodc  and  Iiancaster;  with  the 
matches  and  issue  of  all  the  kings^  princes^ 
4ilukes,  marquisses,  earls«  and  viscounts  of  this 
nation  deceased,  during  those  times."  The 
iifth  edition  of  the  complete  work  is  dated 
1685.  The  continuation  has  neither  the  ele«* 
gance  nor  the  judgment  of  the  first  part. 
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Sib  Heney  Spelman,  knight^  descended 
from  an  ancient  family  of  his  name  at  Beck- 
ington  in  Hampshire^  but  which  settled  finally 
in  Norfolk^  yras  born  in  I56t.  Before  he  had 
been  well  grounded  in  grammar  learning,  he 
entered  at  Trinity  College^  Cambridge^  at  the 
age  of  fourteen,  where^  after  a  residence  of  no 
more  than  two  years  and  half,  he  was  recalled 
to  attend  the  funeral  of  his  father,  and  to  su- 
perintend, the  family  concerns.  After  the 
lapse  of  about  a  twelvemonth,  he  was  admitted 
of  Lincoln's  Inn.  Here  his  attention  was 
chiefly  turned  to  polite  literature,  and  that 
branch  of  the  law  which  relates  to  the  in- 
vestigation of  its  general  principles,  rather 
than  to  those  minutiae  requisite  to  practice. 
On  his  becoming  of  age,  he  married,  and 
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settled  on  his  estate  in  Norfolk;  but  still 
found  time  to  prosecute  his  study  of  the  laws 
and  constitution  of  his  country.  Being  sub- 
sequently admitted  member  of  the  society  of 
antiquaries,  he  became  acquainted  with  sir 
Robert  Cotton,  Camden,  and  other  antiquari* 
ans.  In  1604,  he  was  appointed  high  sheriff 
of  Norfolk,  and  probably  about  this  time  wrote 
a  description  of  thai  county,  communicated 
to  Speed,  who  printed  it  in  1606.  In  l6l2^ 
he  quitted  the  country,  with  his  wife  and 
family,  and  settled  in  London,  where  he  died 
in  1641. 

Spelman,  soon  after  his  arrival  in  town, 
engaged  in  an  important  undertaking— the 
investigation  of  *^  The  €rrottnds  of  the  Law, 
from  Original  Records;"  and  in  the  prose- 
cution of  this  plau,  collected  all  the  booki 
and  MSS.  relative  to  that  article,  and  d)li» 
gently  read  over  the  fathers  and  councils,  with 
as  many  of  the  historians  of  the  middle  ages, 
whether  foreign  or  domestic,  as  he  could 
procure.  After  some  interruptions  he  pro* 
ceeded  in  his  enquiries,  in  the  course  of  whidl 
he  continually  encountered  numbers  of  ob- 
solete words,  not  easily  understood,  yet  which 
it  was  essential  to  exp^in.    He  therefore 
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gan  to  mc^e  a  collection  of  such  words,  with 
a  reference  to  the  places  where  they  were  re- 
spectively found ;  and  by  a  comparison  of  difr 
ferent  instances  of  the  use  of  a  given  word, 
obtained  its  conjectural  signification,  often 
with  considerable  accuracy.  As  his  collection 
increased,  the  reading  of  the  ancient  histoxir 
ans  becaine  less  difficult;  he  proceeded  to 
digest  his  materiAls^  and  by  comparing4he  sct 
reral  quotations,  at  length  obtained  the  exact 
signification  of  such  words,  in  the  difierent 
ages  in  which  they  were  respectively  u^ed. 

Still  there  was  something  wanting  to  the 
perfection  of  his  plan.     He  perceived  that 
many  of  our  laws  since  the  conquest  wero 
taken  from  the  constitutions  of  the  Saxons^ 
and  that  many  obsolete  t^rjns  in  our  Latin 
historians  are  of  S^xon  origin ;  and  found  that 
an   acquaintance  with  that  language,  if  not 
indispensible,  was  at  I^ast  necessary  to  a  clear- 
er interpretation  of  many  obscure  passages,. 
Accordingly,  in  ^pite.  of  the  difficulty  arising 
from  the  s^most  total  absence  of  all  helps  ii^ 
that  age,  he  succeeded  in  making  himself  ^ 
competent  master  of  that  language.    In  1621,^ 
be  printed  a  sheet  or  two  as  a  specimen  o^. 
bis  wo?k^  which  he  pommynipat^d  tq  Jiis  Wr. 
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tiquarian  friends ;  and  received  encouragement 
from  Camden,  sir  Robert  Cotton,  Selden,  and 
others,  to  go  on.  He  now  prepared  a  part  of 
it  for  the  press,  and  offered  it  to  a  bookseller 
at  the  small  recompence  of  5l.;  which  being 
refused,  he  ventured  to  print  it,  to  the  end  of 
the  letter  L,  at  his  own  risk ;  and  it  was  pub- 
lished under  t\ie  title  of  *^  Archaologus,^*  &c. 
The  reason  why  he  gave  it  this  title  instead 
of  Glossarium,  was,  because  it  was  not  strict- 
ly speaking  a  glossary,  but  a  collection  of  dis<* 
courses  aqd  dissertations  under  various  heads* 
The  second  part  was  not  published  till  long 
^fter  his  death,  or  in  i607,  by  his  grandson, 
Mr.  Charles  Spelman. 

2.  His  next  work  was,  A  History  of  the  Civil 
Affairs  of  the  Kingdom,  from  the  Conquest  to 
Magna  C/iarta,  selected  from  our  best  histo-* 
rians,  and  commonly  expressed  in  their  own 
words,  1627. 

3.  He  Septdtura;  or.  Of  Burial  Fees,  1628, 
The  above  are  in  Latin. 

4.  *^  The  History  of  the  English  Councils,'* 
This'  work  is  divided  into  three  parts,  each 
occupying  a  volume.  1,  From  the  first  plann 
t^tion  of  Christianity  to  the  coming  in  of  th^ 
C^Oc^u^rQr,  ii^  JOiJgj    %u  froiq  tl<e  Nonfl^ 
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Conquest  to  the  casting  off  the  pope*s  supre* 
macy  by  king  Henry  VIII.  3.  The  History  of 
the  Reformed  English  Churchy  from  Henry 
VIII.  to  his  own  time.— The  first  of  these 
volumes  was  published  in  lOSQ,  with  luino^ 
tations. 

5. ''  The  Original,  Growth,  Propagation,  and 
Conditions  of  Tenures  by  Knight-Seryice  in 
England." — ^The  origin  of  this  work  was  the 
following*  In  the  year  l6S9,  the  important 
case  of  tenufei^,  upon  the  commission  of  defect 
tive  tities,  was  argued  by  the  judges  of  Ire-* 
land,  and  after  their  resolution,  was  published 
the  same  year,  by  order  of  the  lord  deputyi 
viscount  Wentworth.  On  the  fourth  point  of 
the  case,  it  was  .affirmed,  that  tenures  existed 
in  Englaild  prior  to  the  conquest ;  and  hence 
was  inferred  the  prior  existence  of  feuds  also* 
In  support  of  this  assertion,  divers  laws  and 
charters  of  the  Saxon  kings,  and  other  autbo* 
Tities,were  alledged;  and  the  point  being  thus 
established,  was  followed  in  the  report,  li 
Wds  moreover  said,  that  Spelman,  in  his  Glos* 
^^Uf  (verbo  feudum)  was  mistaken,  in  refer* 
ring  the  origin  of  f^udsin  England  to  the  con* 
quest;  and  that  bis  bare  conjecture  was  not 
of  snftcient  authority  to  supersede  the  force 


of  those  lavs.  Spelmati,  in  the  work  in  ques^ 
tion,  coufiims  what  he  had  advanced  in  his 
Glossary ;  but  obsexves,  that  the  mistake  W93 
committed  by  the  person  who  drew  the  bxevU 
ale  for  the  judge;  since  he  himself  had  bo 
where  referred  the  origin  of  fends  in  England 
to  the  Norman  conquest ;  and  consequently^ 
that  the  passage  in  his  Glossigry  had  been  per* 
verted.  He  ^bad  asserted  only^  that  William 
the  Conqueror  had  introduced  the  servitudes 
and  grievances  of  ieuds^  us  wardship,  mar-* 
liage,  and  the  like,  unknown,  even  to  this 
day,  by  other  nations,  though  governed  by 
the  feudal  law ;  and  thai  between  Servitia  Mi- 
Utaria  and  Servitutes  Milttares,  there .  was  a 
wide  difference;  the  former  being  noble,  he^ 
rote,  and  glorious,  allowed  only  to  the  free^ 
bom ;  the  latter  ignoble,  servile,  and  derived 
eyen  from  bondage. 

.  His  posthumous  works  were,  1.  '^  A  Larger 
Treatise  concerning  Tithes,"  &c,  1647» 

52.  Villdre  Anglicaman;  or,  A  View  of  the 
Towns  of  England,  collected  by  the  appoint*^ 
ment,  at  the  charge, ,  and  for  the  use  of  that 
learned  antiquary  sir  Henry  Spelman ;  l6£€i 
3.  ^'  The  IJistory  of  Sacrilege,"  169«* 
He  also  left  in  MSI  1.  ^^A  Scheme  of  the 
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Abbreviation«^  and  such  other  obsolete  forms 
of  writing,  as  occur  ia  our  ancient  MSS.  to 
facilitate  the  reading  of  ancient  books  and 
records.'' 
fi.  *'  Of  Ancient  Deeds  and  Charters." 

3,  ^'  Of  the  Original  of  Testaments  and 
Wills,  and  of  their  Probate^  to  whom  it  an- 
ciently  belonged.** 

4.  ^  Of  the  Admiral's  Jurisdiction,  and  the 
Officers  thereof." 

Among  his  papers  were  also  found,  1.  A 
Discourse  of  the  Ancient  Government  of  Eng* 
land  in  general. 

2.  Of  Parliaments  in  Particular. 

3.  And  lastly,  A  Catalogue  of  the  Places 
and  Dwellings  of  the  Archbishops  and  Bi- 
shops of  this  Realm,  now,  or  of  former  times, 
in  which  their  several  owners  have  ordinary 
jurisdiction,  as  of  a  parcel  of  their  diocese, 
though  they  be, situate  within  the  precinct  of 
another  bishop's  diocese. 

A  collection  of  the  English  works  of  sir 
Henry  Spelman  was  published  in  1625,  folio, 
by  Mr«  Edmund  Gibson,  afterwards  bishop  of 
X^ondoQ.  The  sam^  person  soon  after  edited^ 
ianother  collection,  entitled  JR^/^ia^  Spelman^ 
jdanai^l  the  posthumous  Works  of  Sir  Henry 
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Spelman^  Knighty  relating  to  the  Lawg  sCnd  An* 
tiquities  of  England ;  published  from  the  ori« 
ginal  MSS.  in  1698,  folio.  Both  of  these 
collections  were  reprinted  together  in  1723',  in 
one  volume,  folio.  From  this  collection  I 
select  the  following  extract. 

(y*  the  ancient  Government  of  England, 

To  tell  the  government  of  England  nnder  the  old 
Saxon  laws,  seemeth  an  Utopia  to  us  at  present  I 
strange  and  uncouth:  yet  can  there  be  no  period 
assigned,  wherein  either  the  franfe  of  those  Jaws  was 
abolished,  or  this  of  ours  entertained;  but  as  day 
and  night  creep  insensibly  one  upon  the  other,  so 
also  hath  this  alteration  grewn  upon  us  insensibly;' 
every  age  altering  something,  and  no  age  seeing 
more  than  what  themselves  are  actors  in,  nor  think- 
ing it  to  have  been  otherwise  than  as  themselves 
discover  it  by  the  present.  Like  them  of  Chins, 
who  never  travelling  out  of  their  own  country,  think 
the  whole  worid  to  extend  no  further.  As  one  there- 
fore  that  has  coasted  a  little  further  into  former 
times,  I  will  offer  amto  you  a  rude  map  thereof;  not 
like  those  of  the  exquisite  cosmographers  of  our 
latter  ages,  but  like  them  of  old,  when  as  neither 
cross  sails  uox  compass  were  yet  known  to  navt* 
gators^ 
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Our  SasronSy  timgh  ilmded  into  many  kingdoms* 
yet  were  they  ^9  one  in  effect,  m  manners^  law8|  and 
langoage ;  90  thfit  the  breaking  of  their  govenunent 
into  ma^  kingdoms,  or  the  re-uniting  their  kii\g« 
^ms  into  a  ^onarchy,  wrought  little  or  no  change 
anwngst  them,  touching  laws:  for  though  we  talk  of 
the  West'Saxon' law,  the  Mercian  law,  and  the  Dane 
law,  whereby  the  west  parts  of  England,  the  middle 
parts,  and  tho^e  of  Norfolk,  Suffolk,  and  the  north, 
w^e  severally  governed ;  yet  held  they  all  ap  unifor*- 
Kiity  in  substance,  differing  rather  in  their  ^mulct 
than  in  their  Canea,  that  is,  in  the  quantity  of  fine^ 
^xA  amercemtntiii  than  in  the  course,  and  frame  of 
justice.       • 

.  .  Therefore,  wlien  all  these  kingdoms  grew  into  one 
monarchy,  as  under  Alured,  £thelstane,  Edgar,  &c* 
this  bred  no  notable  innovation  in  any  of  them ;  for 
the  king  had  no  new  law  to  impose  upon  his  new 
subjects,  nor  were  his  new  subjects  unacquainted 
with  his  form  of  government;  having  always  lived 
according  to  the  same.  So  that  when  Edward  the 
Confessor  came  to  take  away  these  small  differences 
that  were  between  these  three  laws,  he  did  it  even 
in  these  fickle  and  unconstant  ];imes,  without  all. 
tumult  or^contradiction;  making  that  his  alteratioa 
famous  rather  by  the. new  name,  than  by  the  new 
matter.  For  abolishing  the  three  particular  names 
before  mentioned,  he  now  called  it  the  common  law  cf 
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tngUmd^  for  thai  no  part  of  the  kingdom  slioidd 
henceforth  be  governed  by  any  particular  law,  hut 
all  alike  by  a  common  law.  But  insomuch  as  thia 
common  hm  is  but  the  half  arch  of  the  govemmegitp 
tending  only  to  the  temporal  part  thereof,  and  not 
unto  the  ecclesiastical;  I  cannot  well  present  the 
one  without  the  other,  and  must  therefore  make  a^ 
project  of  the  whole  arch,  that  so  the.  strength  etnd 
uniformity  of  both  the  parts  may  the  better  be 
conceived. 

As  therefore  each  side  of  an  arch  descendeth  alike 
from  the  cone,  or  top-point;  so  both  the  parts  of 
that  their  government  was  alike  deduced  from  the 
king^  each  of  them  holding  correspondency  one  with 
the  other,  (like  two  loving  sisters)  both  in  aspect  and 
in  lineaments.  , 

To  begin  with  the  right  fride,  or  eldest  sister :  the 
estate  ecclesiastical  was  first  divided  into  provinces ; 
every  province  into  many  bishoprics ;  every  bishop^ 
ric  into  many  arck-deaconries ;  every  arch-deacon- 
ry  into  divers  deaneries ;  every  deanery  into  many  pa<* 
rishes.  And  all  these  committed  to  their  several 
governors,  parsons,  deans,  aixh-^eacons^  bishops^ 
and  arch-'bishops,  who,  as  subordinate  one  to*  the 
other,  did  not  only  execute  the  charge  of  these  their 
several  portions,  but  were  accountant  also  for  the 
same  to  their  superiors. 

The  parson;  as  mQ  sp€ckSf  was  to  hear  and  deters 
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mine  the  breaches  of  Gdd'^  ptoce,  of  love,  afid  cho^ 
rity,  within  hid  parish,  t6  reptove  the  inordinate  life 
of  his  parifthiotiers:  and  though  he  could  not  strike 
wttii  the  ecclesiastical  sword,  yet  might  he  shake  it 
against  them  by  enjoining  notorious  offenders  to  con-^ 
trition,  repentance^  satisfaction,  and  soma  time  by 
removing  them  from  the  blessed  sacrament. 

The  dean  to  take  cognizance  of  the  life  and  con^' 
versation  of  the  parsons  and  clergymen  of  every  pa- 
rish within  his  deanery ;  .to  censure  breach  of  chnrch-* 
peace,  and>  to  punish  incontinent  and  infamous  livers, 
by  excommunication,  penance,  Sccj 

And  because  there  could  be  no  breach  of  the  king's 
peace,  but  it  must  also  break  the  peace  and  unity 
of  the  church;  the  bishop's  dea|i  in  whose  deanery 
the  peace  was  broken,  had  in  some  cases  10s.  for 
his  part  of  the  mulct,  or  iihe  thereof;  as  appeareth 
U.  Ed.  Confess,  cap.  31. 

The  arcb-deacon,  drawing  nearer  to  the  bishops 
drew  the  more  pre-eminence  from  him,  and  was  his 
coadjutor  in  the  ordination  of  clerks,  having  a  su-> 
p^ntendent  power  over  all  parochial  parsons  within 
every  deanery  of  bis  precinct. 
.  The  bishop,  as  ^he  greatest  orb  of  the  diocese,  had 
jurisdiction  and  coercion  through  the  same,  in  all 
ecclesiastical  causes^  and  in  all  persons;  except  mo- 
nasteries exempted.  And  for  this  purpose  had  two 
general  synods  in  the  year,  wherein  all  the  clcfgy  of 
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kis  dio(:68e  assembled  for  deteraiining  matters  touch* 
ing  the  churchy  as  well  in  futh^as  in  government. 

But  the  archbishop  (to  bind  up  this  golden  faggot 
in  the  band  of  union  and  conformity)  comprehended 
all  the  bishops  of  his  province,  sub  folUo  sues  pknitw* 
vUniSf  or  sub  plenitudme  potestatis:  having  supreme  j  u- 
risdiction  to  visit  and  reform  all  in  their  diocesesi 
whatsoever  was  defective  or  omitted.  That  by  this 
means  no  transgression,  might  break  through  so 
many  wards,  but  if  it  escaped  the  sword  of  Hafael, 
Jehu  might  slay  it;  or  if  it  passed  them  both»  yet 
•Elisha  might  light  upon  itt  • 

This  was  the  model  of  the  church  policy ;  com- 
posed no  doubt  out  of  that  fundamental  rule  of  govern- 
ment prescribed  by  Jethro  unto  Moses:  Appoi^  ru^ 
hrs  croer  thousands^  over  hundreds^  Ofoerjiftiesy  and  over 
tens.  According  to  the  steps  whereof  the  state  tem- 
poral did  hkewise  take  her  lineaments. 

For  the  temporal  government  was  hkewise  divided 
into  satrapies  or  dukedoms,  which  contained  in 
them  divers  counties ;  the  county  divers  lathes  or 
trithings ;  every  trithing  divers  hundreds  or  wapeu« 
takes;  every  hundred  divers  towns  or  lordships,  short- 
ly after  called  baroriies.  And  the  government  of 
all  these  was  committed  into  their  several  heads; 
viz.  towns  or  manors  to  the  lords  thereof,  whom  the 
Saxons  called  themgs^  after  barons ;  hundreds  to  |h« 
lords  of  the  hundred^;  trithings  or  lathes  to  their 
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trithiagrevtt;  conatite  to  their  earls  6t  Mentma; 
and  the  larger  satrapies  to  their  dukes  or  chief 
yiriaets.  All  which  had  subordinate  authority,  one 
und^  the  ether ;  and  did  Withia  the  precinct  of  their 
ewn  territories  miaister  justice  to  their  subjects. 

For  the  dieinge  or  lord  of  the  towft,  (whom  the 
Kormaiis  called  a  baron,)  had,  of  old^  jurisdiction 
over  them  of  his  emn  town,  (being  as  it  were  his 
coloay;)  ftnd  as  Cornelius  Tacitus  saitb,  did  Agrice- 
lis  wk  ju8  dkerc.  For  those  whom  we  now  call 
tenants,  were  in  those  ancient  times  but  husband- 
man dwelling  upoh  the  soil  of  the  lord,  and  manur^ 
ing  the  same»  on  such  conditions  as  the  lord  assign- 
ed ;  or  ^se  such  as  were  their  followers  in  the  wars,, 
and  )iad  therefore  pjsrtions  of  ground  appointed  unto 
them  ia  respect  of  that  service ;  which  portioa  was. 
thereupon  called  a  knights-fee;  for  that  a  servant  in 
the  war,  whom  the  Saxons  called  a  knight,  had  it 
allotted  unto  him  as  the  fee  or  wages  of  his  service. 
Neitiier  at  the  first  had  they  these  their  fees,  but  at 
the  lord^s  pleasure,  or  for  a  time  limited ;  and  thero- 
fore  both  these  kinds  of  military  and  husbandmen 
dwelling  iipon  the  town  or  colony  of  the  lord,  were, 
(as  in  reason  they  ought)  under  the  censure  and  wiU 
^  their  lord  touching  the  lands  they  occupied;  who 
therefore  set  them  laws  and  customs,  how  and  ia 
what  manner  they  should  possess  these  their  lands-; 
Hildas  any  controversy  rose  about  them,,  the  losd» 


Uttembling  the  rest  of  bis  followeirs,  diid  by  tbdr 
opinion  and  aasistahce  jtidge  it.  Oiit  of  which  usage^ 
the  court-barons  took  their  beginning,  and  ^e  lonh 
of  towns  and  manners  gained  the  privilege  of  holdbg 
plea  and  jurisdictien  within  those  their  territories 
over  their  tenants  and  followen ;  who  thereupon  art 
at  this  day  called  seciatofeiy  in  French  iinhtSj  form 
tuioref  td  follow.  But  the  Saxont  themselves  -called 
this  jurisdiction^  Sacha  and  Soea^  signifying  thereby 
causarum  actionem^  and  Hbertaiem  Judkmuiis  for  «6cte 
signifieth  causa,  ih  which  sense  we  yet  use  it,  aa 
when  we  wffot  Qod^s  sake;  and  fo^iseignifieth  libei^ 
ty  or  ptivilege^  as  Cyrkaoekt,  Uberku  tcduuB.  But 
by  this  manner  the  lords  of  towns  (as  eat  comuduimc 
regrdj  came  to  have  jurisdiction  over  their  tenaott 
and  followers,  and  to  hold  plea  df  all  things  touoh<^ 
ing  land.  But  As  touching  cognizance  in  criminal 
matters^  they  had  not  otherwise  to  meddle  thenewitk 
than  by  the  king^s  charters*  For  as  touching  tho 
king's  peace,  every  hundred  was  divided  into  many 
freeborgs  or  tithings,  consisting  of  ten  men,  which 
stood  all  bound  one  for  the  other,  and  did  amongst 
themselves,  punish  small  matters  in  their  court  fov 
that  purpose,  called  the  Leet;  which  was  sometimes 
granted  over  to  the  lords  of  manors,  and  sometin^ea 
exercised  by  peculiar  officer^*  But  the  greater  twinge 
were  also  carried  from  thence  into  the  hundred 
courts ;  so  that  both  the  streams  of  civil  justice,  and 
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of  cnmina}>  did  there  meet,  and  were  decided  by  tlie 
hondredsy  &c<  as  by.  superior  judges^  both  of  the 
court  baroQi  and  court  Leet  also« 

Edward  the  confessor  (U.  cap.  52)  saith,  that 
there  were  justices  over  every  ten  freeborgs,  called 
DeanSy  or  Ttenheopo^,  (that  in,  head  of  ten,)  which 
.among  thehr  neighbours  in  towns  compounded  mat- 
ters of  trespasses  done  in  pastures,  meadpws, ,  com, 
and  other  strifes  rising  among  them.  But  the  great- 
er matters,  saith  he,  were  referred  to  superior  jus- 
tices appointed  over  every  ten  of  them,  whom  we 
call  centurions,  centeoariesi  or  hundradors,  because 
they  judged  over  an  hundred  freeborgs. 

The  lord  of  the  hundred,  therefore,  had  jurisdiction 
over  all  the  towns  of  the  hundred,  as  well  in  crimi« 
nal  matters  as  in  civil,  and  they  that  failed  of  their 
right  in  the  court  barons,  tithings,  or  Leets,  might 
aow  prosecute  it  here  before  the  lord  of  the  hundred 
^^d  his  followers,  called  the  suitors  of  the  hundred, 
which  were  the  lords  and  owners  of  lands  within 
that  hundred;  who  were  tied  to  be  there  at  every 
court ;  which,  as  appeareth  by  the  laws  of  Henry  L 
cap.  8.  was  to  be  holden  {welve  times  in  the  year, 
that  is,  once  every  month:  but  especially  a  full  ape 
pearance  was  required  twice  in  the  year,  in  memory 
whereof  the  suitors  are  at  this  day  called  at  our  Lady 
and  Michaelmas  courts,  by  the  steward  of  the  hu»- 
dred* 
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These  (as  I  said  before)  held  plea  of  trespasse* 
ibne  in  pastures,  meadows,  com,  and  such  like,  and 
of  other  strifes  arising  between  neighbour  and  neigh- 
bour, and  (as  by  and  by  also  shall  be  shewed)  of  cri- 
minal matters,  touching  the  veiy  life  of  a  man. 


The  woilcs  of  Spelman  erected  a  sort  of 
etore-house  for  the  writers  of  English  history 
since  his  time.  He  was  the  restorer  of  Saxon 
literature^  first  by  his  own  study  of  that  lan- 
guage, and  afterwards  by  the  foundation  of 
a  Saxon  professorship  at  Cambridge^  ia  the 
year  1639. 

H^s  eldest  son,  sir  John  Spelman^  was  also 
a  man  of  considerable  learning.  He  was  the 
author  of  several  compositions  i  and  in  parti* 
cular,  of  a  Life  of  King  Alfred,  which  he  left 
in  MS.  Some  time  after  the  restoration,  this 
was  translated  from  the  English  into  Latin, 
by  Mr.  Christopher  Ware,  and  published  in 
1679,  fol.  by  Mr.  Obadiah  Walker.  The- 
original  English,  however,  was  printed  by 
Mr.  Hearne  in  1709,  8vo. 


(  m  > 
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BisHOf  of  WiNcHE^TW^  was  born  at  Lqnz 
don^  in  1565.  He  received  the  rudiments  of 
his  education  fii^t  in  the  Coopers'  free-school 
at  RatclifF^  and  afterwards  in  Merchant  Tailor's 
school  in  London.  At  the  usual  age  he  enter- 
ed at  Pembroke  Hall,  Cambridge,  of  which, 
on  his  taking  his  bachelor's  degree,  he  was 
chosen  fellow.  Soon  after,  from  the  fame  of  hi? 
learning,  he  was  elected  honorary  fellow  of  Je- 
fus  College  in  Oxford,  lately  founded  by  Hugh 
Pric^.  On  his  taking  hi$  master's  degree,  he 
was  chosen  catechis^  of  Pembroke  Hall,  and 
every  Saturday  and  Sunday  read  a  lecture  ou 
the  ten  commandments,  which  was  nume-» 
Tously  attended. 

His  increasing  reputation  gained  hini  the, 
countenance  of  Henry  earl  of  Huntingdon 
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Md  parUcuIarly  of  sir  Francis  Wabingham^ 
^secretary  of  state  to  queen  Elizabeth,  who  as* 
signed  him  for  l^is  imm^ediate  maiatepapce  the 
lease  .of  the  parsonage  of  AJtoo  in  Hampshire, 
and  afterwards  procured  for  him  the  vicairage 
pf  St.  Giles,  CripplegaCe,  in  London.  He  was 
subsequently  ichosen  prebendary  and  resident 
tiary  of  St.  Paal's,  ^s  also  prebendary  of  the 
collegiate  church  pf  •SojuthweU;  ai|id  on.  tba 
death  of  Dr.  Fulke,  became  master  of  Petite 
broke  Hall^.  Moreovjer,  queen  Elizabeth  was 
so  struck  with  his  preaching,  that  she  i^* 
pointed  him  one  of  her  chaplains  in  ordinary^ 
made  him  a  prebendary  of  W«tm«uter,  and 
afterwards  dean  of  that  church. 

On  thjB  accession  of  James  L  he  ynM  selects 
ed  by  that  prince  as  his  Hterary  champion 
against  the  virulent  attacks  of  his  enemies; 
and  in  1605,  was  promoted  by  him  to  the  bir 
shoprie  of  Chichester;  at  the  same  time  he 
was  also  made  lord  Almoqer.  In  iGOO  he  was 
advanced  to  ^e  bishopric  of  Ely;  was  after- 
wards nominated  one  of  his  majesty's  privy 
counsellors  of  England,  and  then  of  Scotland^ 
when  he  attended  the  king  in  his  journey 
to  that  kingdom.  He  was  promoted,  in  l6l8| 
iQ  the  bisi^opric  of  Winchester,  ai^d  deanery 
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oF  the  king's  chapel,  his  last  preferments.  He 
died  in  1626^  aged  71>  being  the  year  following 
the  accession  of  Charles  I. 

The  works  of  bishop  Andrews,  of  which 
some  are  in  Latin  as  well  as  in  English,  are 
too  numerous,  and  too  unimportant,  to  require 
a  particular  enumeration  in  this  place.  It 
ought  to  be  noticed>  however,  that  he  had  a 
share  in  the  translation*  of  the  Pentateuch, 
and  in  the  historical  books  of  the  Old  Testa- 
ment,  down  to  the  end  of  the  second  book  of 
Kings.  His  sermons,  comprized  in  a  large 
folio  volume,  though  they  evince  much  learn-* 
ing,  and  occasionally  good^ense,  are  written 
in  the  vilest  taste  that  ever  disgraced  the  pen 
of  mortal.  They  abound  in  puns  and  affected 
witticisms,  with  the  intermixture  of  ^Latin  and 
English  in  tasteless  confusion.  Notwithstand- 
ing this,  he  was  styled  by  his  cotemporaries, 
Sulla  pradicantiumy  the  star  of  preachers ;  and 
his  sermons,  after  his  death,  were  published 
by  the  express  direction  of  Charles  I,  The 
following  is  an  amusing  specimien ; 

^  Comparison  between  Angels  and  Men^ 

1.  What  are  Angels?     Surely  they   arc  spirits, 
glorious  spirits;  heavenly  spirits;  immortal  spirits, 
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For  their  nature  or  substance,  spirits :  for  their  qua- 
lity or  property,  glorious :  for  their  place  or  abode, 
heavenly:  for  their  durance  or  continuance,  im- 
mortal. 

And  what  is  the  seed  of  Abraham,  but  as  Abra- 
ham himself?  And  what  is  Abraham?  Let  him  an- 
swer himself;  I  am  dust  aud  ashes.  What  is  the 
seed  of  Abraham  ?  Let  one  answer  in  the  persons 
of  all  the  rest;  dkens  putrediniy  SfC,  saying  to  rot- 
tenness, thou  art  my  mother,  aud  to  the  worms,  ycf 
are  my  brethren.  1.  They  are  spirits;  now  what 
are  we,  what  is  the  seed  of  Abraham?  Flesh,  And 
what  is  the  very  harvest  of  this  seed  of  flesh?  What 
but  corruption,  and  rottenness,  and  worms.  Th^re 
is  the  substance  of  our  bodies. 

2.  They  glorious  spirits :  we  vile  .bodies  (bear 
with  it,  it  is  the  Holy  Ghost's  own  term,  who  shall 
change  our  vile  bodies).  And  not  only  base  and  vile, 
but  filthy  and  unclean :  ex  immundo  conceptum  semine, 
conceived  of  unclean  seed :  there  is  the  metal.  And 
the  mould  i^  no  better,  the  womb  wherein  we  were 
conceived,  vile,  bas^,  filthy,  and  unclean.  There  is 
our  quality. 

3.  They  heavenly  spirits,  angels  of  heaven:  that 
is,  their  place  of  abode  is  in  heaven  above,  ours  is 
here  below  in  the  dust ;  inter  pulkeSf  et  ctdicesy  tineas, 
araneaSf  €t  vermes;  our  place  is  here  among  fleas  and 
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flies,    moths,  and  spiders,    and  cradling  womia. 
There  is  oor  place  of  dwelling. 

4.  Th^  immortal  spirits ;  that  is  their  daiance^ 
Our  time  is  proclaimed  in  the  prophet:  flesh,  all 
flesh  is  grass,  and  the  gloiy  of  it  as  the  ^wer  of 
the  field  (fW>m  April  to  June).  The  scythe  cometh ; 
nay,  the  wind  but  bloweth,  and  we  are  gone,  wither- 
ing sooner  than  the  grass,  which  is  ^ort:  nay, 
fading  sooner  than  the  flower  of  the  grass,  which  is 
mnch  shorter:  nay,  saith  Job,  nibbed  in  piecei 
vaore  easily  than  any  moth. 

This  we  are  to  them  if  you  lay  ns  together ;  and 
if  you  weigh  us  upon  the  balance,  we  are  dtogtther 
Ugbtcr  than  tamhf  itseff':  there  is  our  weight.  And 
if  you  value  us,  man  is  hmi  a  thng  cf  paught :  therm 
is  our  worth.  Hoc  is  onnitf  homo ;  this  is  Abraham, 
and  this  is  Abraham's  seed :  and  who  would  stand  to 
CiMnpare  these  with  angels?  Verily,  there  is  no 
comparison ;  they  are  incomparably  fiir  better  thdii 
the  best  of  us. 


Cf  the  Natioiiy. 


A  prince  he  is  [Christ,]  and  so  he  b  stykd,  horn, 
fM^d  given  to  establish  a  government.  «  •  •  « 
And  this  government  is  by  name  a  principality ; 
Irherein,  neither  the  popular  confusion  of  many,  nof 
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0ke  £Bictious  ^mbitioii  of  a  few,  bear  all  the  svrsy ; 
but  where  one  is  sovereign.  Such  is  the  govern^ 
ment  of  heaven :  such  is  Christ's  government,  &c. 
&c.  &c. 

And  now  what  is  all  this  to  us  ?,  Yes ;  to  us  it  is  x 
and  that  twice  over  for  failing.  We  c6nie  now  to 
look  another  while  into  our  interest  to  it,  and  our 
benefit  by  it.  Nobis  is  acquisitive  positua :  we  get  by 
it ;  we  are  gainers  by  all  this. 

To  us,  not  to  himself.  For  a  far  more  noble  na- 
tivity had  he,  before  all  worlds,  and  needed  no  more 
birth.  Not  to  be  born  at  all ;  specially,  not  thus 
basely  to  be. born.  Not  to  him  therefore,  but  to  us 
and  our  behoof. 

To  us,  aa  in  bar  of  himself^  so  likewise  of  hi^ 
angels.  Niisquam  an^elosy  not  to  the  angels  was  h^ 
bom  or  given;  hut  to  us  he  was  both;  Not  an  an-> 
gel  in  heaven  can  s&y  nobiSfi —  vobis  they  can :  the 
angels  said  it  twice,  nobi$  natus  or  dattts-^they  cannot} 
but  we  can  bfHh. 

Nobis  exciusifod,  a|id  nobis  include*  £say  sgeaks 
not  of  himself  only,  but  taketh  in  Ahaz.  Both  are 
in  tuAis :  Esay  aii  holy  prophet,  and  Ahaz  a  worse 
than  whom  you  shall  hardly  read  of,  •  Esay  indulge 
eth  himself^  as  having  need,  though  a  saint ;  and 
>  excludeth  not  Ahaz  from  having  part,  though  a  sin- 
ner. Not  only  Simeon  the  Just,  but  Paul,  the  sinnc? 
fKf  the  quorum^  an^  the  &r8t  of  the  quorum^^-Indfh 


(alas !  they  be  not  worth  the  speaking  of)  chieffy 
then  to  convey  to  us  the  things  of  God.  For  that  if 
VfOTth  th^  while:  Ihey  are  indeed  worth  the  coti^ 
veying; 

This  cam  we  shall  never  Conceive  to  purpose,'  but 
tarendo:  the  value  of  imth,  no  way  so  weU,  as  by 
ioUhout :  by  stripping  of  cum  frohi  ndiis.  And  so 
let  nobiSf  (m)  stand  by  ourselves,  without  Him,  to 
see  what  our  case  is^  but  for  this  Imnianuel.  What 
if  this  virgin's  child  had  not  this  day  been  bom  us  ; 
kohiicum  (after)  will  be  the  better  esteemed.  For  if 
this  child  be  Imnianuel,  God  with  us  ;  then  without 
this  child,  this  Immanuel,  we  be  without  God« 
Without  Hixn  iii  this  world  (saith  the  Apostle) ;  and 
if  without  Him  in  thid,  without  Him  in  the  next  i 
and  if  without  Him  there,  if  it  be  not  Immanu^/,  it 
will  be  Immanu-M;  and  that,,  and  no  other  place, 
Vill  fall,  I  fear  me^  to  our  share;  Without  Him, 
this  we  are :  '  what  with  Him  ?  Why,  if  we  have 
Himj  and  God  by  Him,  we  need  nonoore ;  Immanu-el 
and  Immanu-a//.  All  that  we  can  desire  is,  for  us  to 
be  with  Him,  with  God,  and  he  to  be  with  us  :  and 
we  from  Him,  and  he  from  us,  neVer  to  be  parted^ 
We  were  with  Him,  once  before,  and  we  were  well  • 
and  when  we  left  Him,  and  he  no  longer  with  us, 
then  began  all  our  misery :  whensoever  we  go  from 
liim^  so  shall  we  be  in  evil  case :  and  never  bcf  wetl 
till  we  be  back^  with  Him  again. 


Theb  if  ihik  be  our  case,  that  we  cabnot  be  with^ 
Out  Him,  no  remedy  then,  but  to  get  a  cunif  by 
whose  means,  nobis  sndDeus  may  come  tdgether  again. 
And  Christ  is  that  cUm,  to  bring  it  to  pass.  The 
parties  are  God  and  we :  and  now  this  day  he  is' 
both.  God,  before,  Eternally ;  and  now  to-day,  man : 
and  so  both,  and  takes  hold  of  both,  and  brings 
both  together  again;  for  two  natures  here  are  in 
Him:  if  conceived  and  born  of  a  woman,  then  'a 
man ;  If  God  with  usy  then  God.  So  Esay  offered 
his  sign,  from  the  height  above,  or  from  the.  depth 
beneath:  here  it  is.  Fi^om  abdve.  El;  from  beneathy 
Anu ;  one  of  us,  now :  and  so  his  sign  from  both. 
And  both  these  natures  in  the  unity  of  one  person, 
called  by  one  name,  even  this  name  Immanuel.  Fo- 
cMi  nomcMy  I  told  you,  in  his  name,  is  his  vocation 
or  office,  to  be,  cum ;  to  come  between,  that  is,  to 
be  a  mediator,  to  make  him  that  was  .eon/ra  no8f  no-' 
biscum  again.  A  mediator  is  not  of  one,  but  God  19 
one.  God  and  man  are  two ;  and  they  were  two^  (as 
they  say ;)  were  two,  and  two  will  be,  till  he  make 
them  one.  Recapitulate  and  cast  up  both  into  one 
sum ;  to  knit  Anu^  that  is,  we,  and  £/,  that  is,  Qod, 
with  his  Jtw,  into  one :  one  word  and  one  thing 
univoc^,  again.  So  upon  the  point,  in  these  three 
pieces,  there  be  three  persons;  so,  a  second  kind 
of  trinity — God,  we,  and  Christ ;  El  is  God ;  Arm 
we ;  for  Christ  nothing  left  but  Im;    that  is,  €um, 
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or  mth.    For  it  is  he  that  maketh  the  unity  in 
this   trinity ;  maketh  God  with  us,   and  us   with 

God:    and  hothy  in  and  by  him,   to   our  eternal 

» 

comfort  and  joy. 


What  is  the  boasted  analysis  of  modem 
times  to  this  admirable  specimen  of  the  good 
bishop  Andrews !  He  continues  it  through 
double  the  space  of  that  occupied  by  the  ex* 
,tract,  of  which  the  unrivalled  absurdity^  I 
trust,  will  be  excused,  for  the  sake  of  its  hu- 
morous quaintness. 

•  Bishop  Andrews,  on  account  of  his  learning, 
his  excellent  moral  character,  and  his  high  con-* 
sideration  at  court,  as  well  as  with  his  cotem* 
poraries  at  large,  is  justly  regarded  as  one  of 
the  chief  corrupters  of  the  pulpit  eloquence 
of  his  time. 

The  following  inscription  is  found  under  a 
print  of  the  bishop,  prefixed  to  his  sermons 
aind  it  will  serve  to  shew  the  extravagant  esti- 
mate once  formed  of  his  writings. 

The  lineaments  of  art  have  well  set  forth, 
Some  outward  features,  though  no  inward  worth ; 
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But  to  these  lines  his  writings  added  can 
Make  up  the  fair  resemblance  of  a  mw\. 
For  as  the  body's  form  is  pictured  here. 
So  there  the  beauties  of  his  soul  appear. 
Which  I  had  praised,  but  that  in  this  place^ 
To  praise  them,  were  to  praise  him  to  bis  face. 


VOL,  !!•  Dd 
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DONNE. 


JoHK  Do^N9,  divine  and  poet,  was  bom  in 
London  in  1573.  He  was  educated  by  a  pri- 
Vfite  preceptor  till  his  eleventh  year,  when  he 
was  sent  to  Oxford,  where  he  entered  as  com- 
moner in  Hart  Hall.  Having  remained  here 
three  years,  he  removed  to  Cambridge,  where 
he  attained  to  considerable  proficiency  in  the 
law,  and  other  sciences;  and  entered  with 
warmth  upon  the  consideration  of  the  con-, 
troversy  betiyeen  the  Romish  and  reformed 
churches;  the  result  of  which  examinfitipi^ 
was,  his  conversion  to  the  protestant  faith. 

In  1596  and  1597,  .he  accompanied  the  ear^ 
of  Essex  in  his  expeditions  against  Cadiz  an4 
the  Azores;  and  during  his  absence,  spent 
several  years  in  Italy  and  Spain.  Soon  ^ter 
his  return  to  England,  he  was  made  secretary 
to  the  lord  chancellor  Egerton,  in  which  em? 
plqym^nt  he  continued  fiye  y^ars. 
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Havmg  taken  his  degree  'of  master  af  arts 
«t  Cambridge^  he  was  incorporated  in  the  same 
at  Oxford  in  1610.  About  two  years  after,  he 
accompanied  sir  Robert  Drury  to  Paris. 

James  I.  had  a  high  opinion  of  his  talents 
for  theology,  and  would  consent  to  promote 
him  in  no  other  line.  Aocoxdingly,  at  the  par- 
ticular instance  of  the  king^  he  took  orders 
in  l6ld,  and  was  soon  after  appointed  one  of 
his  majesty's  chaplains  in  ordinary*  About 
the  same  time  he  was  created  doctor  in  divi- 
nity  by  the  university  of  Cambridge,  also  at 
the  particular  recommendation  of  the  king« 
In  I62O-I,  he  was  advanced  to  the  deanery  of 
St.  Paul's.     He  died  in  1631. 

1.  His  first  prose  work,  and  probably  his 
best,  was  the  Pseudo-Martyr,  Lond.  I6IO,  . 
4to.  This  was  written  at  the  express  com^ 
mand  of  James;  and  is  on  the  subject  of  the 
disputes  concerning  the  oaths  of^  allegiance 
and  supremacy  then  agitated.  The  full  title  is^ 
'*  Pseudo-Martyr;  wherein,  but  of  certain  Pro- 
positions and  Gradations,  this  Conclusion  is 
evicted ;  that  those  which  are  of  the  Roman 
Religion,  in  this  Kingdom,  may  and  ought  to 
take  the  Oath  of  Allegiance." 
2.^*  Paradoxes,  Problems,  Essays/ Characters, 

Dd2 
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&c.  to  which  is  added^  a  book  of  £pigntm9> 
written  in  Latin  by  the  same  author,  translated 
into  English  by  J,  Maine,  IX.  D.  and  also  Ig^ 
natius's  Conclave,  a  satire,trans1atedout  of  the 
original  copy,  written  in  Latin  by  the  same 
author;  found  lately  amongst  his  own  papers* 
Loud.  1653,  12mo.  Parts  of  this  collection 
were  published  at  different  times  before. 

3.  Three  volumes  of  Sermons,  in  folio:  the 
first  printed  in   1640;    the  second  in    1649; 
the  third  in  l660.<— In  rummaging  these  large 
volumes,  I  have  not  succeeded  quite  to  my 
wish  in  the  extracts  I  have  chosen.    These 
sermons  are  celebrated  for  their  wit  and  hu- 
mour.   The  reader,  I  am  afraid,  will  detect 
few  of  these  distinctive  marks  in  the  speci- 
mens I  have  to  offer.    The  first,  in  particular, 
is  characteristic  of  the  stile  of  preaching  at 
the  period,  rather  than  of  Donne's  peculiar 
manner.     From  the  following  passage,  from 
his  fourth  Sermon,  one  would  be  inclined  to 
think  that  the  doctor  was  preaching  against 
Christianity,  instead  of  for  it.     Nothing,  how- 
ever, could  be  farther  from  his  thoughts.  This 
style  of  preaching  very  much  resembles  that 
qf  the  methodistical  preachers  of  modern  timeji* 


^he  merit  of  belief  in  Chrises  Coniempafaries. 

Be  pleased  to  consider  this  great  work  of  believ* 
ing,  in  the  matter,  what  it  was  that  was  to  be  be- 
lieved :  that  that  Jesus,  whose  age  they  knew,  musi 
be  antedated  so  far  as  that  they  must  believe  him  to 
be  older  than  Abraham :  that  that  Jesus,  whom 
they  knew  to  be  that  carpenter's  son,  and  knew  his 
work,  must  be  believed  to  have  set  up  a  frame  that 
reached  to  heaven,  out  of  which  no  man  could,  and 
in  which  any  man  might  be  saved :  was  it  not  as 
easy  to  believe,  that  those  tears,  i^hich  they  saw 
upon  his  cheeks,  wcte  pearls  i  That  thos6  drops  of 
blo<)d,  which  they  saw  upon  his  back,  were  rubies  ? 
That  that  spittle,  which  they  saw  upon  his  face, 
was  enamel?  That  those  hands  which  they  saw 
buffet  him,  were  reached  out  to  place  him  in  a 
throne  ?  And  that  that  voice  which  they  heard  cry, 
crucifigey  crucify  him,  was  a  vivat  rex,  long  live  Je- 
'  sus  of  Naiareth,  King  of  the  Jews  ;  as  to  believe, 
that  from  that  mah,  that  worm,  and  no  man,  inglo- 
riously  traduced  as  a  Conjurer,  ihgloriously  appre- 
hended as  a  thief,  ingloriously  executed  as  a  traitor; 
they  should  look  for  glory,  and  all  glory,  and  ever- 
lasting glory }  And  from  that  melancholick  man,  who 
was  never  seen  to  laugh  in  all  his  life,  and  "  whose 
6oul  was  heavy  unto  death ;''  they  sho\ild  look  for 
joy,  and  all  joy,  and  everlasting  joy :  and  for  salva< 


408  BOKNE« 

tioD,  and  everlasting  salvation  from  Him,  who  conTJ 
not  save  himself  from  the  ignominy,  from  the  tor- 
ment^  from  the  death  of  the  cross?  If  any  state,  if 
any  coifvocation,  if  any  wise  man  had  been  to  make- 
a  religion,  a  gospel,  would  he  not  have  proposed  a 
more  probable^  a  more  credible  gospel  t«  man's  rea* 
90B  than  this?  Be  pleased  to  consider  it  in  the 
manner  too :  it  must  be  believed  by  preaching,  by 
the  foolishness'  of  preachings  says  the  apostle ;  by  a. 
few  men.  that  could  give  no  strength  to  it ;  by  igno- 
rant men  that  could  give  no  reason  for  it ;  by  poor 
men  that  could  give  no  pensions,  nor  preferments  in 
it :  that  this  should  be  believed,  and  believed  thus,, 
and  believed  by  the  world,  the  world  that  knew  him 
not;  "  he  was  in  the  world,  and  the  world  knew  him 
not :"  the  world  that  hated  them,  who  would  make 
them  know  him ;  ^^  I  have  chosen  you,''  says  Christ, 
**and  therefore  the  ^vorld  hateth  you:"  that  then 
when  *^  mundus  totus  in  maligno  positus,"  the  world  and 
all  the  world,  not  only  was,  but  was  laid  in  malig- 
nity and  opposition  against  Christ;  that  then  the 
world,  and  all  the  world,  the  world  of  ignorance, 
and  the  world  of  pride,  should  believe  the  gospel ; 
that  then  the  Nicodemiis,  the  learned  and  powerful 
man  of  the  world,  should  stand  out  no  longer  upon 
their  durus  sermo;  that  it  was  a  hard  saying,  that  they 
must  *^  eat  his  flesh,  and  drink  his  blood,"  and  pre- 
sently believe  that  there  was  no  salvation,  except  tkey 
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^d  eat  and  drink  that  flesh  and  bl6od :  that  Mary 
Magdalene^  vfho  was  not  only  tempted^  (is  therfc  any 
that  is  not  so  ?)   but  overcome  with  the  temptations, 
(and  how  many  are  so?)  and  possessed  with  seven 
devils,  should  presently  hearken  after  the  powerful 
charm  of  the  gospel,  and  presently  believe  that  she 
should  be  welcome  into  his  arms,  after  all  her  pros- 
titutions :  that  the  world,  this  world,  all  this  worlds 
should  befieve  this,  and  believe  it  thus ;  this  wad  the  , 
apostle's  dUistvdo  dvcitiatum^  the  depth  of  the  richeg 
of  God's  wisdom :  and  this  is  his  longitudo^  and  /a« 
titudd,  the  breadth,  and  length,  and  height)  and  depths 
which  no  man  can  comprehend.     Theudas  rose  up, 
dicens  se  esse  aliquem;  he  said  he  was  somebody,  and 
he  proved  nobody.     Simon  Magus  rose  up,  dkens  sc 
aise  dliquem  magnum^  saying  he  was  some  great  body  ; 
and  he  proved  as  little.     Christ  Jesus  rose  up^  and 
said  himself  not  to  be  somebody,    nor  some  great 
body;    but  that  there  was  nobody  else,  no  other 
Aame  given  under,  heaven,  whereby  we  should  be 
saved ;  and  was  believed^   And  therefore,  if  any  man 
think  to  destroy  this  general,    by  making  himself 
a  woful  instance  t6  the  contrary — Christ  is  not  be- 
lieved in  all  the  world,  for  I. never  believed  in  Christ; 
so  poor  an  objection  requires  no  more  answer,  but 
that  that  will  still  be  true  in  the  general ;   man  is  a 
reasonable  creature,  though  he  be  an  unreasonable 
man. 
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There  is  something  striking  in  the  opening 
of  the  5th  Sermon,  from  the  text, "  For  where 
year  treasure  is,  there  will  your  heart  be  also." 

I  have  seen  minute  glasses;  glasses  so  short-lived. 
If  I  were  to  preath  upon  this  text^  to  such  a  glass*, 
it  Were  enough  fbr  half  the  sermon ;  enough  to  shew 
the  worldly  man  his  treasure,  and  the  object  of  his 
heart,  (for  where  3'our  treasure  is,  there  will  your 
heart  be  also)  to  call  his  eye  to  that  mmute-glass, 
and  to  tell  him,  there  flows,  there  flies  your  treasure^ 
and  your  heart  with  it.    But  if  I  had  a  secular  glass, 
a  glass  that  would  run  an  age;  if  the  two  hemi- 
spheres of  the  world  calcined  and  burnt  to  ashes,  and 
all  the  ashes,  and  sands,  and  atoms  of  the  world  put 
into  that  glass,  it  would  not  be  enough  to  tell  th« 
godly  man  what  his  treasure  and  the  object  of  his 
heart  is.    A  parrot,  or  a  stare,  docile  birds,  and  of 
pregnant  imitation,  will  sooner  be  brought  to  re^ 
late  to  us  the  wisdom  of  a  council-table,  than  any 
Ambrose,  or  any  Chrysostome,  men  that  have  gold 
and  honey  in  their  names,  shall  tell  us  what  the 

*  Allusions  are  common,  in  these  sermons,  to  the  hour* 
{lass,  which,  in  those  times,  was  placed  by  the  preachef  to 
regulate  the  length  of  his  sermon.  One  long-winded  diTine^ 
when  he  had  got  to  the  end  of  his  first  hour,  used  to  turn  up 
the  regulator,  and  say,  **  with  your  leave,  geatlemea«  we  will 
btTe  one  glass  more.'' 
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8^«etne69,  what  the  treasure  of  heaven  is,  and  what 
that  man's  peace,  that  hath  set  his  heart  upon  that 
treasure. 


His  descriptive  allusion,  in  the  21st  Sermon, 
to  the  lewd  courses  of  some  of  the  Londoners 
at  the  time  of  the  plague^  ia  very  awful. 

No  douht  but  the  hand  pf  God  fell  upon  thousands 
in  this  deadly  infection,  who  were  no  more  affected 
with  it,  than  those  Egyptians,  to  cry  out,  onmea 
moriemur^  we  can  but  die,  and  we  must  die :  and^ 
tdxmus  etbibamus  eras  moriemurj  ^*  let  us  eat  and  drink 
and  take  our  pleasure,''  and  make  our  profits,  ^  for 
to-morrow  we  shall  die,"  and  so  were  cut  off  by  the 
hand  of  God ;  some  even  in  their  robberies,  in  half« 
empty  houses,  and  in  their  drunkenness,  in  voluptu- 
ous and  riotous  houses;  and  in  their  lusts  and  wan- 
tonness in  licentious  houses;  and  so  took  in  infection 
and  death,  like  Judas*s  sop,  death-dipt  and  soaked  in 
sin.  Men  whose  lust  carried  them  into  the  jaws  of 
infection  in  lewd  houses,  and  seeking  one  sore  pe- 
rished with  another;  men  whose  rapine  and  covet- 
ousness  broke  into  houses,  and  seeking  the  wardrobes 
of  others,  found  their  own  winding-sheet  in  the  in- 
fection of  that  house  where  they  stole  their  own  ^ 
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death ;  men  who  sougbt  no  other  way  to  Aireti  MA-t 
liessy  but  strong  drink  in  riotous  houses,  and  theref 
drank  up  David's  cup  of  malediction^  the  cup  of  con-« 
demned  men,  of  death,  in  the  infection  of  that  place. 
For  these  men  that  died  .  in  their  siAs,  that  sinned 
in  their  dying,  that  sought  and  hunted  after  death  so 
sinfully,  we  have  little  comfort  of  such  men;  in  the 
phrase  of  this  text,  *'  they  were  dead,"  for  they  arc 
dead  still;  as  Moses  said  of  the  Egyptians,  I  am 
afraid  we  may  say  of  these  men^  '*  We  shall  see  them 
no  more  for  ever/' 


In  the  ciext  t>a^e  but  one  are  some  curioosljr 
Bolemn  reflections  on  the  mingled  dust  of  dead 
?elations  in  that  very  chnrcb  (St.  Dunstan  s) 
^bere  this  sermon  was  preached. 

In  this  hotise  where  we  stand  now,  the  house  of 
God  and  of  his  saints,  God  afifords  us  a  fair  beam  of 
this  consolation,  in  the  phrase  of  this  text  also,  ^  they 
were  dead/'  How  applicable  to  you  in  this  place, 
is  that  which  God  said  to  Moses,  *•  Put  off  thy  8boe», 
for  thou  treadest  on  holy  ground  j"  put  off  all  con- 
fidence, all  standing,  all  relying  upon  worldly  as- 
surances, and  consider  upon  what  ground  you  tread  ; 
upon  ground  so  holy,  as  that  all  the  ground  is  made 
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of  tbe   bodies  of  Chrietiatis,  Bad  therein  hath 
ceived  a  second  consecration*     ETery  puff  of  wind 
ii^ithin  these  walls,  may  blow  the  father  into  the^ 
son's  eyes,  or  the  wife  into  her  husband's,  or  his  into 
her's  or  both  into  their  children's,  or  their  children's 
hito  both.     Every  grain  of  dust  that  flies  here,  is  a 
piece  of  a  Christian  :  you  need  not  distinguish  your 
pews  by  figures ;  you  need  not  say,  I  sit  within  so 
many  of  such  a  neighbour,  but  I  sit  within  so  many 
inches  of  my  husbands's,  of  wife's,  or  child's,  or 
friend's  grave.    Ambitious  men  never  made  more 
shift  for  places  in  court,  then  dead  men  for  grave» 
in  churches ;  and  as  in  our  later  times,  we  have 
seen  two  and  two  almost  in  every  place  and  office,^ 
80  almost  every  grave  is  oppressed  with  twins ;  and 
as  at  Christ's  resurrection,  some  of  the  dead  arose 
out  of  their  graves,  that  were  buried  again ;  so  in 
this  lamientable  calamity,  the  dead  were  buried,  and 
thrown  up  agkin  before  they  were  resolved  to  dust, 
to  make  room  for  more. 


Lord  Falkland  styles  Donne  "  one  of  thel, 
most  vrittf  and  most  eloquent  of  modern  di-* 
vines."  I  cannot  say,  that  I  have  found  hi& 
writings  embossed  thick  enough  with  brilliant 
passages^    to  repay  the  expeace  of  time  in 
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searchiDg  for  them.  Others  may  be  more  foN 
tanate.  Donne  is  more  celebrated  as  a  poet^ 
than  as  a  pros^-writer ;  and  his  talents,  and 
particularly  his  wit,  are  generally  acknow* 
ledged.    His  other  works  are: 

4.  Essays  in  Divinity,  &c.  being  several  Dis- 
quisitions interwoven  with  Meditations  and 
Prayers>  before  he  went  into  holy  orders. 
Lond.  1631,  12mo.  published  by  his  son. 

5.  Letters  to  several  Persons  of  Honour. 
Lond.  1654,  4to.  published  by  his  son.  There 
are  also  several  of  his  letters,  and  others  to 
him  from  the  queen  of  Bohemia,  the  earl  of 
Carlisle,  archbishop  Abbot,  and  Ben.  Jon- 
son,  printed  in  a  book,  entitled  *^  A  Collec- 
tion of  Letters,  made  by  Sir  Tobie  Mathews, 
knight.  1660,  8vo." 

6.  "The  Ancient  History  of  the  Septua* 
gint;*'  translated  from  the  Greek  of  Ar]steas> 
London,  1633,  12mo.  This  translation  was 
revised  and  corrected  by  another  hand,  and 
published  in  l6b5,  8vo. 

7-  BiabctyafTog:  or  a  Declaration  of  that  Para- 
dox or  Thesis,  that  Self-homicide  is  not  so  na- 
turally a  Sin,  that  it  may  not  be  otherwise. 
Lond.  1644;  1648,  &c.  4to.  It  was  dedicated 
to  lord  Herbert  of  Cherbury.  ^        i 
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Besides  the  above  works,  he  left,  according 
to  his  biographer,  *'  The  Resultance  of  Foar* 
teen  Hundred  Authors^  most  of  them  abridg- 
ed and  analysed  with  his 'own  hand.  All  the 
business  likewise  that  passed  of  any  public 
consequence^  either  in  this,  or  any  of  our 
neighbouring  nations^  he  abbreviated  either 
in  Latin,  and  in  the  language  of  that  nation, 
and  kept  theni  by  him  for  useful  memorials* 
So  he  did  the  copies  of  divers  letters  and  cases 
of  conscience,  that  had  concerned  his  friends^ 
with  his  observations  and  solutions  of  them, 
and  divers  other  matters  of  importance,  all 
partically  and  methodically  digested  by  him." 

Walton's  character  of  him  is  a  very  inter* 
esting  one.  **  He  was  (he  says)  of  stature^ 
moderately  tall^  of  a  strait  and  equally  pro* 
portioned  body,  to  which  all  his  words  and 
actions  gave  inexpressible  addition  of  come* 
liness.  The  melancholy  and  pleasant  humours 
were  in  him  so  contempered,  that  each  gave 
advantage  to  the  other,  and  made  his  com- 
pany pne  of  the  delights  of  mankind.  His 
fancy  was  [inimitably  high,  equalled  only  by 
his  great  wit,  both  being  made  useful  by  a 
commanding  judgment.  His  aspect  was  cheer* 
ful|  and  such  as  gave  a  silent  testimony  of  i^ 
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clear  knowing  soi^l,  and  of  a  conscience  at 
peace  with  itself.  His  melting  eye  shewed^ 
that  he  had  a  soft  heart,  full  of  noble  com- 
passion ;  of  too  bra^e  a  soul  to  offer  injuries, 

and  too  much  a  christian  not  to  pardon  them 

» 

in  others.  He  was^  by  palsre^  hi^ly  passi- 
onate; yet  very  humane«  and  of  so  tender  a 
spirit,  that  he  never  beheld  the  miseries  of 
mankind  without  pity  and  relief,'^ 
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Sen  J  AMI  N  JoNsoN^  or  Johnson,  was  the 
ton  of  a  clergyman  in  Westminster^  and  bom 
in  1574^  abput  a*  iponth  after  his  father'9 
death.  He  was  educated  at  Westminster- 
school^  under  the  learned  Camden ;  but  hii| 
mother  having  taken  a  bricklayer  for  her  se- 
cond husband,  removed  him  froqi  school  when 
be  had  paade  an  extraordinary  progress,  to  work 
under  his  step-father.  From  this  tyranny  of  con- 
dition he  soon  escaped,  and  enlisted  himself  for 
a  soldier  in  the  army  then  serving  against  the 
Spaniards  in  the  Netherlands.  On  his  return 
he  entered  himself  at  St.  John's  College,  Cam- 

• 

bridge  ;  but  the  failure  of  pecuniary  resources 
9bliging  him  soon  to  quit  the  university,  he 
applied  to  the  theatres  for  employment,  yet 
pbtained  only  a  low  situation  in  an  obscure 
play-house  in  the  suburbs.  He  subsequently 
j^epame^  as  is  well-known;  a  dramatic  writer  of 
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celebrity,  and  was  familiarly  acquainted  with 
Shakespeare,  and  the  wits  of  his  time.    He 

died  in  1637. 

The  only  prose  composition  of  Ben.  Jon- 
son,  is  a  small  tract  entitled  '*  Discoveries,  or 
Observations  on  Poetry  and  Eloquence." 

I  extract  without  comment,  the  following 
sensible  observa,tions : 

lu  the  difference  of  wits,  I  have  observed  there 
ure  many  notes;  and  it  is  a  little  maistry  to 
know  them;  to  discern  what  every  nature^  every 
disposition  will  bear :  for,  before  we  sow  our  land, 
vre  should  plow  it.  There  are  no  fewer  forms  of 
minds,  than  of  bodies  amongst  us.  The  variety  is 
incredible;  and,  therefore,  we  must  search.  Some 
are  fit  to  make  divines,  some  poets,  some  lawyersi 
some  physicians,  some  to  be  sent  to  the  plough  and 
trades. 

There  Is  no  doctrine  will  do  good  where  nature  is 
wanting.  Some  wits  are  swelling  and  high ;  others 
low  and  stilL:  some  hot  and  fiery,  others  cold  and 
dull :  ope  must  have  a  bridle,  the  other  a  spur. 

There  be  some  that  are  forward  and  bold;  and 
these  wiU  do  every  little  thing  easily ;  I  mean  that 
is  hard  by,  and  next  them,  which  thiy  will-,  utter, 
unretarded  without  any  shamefastness.  These  never 
perform  tnuchf  bni/qukklif.    They  are  what  they  are 
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-on  tbe  sudden ;  fhey  shew  presently  like  grain,  thaf 
scattered  on  the  top  of  the  ground,  shoots  up,  but 
takes  no  root;  has  a  yellow  blade,  but  the  ear 
empty.  They  are  wits  of  good  promise  at  first ;  but 
there  is  an  ingeni'Stitium :  they  stand  still  at  sixteen, 
they  get  no  higher. 

You  have  others  that  labour  only  to  ostentation ; 
and  are  even  more  busy  about  the  colours  and  sur- 
face of  a  work,  than  in  the  matter  and  foundation  : 
for  that  is  hid,  the  other  is  seen.  Others  that  in 
'Composition  are  nothing  but  what  is  rough  and 
broken :  $«^  per  salebmsy  altaque  saxa  cadunt.  And 
if  it  would  cpmc  gently,  they  trouble  it  of  purpose. 
They  would  »Ao't  have  it  run  without  rubs,  as  if 
that  style  were. more  strong  and  manly,  that  struck 
the  ear  with  a  kin4  of  unevenness.  These  m^i 
err  not  by  chancy,  but  -knowingly  and  willingly; 
they  are  like  men  that  affect  a  fashion  by  them- 
selves, have  some  singularity  in  a  ruff,  cloak,  or 
hat-band ;  or  their  beards  specially  cut'  to  provokfe 
beholders,  and  set  a  mark  upon  themselves.  They 
would  be  reprehended,  while  they  are  looked  off  ^ 
and  this  vice^  one  that  is  authority  with  the  rest 
loving,  delivers  over  to  them  to  be  imitated  ;'S0  that 
oft-times  the  faults  that  he  fell  into,  the  others  seek 
for:  this  is  the  danger,  when  vice  becomes  a  prtfi 
cedent.  •' 

Others  there  are,  that  have  no  composition  at  alf^j 
vjol.  II.       .  £je 
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but  a  kind  of  tuning  and  rhyming  fall  in  what  they 
^rite.  It  runs  and  slides,  and  only  makes  a  sound* 
Women's-pocts  they  are  called,  as  you  have  women's* 
taylors. 

They  write  a  verse^.as  smooth,  as  soft  as  cream; 
In  whicl^  there  is  no  torrent^  nor  scarce  stream. 

You  may  sound  these  wits>  and  find  the  depth  of 
them  with  your  middle  finger.  They  are  cream^Hml^ 
or  but  puddle. 

Some  that^tum  over  all  books,  and  are  equally 
searching  in  all  papers  ;  that  write  out  of  what  they 
presently  £nd  or  meet,  without  choice ;  by  which 
means  it  happens  that  what  they  have  discredited^ 
and  impugned  in  one  work,  they  have  before,  or 
after,  extolled  the  same  in  another.  Such  are  all 
the  essayists,  even  their  master,  Montaigne.  These 
in  all  they  write,  confe$s  still  what  books  they  have 
read  last;  and  therein  their  own  folly,  so  much, 
that  they  bring  it  to  the  stake  raw  and  undigested ; 
not  that  the  place  did  need  it  neither ;  l)ut  that  they 
thought  themselves  furnished  and  would  vent  it. 

Some  again,  who  after  they  have  got  authority, 
0r  which  is  leas,  opinion,  by  their  writings,  to  have 
read  much,  and  dare  presently  to  feign  whole  books, 
tnd  authors,  and  lye  safely.  For  what  never  was, 
will  not  easily  be  found;  not  by  the  most  curious^ 


And  8on«  by  a  cunning  protestation  against  all 
readings  and  false  ventitation  of  their  own  naturdt^ 
think  to  divert  the  sagacity  of  their  readers  from 
themselves,  and  cool  the  scent  of  their  own  fox-Uke 
thefts ;  when  yet  they  are  so  raijik,  as  a  man  may 
find  whole  pages  together^  usurped  from  one  author. 
Their  necessities  compelling  them  to  read  for  pre- 
sent use,  which  could  not  be  in  many  books ;  and 
so  come  forth  more  ridiculously,  and  palpably  guilty, 
than  those,  who  because  they  cannot  grace,  they  yet 
would  slander  their  industry. 

But  the  wretcheder  are  the  obstinate  contemners 
of  all  helps  and  arts;  such  as  presuming  on  their 
own  naturals,  which  j^erh^ps  are  exellent,  dare  de- 
ride all  diligence,  and  seem  to  mock  at  the  terms, 
when  they  understand  not  the  things  ;  thinking  that 
way  to  get  off  wittily,  with  their  ignorance.  These 
are  imitated  often  by  such  as  are.  their  peers  in  ne- 
gligence, though  they  cannot  be  in  nature :  and  they 
utter  all  they  can  think,  with  a  kind  of  violence  and 
iadispositum ;  une^^amined,  without  relation,  either 
to  person,  place,  or  any  fitness  else ;  and  the  more 
wilful  and  stubbora  they  are  in  it,  the  more  learned 
they  are  esteemed  of  the  multitude,  through  their 
excellent  vice  of  judgment :  who  think  those  things 
the  stronger  that  have  no  art ;  as  if  to  break,  were 
better  than  to  open;  or  to  rent  asunder,  gentler 
than  to  loose.    »     ♦     *     ♦ 

^  E  e  S 
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For  a  man  to  writft  well,  there  are  required  three 
necessaries.— To  read  the  best  authors;  observe  the 
best  speakers ;  and  much  exercise  of  his  own  style. 
Iq  ^tyle,  to  consider  what  ought  to  be  written,  and 
after  what  manner ;  he  must  first  think,  and  exco* 
gitate  his  matter ;  then  choose  his  Words,  and  ex'* 
amine  the  weight  of  either.    Then  take  care  in 
placing  and  ranking  both  ipatter  and  words,   that 
the  composition  be  comely ;  and  to  do  this  with  di- 
ligence and  often.     No  matter  how  slow  the  style 
be  at  first,  so  it  be  laboured  and  accurate ;  seek  the 
best,  and  be  not  glad  of  the  forward  conceits,  or 
first  words  that  offer  themselves  to  us,   but  judge  of 
what  we  invent,  and  order  what  we  approve.     Re- 
peat often  what  we  have  formerly  written ;  which 
beside  that  it  helps  the  consequence,  and  makes  the 
juncture  better,  it  quickens  the  heat  of  imagination, 
that  often  cools  in  the  time  of  setting  down,  and  eives 
it  new  strength,  as  if  it  grew  lustier  by  the  going 
back.     As  we  see  in  the  contention  of  leaping,   they 
jump  farthest,  that  fetch  their  race  largest ;  or,  as 
in  throwing  adait  or  javelin,  we  force  back  our  arms, 
to  make  our  loose  the  stronger.     Yet  if  we  have  a 
fair  gale  of  wind,  I  forbid  not  the  steering   otit  of 
our  sail,  so  the  favour   of  the  gale  deceive  us  not. 
For  all  that  we  invent  doth  please  us  in  the  con-: 
ception  or  birth ;    else  we  would  never  set  it  down. 
But  the  safest  is  to  return  ,to  our  judgmeiit^  and 


handle  over  again  those  things,  the  easiness  of  which 
tnight  make  them  justly  suspected.  So  did  the  best 
yrriters  in  their  beginnings.  They  imposed  upon 
themselves  care  and  industry;  They  did  nothing 
rashly.  They  obtained  first  to  write  well,  and  then 
custom  made  it  easy  and  a  habit.  By  little  and 
}ittle,  their  matter  shewed  itself  to  them  ipore  plen^ 
tifuUy ;  their  words  answered,  their  composition  fol- 
lowed; and  all,  as  in  a  weU-ordcred  family,  pre- 
sented itself  in  the  place*  So  that  the  sum  of  all  is, 
ready  yrriting  makes  not  good  writing;, but  good 
writing  brings  on  ready  writing ;  yet,  when  we  think 
we  have  got  the  faculty,  it  is  even  then  good  to  re- 
sist it ;  as  to  give  a  horse  a  check  sometimes  with  ^ 
bit^  which  doth  not  so  much  stop  his  course,  as  stir  • 
his  mettle.  Again,  whether  a  man's  genius  is  best 
able  to  reach  thither,  it  should  more  and  more  con- 
tend,  lift,  and  dilate  itself,  as  men  of  low  stature 
xaise  themselves^on  their  toes ;  and  so  oft-times  ge|: 
even,  if  not  eminent.  Besides,  as  it  is  fit  for  grown 
ahd  able  writers  to  stand  of  themselves/  and  work 
with  their  own  strength,  to  trust  and  endeavour  by 
their  own  faculties :  so  it  is  fit  for  the  beginner 
jand  leari^er,  to  study  others  and  (the  best.  For  the 
^ind  and  memory  are  more  sharply  exercised  in 
^comprehending  another  man's  things,  than  oiir  own  ^ 
and  such  as  accustom  themselves,  and  are  familiar 
with  the  best  authors,  shall  ever  and  anon  find  some« 
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trhat  of  themselves,  and  in  the  expression  of  their 
minds,  even  when  they  feel  it  not,  he  able  to  utter 
something  like  theirs,  which  hath  an  aathority 
above  their  own.  Nay,  sometimes  it  is  the  reward 
of  a  man's  study,  the  praise  of  quoting  another  man 
fitly :  and  though  a  man  be  more  prone  and  able  for 
one  kind  oi  writing  than  another,  yet  he  must  exer- 
cise all.  For,  as  in  an  instrument,  so  in  style,  Uiere 
must  be  a  harmony,  and  consent  of  parts. 

I  take  this  labour  in  teaching  others,  that  they 
should  not  be  always  to  be  taught :  and  I  would 
bring  my  precepts  into  practice.  •  For  rules  are  ever 
of  less  force  and  value  than  experiments.  Yet  with 
this  purpose,  rather  to  shew  the  right  way  to  those 
that  come  after,  than  to  detect  any  that  have  slipt 
before  by  error,  and  I  hope  it  will  be  more  profit- 
able. For  men  do  more  willingly  listen,  and  with 
more  favour  to  precept,  thah  reprehension.  Among 
divers  opinions  of  an  art,  and  most  of  them  contraxy 
in  themselves,  it  is  hard  to  make  election ;  and 
therefore,  though  a  man  cannot  invent  new  things 
after  so  many,  he  may  do  a  welcome  work  yet  to 
help  posterity  to  judge  rightly  of  the  old.  But  arts 
and  precepts  avail  nothing,  except  nature  be  benefi* 
cial  and  aiding.  And  therefore,  these  things  be  no 
more  written  to  a  dull  disposition,  than  rules  of  \ma* 
bandry  to  a  [barren?]  soil.    •    •    «    ♦ 

Custom  is  the  most  certain  mistress  of  language^ 
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IL$  the  public  stamp  makes  the  current  money*    But 
vre  must  not  be  too  freouent  ^ith  the  mint,  every 
day  coining*     Nor  fetch  words  from  the  extreme  and 
utmost  figes;  since  the  chief  virtue. of  a  style  is  per* 
spicuity,  and  nothing  so  vicious  in  it  as  to  need  an 
interpreter*    Wordd  borrowed  of  antiquity  do  leiid 
a  kind  of  majesty  to  style,  and  are  not  without  their 
delight  sometimes.     For  they  have  the  authority  of 
years,  and  out  of  their  intermission  do  win  thern'^ 
selves  h  kind  of  grace-like  newness,    hut  the  eldest 
of  the  present^  and  newness  of  the  past  language^  is 
the  best.    For  what  was  the  ancient  language  which 
some  men  so  idoat  upon,  but  the  ancient  custom? 
Yet  when  I  name  custom,  I  understand  not  the  vul* 
gar  custom :  for  that  were  a  precept  no  less  danger- 
ous  to  language,  than  life,  if  we  should  speak  or  live 
after  the  manners  of  the  vulgar  :  but  that  I  call  cus- 

« 

torn  of  speech,  which  is  the  consent  of  the  learned : 
a  custom  of  life,  which  is  the  consent  of  the  good. 
Virgil  was' most  loving  of  antiquity,  yet  how  rarely 
doth  he  mseft  aquai  SLudpictai/  Lucretius  is  sca- 
brous and  rough  in  these ;  he  seeks  them  as  some 
do  Chaucerisms  with  us,  which  were  better  ex- 
punged and  banished.  '  Some  words  are  to  be  culled 
out  for  ornament  and  colour,  as  we  gather  flowers  to 
strew  houses,  or  make  garlands ;  but  they  are  better 
when  they  grow  to  our  style;  as  in  a  meadow,  where 


424  jovsow. 

tiiaugb  the  mere  grass  and  greenness  delight^  yet  i£e 
Tariety  of  flowers  doth  heighten  and  beautify.  Marry,. 
we  must  not  play,  or  riot  too  isnch  with  them,  as 
in  Paronomasies :  nor  use  too  swelling  or  ill-sound- 
ing  words  ;  qum  per  sakbraSf  aUaque  saxa  cadunt.  It 
is  true,  there  is  no  sound  but  shall  find  seme  lovers, 
as  the  bitterest  confections  are  grateful  to  some  pa-^ 
lates*  Our  composition  must  be  more  accurate  in 
the  beginning  and  end,  than  in'  the  midst ;  and  in 
the  rad  Qiore  than  in  the  beginning ;  for  through  the 
midst  the  stream  bears  us.  And  this  is  attained  by 
custom  more  than  care  or  diligence*^  We  must  ex" 
press  rdadily  and  fully,  not  profusely.  There  is  (tif- 
ference  between  a  liberal  and  prodigal  handJ  As  it 
ie  a  great  point  of  art,  when  our  matter  requires  it, 
to  enlarge  and  veer  out' all  sail :  so,  to  take  it  in  and 
eoutract  it,  is  of  no  less  praise,  when  the  argument 
doth  ask  it.  Either  of  them  hath  their  fitness  in  the 
place.  A  good  man  always  profits  by  his  endea- 
Tour,  by  his  help;  yea,  when  he  is  absent;  nay, 
when  he  is  dead,  by  his  example  and  memory.  So 
good  authors  in  their  style.  A  strict  and  succinct 
style  is  that,  where  >  you  can  take  away  nothing 
without  loss,  and  that  loss  to  be  manifest.  The 
brief  style  is  that  whi^h  expresseth  much  in  little. 
The  concise  style  which  expresseth  not  enough,  but 
leaves  somewhat  to  be  understood.    The  abrupt  style 
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which  hath  many  breaches,  and  doth  not  seem  to 
end,  bat  fall.  The  congrament  and  hannonioua  fit*  . 
ting  of  parts  in  a  sentence,  hath  almost  theftisten* 
ing,  and  forde  of  knitting  and  connex4on:  as  in 
stones  well-squared,  which  will  rise  strong  a  great 
way  without  mortar.  Periods  are  beautiful  when 
they  are  not  too  long ;  for  so  they  have  their  strength 
too,  as  in  a  pike  or  javelin.  As  we  must  take  the 
care  that  our  words  and  sense  be  clear ;  so  if  the  ob- 
scurity happen  through  the  hearer's  or  reader^s  want 
of  understanding,  I  tm  not  to  answer  for  them ;  no 
more  than  for  their  not  listening  or  marking ;  I 
must  neither  find  them  ears,  nor  mind.  But  a  man 
cannot  put  a  word  so  in  fence,  but  something  about 
it  will  illustrate  it,  if  the  writer  understand  himself. 
For  order  helps  much  to  perspicuity,  as  confusion 
hurts.  Rectitudo  lucem,  adfcrt;  obliquitas  et  circum- 
ductio  ojfuscat.  We  should,  therefore,  speak  what 
we  can,  the  nearest  way,  so  as  we  keep  our  gate,  not  ^  ^ 
leap :  for  too  short  may  as  well  be  not  let  into  the 
memory,  as  too  long  not  kept  in.  Whatsoever  loos- 
eth  the  grace  and  clearness,  converts  into  a  riddle;  / 
the  obscurity  is  marked,  but  not  the  value.  That 
perisheth  and  is  past  by,  like  the  pearl  in  the  fable. 
Our  style  should  be  like  a  skein  of  silk,  to  be  carried, 
and  found  by  the  right  thread,  not  ravelled  and  per^ 
plexed }  then  all  is  a  knot,  a  heap.     There  are  words. 
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that  do  as  much  raise  a  style,  as  others  can  depmsi 
it.  Superlation  and  over*muchneas  amplifies.  It 
may  be  above  faith,  but  never  above  a  mean^  It  was 
ridiculous  in  Cestius,  when  he  said  of  Alexander: 

Fremit  oceanus,  quasi  indigndur^qvbd  terras  rdmquas; 

but  propitiously  from  Virgil  t 

credos  mnare  revulsas  Cycladas. 

He  doth  not  say  it  was  so,  but  seemed  to  be  so.  Al* 
though  it  be  somewhat  incredible,  that  is  excused 
before  it  be  spoken.  But  there  are  hyperboles,  which 
will  become  one  language,  that  wiUby  no  means  ad- 
mit another.  As  Eos  esse  P.  R»  exercitus,  qui  atlum 
possint  perrumpere:  who  would  say  with  us,  but  a 
bad  man.  Therefore,  we  must  consider  in  every 
tongue  what  is  used,  what  received.  Quintiliau 
^  warns  us,  that  in  no  kind  of -translation,  or  meta- 
phor, or  allegory,  we  make  a  turn  from  what  we  be- 
gan :  as  if  we  fetch  the  original  of  our  metaphor 
from  sea  and  billows,  we  end  not  in  flames  and  ashes': 
it  is  a  most  foul  inconsequence.  Neither  must  we 
draw  out  our  allegory  too  long,  lest  either  we  make 
ourselves  obscure,  or  fall  into  affectation,  which  is 
childish.  But  why  do  men  depart  at  all  from  the 
right  and  natural  ways  of  speaking?    Sometimee 
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f3r  necessity,  when  we  arc  driven^  or  think  it  fitter 
to  speak  that  in  obscure  words,  or  by  circumstance^ 
-which  uttered  plainly,  would  offend  the  hearers.  Or 
to  avoid  obsceneness,  or  sometimes  for  pleasure  and 
variety  ;  as  travellers  turn  out  of  the  highway  drawn 
either  by  the  commodity  of  a  foot  path,  or  the  deli« 
cacy  or  freshness  of  the  fields.  And  all  this  is  called 
•wx^fAetitcfAtvu,  or  figured  language* 

Language  most  shews  a  man :  speak,  that  I  may 
see  thee.  It  springs  out  of  the  most  retired  and^iu* 
most  parts  of  us,  and  is  the  image  of  the  parent  of 
it,  the  mind.  No  glass  renders  a  man's  form  or 
likeness  so  true,  as  his  speech.  Nay,  it  is  likened 
to  a  man;  and  as  we  consider  feature,  and  composi* 
tion  in  a  man,  so  words  in  language;  in  the  great* 
ness,  aptness,  sound,  structure,  and  harmony  of  it. 
Some  men,  are  tall  and  big ;  so  some  language  is  high 
and  great.  Then  the  words  are  chosen,  their  sound 
ample,  the  composition  full,  the  absolution  plente*^ 
ous,  and  poured  out,  all  grave,  sinewy,  and  strong. 
Some  are  littie  and  dwarfs ;  so  of  speech,  it  is  hum* 
ble  and  low ;  the  words  poor  and  fiat ;  the  members 
and  periods  thin  and  weak,  without  knitting  or  nunc* 
ber.  The  middle  are  of  a  just  stature.  There  the 
language  is  plain  and  pleasing  :  even  without  stop- 
ping, round  without  swelling ;  all  well-turned,  com* 
posed,  elegant,  and  accurate.    The  vicious  language 
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is  vast  and  gaping,  swelling  and  irregular ;  wken  it 
{contends  to  be  high,  full  of  rock,  mountain,  an4 
potntedness:  as  it  aflfects  to  be  low,  it  is  abject,. 
and  creeps,  full  of  bogs  and  holes.  And  according  to 
their  sul^ect,  these  styles  vary  and  lose  their  names : 
for  that  which  is  high  and  lofty,  declaring  excellent 
matter,  becomes  vast  and  tumorous,  speaking  of 
petty  and  inferior  things ;  ?o  that  which  was  evexv 
and  apty  in  a  mean  and  plain  subject,  will  appear 
most  poor  and  humble  in  a  high  argument.  Would 
y'on  not  laugh  to  meet  a  great  councellor  of  state  iiy 
a  flat  cap,  with  his  trunk  hose,  and  a  hobby-horsa 
cloak,  his  gloves  under  his  girdle ;  and  yond  haber*^ 
dasher  in  a  velvet  gown,. furred  with  sables?  There 
it  a  certain  latitude  in  these  things,  by  which  we 
find  the  degrees. 

.  The  next  thing  to  the  stature,  is  the  figure  and  fea-* 
lure  in  language :  that  is,  whether  it  be  round  and 
strait,  which  consists  of  short  and  succinct  periods^ 
numerous  and  polished ;  .or  square  and  firm,  which 
is  to  have  equal  and  strong  parts,  every  thing  an* 
swerable,  and  weighed. 

*''  The  third  is  the  skin  and  coat,  which  rests  in  the 
yrell-joining,  cementing,  and  coagmentation  of  words ; 
when  as  it.is  smooth,  gentle,  and  sweet ;  like  a  tabla 
upon  which  you  may  run  your  finger  without  rubs 
and  your  nail  cannot  find  a  joint ;  nor  h9rrid>  rpugh^ 


wrinkled,  gaping,  or  chapt :  after  these,  the  flesh, 
blood,  and  bones  come  in  question.  We  say  it  is  ft 
fleshy  style,  when  there  is  much  periphrases,  and 
circuit  of  word ;  and  when,  with  more  than  enough, 
it  grows  fat  and  corpulent ;  Jrvina  orationisf  full  of 
suet  and  tallow.  It  hath  blood  and  juice,  when  the 
words  are  proper  and  apt,  their  sound  sweet,  and  the 
phrase  neat  and  picked.  Oratio  uncta  et  bene  pasta. 
But  where  there  is  redundancy,  both  the  blood  and 
juice  are  faulty  and  vicious.  Redundat  sanguine, 
quia  multb  plus  dicit  qudm  necesse  est.  Juice  in  Ian* 
guage  is  somewhat  less  than  blood ;  for  if  the  words 
be  but  becoming,  and  signifying,  and  the  sense  gen^ 
tie,  there  is  juice ;  but  where  that  wanteth,  the 
language  is  thin,  flagging,  poor,  starved;  scarce 
covering  the  bone,  and  shews  like  stones  in  a  sack. 
Some  men,  to  avoid  redundancy,  run  into  that ;  and 
while  they  strive  to  have  no  ill  blood,  or  juice,  they 
lose  their  good.  There  be  some  styles  again,  thaf^ 
have  not  less  blood,  but  less  flesh  and  corpulence. 
These  are  bony  and  sinewy  :  Ossa,  liahent  et  nervos. 


Ben.  *Jonson*s  works  complete  were  pub- 
lished, 1716,  in  6  vols,  8vo;  and  in  1756,  in  7 
vols,  8vo.    DrydcD,  ia  his  Essay  on  Dramatip 
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Taesy,  stiles  Ben.  Jonson  the  greatest  man  of 
the  last  age;  meaning  as  a  dramatic  writer  $ 
but  the  moderns  are  by  no  means  disposed  to 
award  him  applause  so  pre-eminent.  It  is  un- 
fortunate for  the  fame  of  Jonson^  that  he  is 
almost  inevitably  viewed  in  connection  with 
Shakespearej  in  comparison  with  whom^  a 
giant  may  sink  into  a  pigmy.  But  the  obser- 
vation  and  judgment  discovered  in  the  above 
remarks,  prove  him  to*  have  possessed  a  mind 
pf  no  ordinary  stamp. 
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Sir  Robert  Cottok,  antiquarian  and  his- 
.  torian,  son  of  Thomas  Cotton^  Esq.  was  de* 
scended  of  an  ancient  family,  and  born  at  Den- 
ton in  Huntingdonshire^  in  1570.  He  was  of 
Trinity  College,  Cambridge,  where  he  pro- 
ceeded B.  A.  in  1585. 

His  inclination  was  directed  early  to  antiqui* 
ties ;  and  removing  to  London,  he  was  soon 
admitted  into  the  society  of  antiquaries,  which 
improved  his  opportunities  for  prosecuting 
his  favorite  studies.  On  the  accession  of 
James],  he  was  created  a  knight,  and  during 
the  whole  of  that  reign,  his  authority  was  de- 
servedly very  high  relative  to  points  of  history 
and  antiquity.  Sir  Robert  distinguished  hin;- 
self,  too,  by  promoting  the  project  of  creating 
a  new  order  of  knights,  stiled  baronets,  which 
was  one  of  the  expedieaU  resorted  to  by  king 
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James,  to  supply  the  deficiencies  of  the  royal 
revenue,  which  had  been  prodigally  squan- 
dered. For  his  exertions  Cotton  was  reward- 
ed with  a  baronetsy :  and  he  was  the  twenty- 
jiinth  baronet  that  was  created.  He  died  at 
Westminster,  in  1031. 

The  works  of  sir  Robert  Cotton  are  nume- 
rous. 

1.  "A  Brief  Abstract  of  the  Question  of 
Precedency  between  England  and  Spain." 
This  tract  was  occasioned  by  Elizabeth  ex- 
pressing a  desire  to  know  the  ideas  of  the  an- 
tiquarian society .  relative  to  that  point ;  and 

*  is  still  extant  in  the  Cotton-library. 

2.  Being  appointed  in  the  year  l608,  one 
of  the  commissioners  to  enquire  into  the  state 
of  the  navy,  which  had  been  neglected  since 
Ihe  death  of  Elizabeth,  he  drew  up  on  this 
occasion,  "^^  A  Memorial  of  their  Proceedings/^ 
to  be  presented  to  the  king.  This  piece  is 
also  reposited  in  the  Cottonian  library, 

3.  ''  A  Discourse  of  the  Lawfulness  of  Com- 
bats to  be  performed  in  the  presence  of  the 
King  or  the  Constable  and  Marshal  of  Eng- 
jand,"  written  in  1609,  and  printed  in  1651, 
and  in  1672. 

,4.  The  same  year  he  wrote,  *'  An  Answer  to 
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Wch  Motives  as  were  offered  by  certAia  Mi* 
iitary  Men  to  Prince  Henry,  to  incite  him 
to  affect  Arms  more  than  Peace;*'  composed 
by  order  of  that  priac6>  and  jfemieiining  still 
in  MS.  in  his  libraryi 

5.  ^^  A  Vindication  '  of  the  Bcshftvioiir  and 
Actions  of  Mary,  Queen  of  Scots>  from  the 
Misrepresentations  of  Buchanan  and  Thuanus/' 
This  was  written  at  the  request  of  king  James> 
and  is  supposed  to  be  interwOven  either  in  Cam- 
den's Annals  of  Queen  Elizabeth,  or  printed 
at  the  end  of  Camden's  Epistles^ 

6.  In  the  reign  of  James  the  numbers  and 
activity  of  the  catholics  being  so  formidable 
as  to  give  just  cause  of  alarm  to  the  nation^ 
his  majesty,  in  1616,  commissioned  Cotton  to 
examine  whether  it  was  authorised  by  the  laws 
of  the  land)  either  to  imprison  or  put  them 

'  to  death  ?  In  the  investigation  of  this  sub* 
ject|  sir  Robert  displayed  great  legal  and  con-» 
stitutional  knowledge^  and  produced  twenty* 
four  arguments  against  proceeding  to  extre- 
mity with  the  papists.  These  arguments  wer# 
published  in  l67t>  among  Cottoni  Posthuma^ 
7*  Probably  about  the  same  time  he  comr 
^osed  a  tract  relative  to  the  same  subject,  still 
in  MS.  in  the  royal  library,  entitled,  ^*  Cousin  - 
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deratio49'  £^r  ti)^  refiessing  of  the  JiH^veiise  0C 
Priesu,  Jesuit^,  afid  Recn^^tt^s^  witUout  draw^f 
ipg  blood,"  ^    - 

Amity/  &c.  This  piece  was  written  at  the  time 
irhen^  ti»e  ai^tch  between  j^mc^  Charles  mi 
die  lufanta  9f  Spain  was  ki  agitationy  aind  at 
tbo  inatatice  of  the  Hoase  of  Commonav  Ht 
was  dftsi^ed  to  p740v«  bj  an  eKamiaationof  the 
tveaties  between  England  antd  ibe  house  of 
AiiBtria,  the  insinceritjr  and  unfaitbfiilness  of 
the  latter ;  and  that  in^  all  hcf  teansaGtions^ 
fter  sole  object  had  been  universal  monarchy. 
This  tract  is  printed  among  Cttt^mi  Po$tinmai 

Q^r  **  An  Answor  to  certain  Argninents  raised 
&i)m  supposed  Antl^ty^  and  nrgod  by  some 
Meaabera  of  tke  LowerHouse  t^  Pa^di&ment^  to 
prove  9bat  £ccle8tastical  Laws  ougbt  to  bo 
enacted  by  teoqioral  Men«'^  This  was  a  vin^ 
dicatioft  of  our  ecclesiastical  eo&stitution 
against  the  innovations  of  due  Pluritans. 

10.  ^*  A  Hektion.  ta  prov^  that  the  Kingf 
of  England  have  been  pleased  to  consult  witb 
their  Peers  in  tke  great  Council  and  Commons 
-of  Bavliament^  of  Marriage,  Pfeace,  and  Waf/ 
It  was  wchten  in  l6£l^  and  printed  in  1651  aaii^ 
167$>  among  CMgni  Poithsma  ;  akc^-  inr  1£7§W 


W^JBT  ihe  title  faf  «  The  Antiquity  imti  l)rg* 
faitj  of  PsrliamienU.'' 

11.  ^'  A  Relation  of  the  Proceedings  against 
Ambasdaddrsi  who  haveniiscarriedlbemlelvcl 
and  exceeded  theil:  Commission/* 

Ifi.  '^That  the  Sovereign's  Peition  is  required 
in  the  great  Councils  or  As^emhliea  of  th#' 
Slates,  a^  well  at  ihe  Ccmiultati^nd  al  ^t  the 
Conclusions.'* 

15.  .^^  The  Argument  made  by  the  command 
«)f  tbl&  Housie  of  Commons  dut  of  the  ActI 
bf  Parliament  and  Authority  of  Law  expound* 
ing  the  same>  at  a  Conference  with  the  Lords, 
toncertiiiig  the  Liberty  of  the  Person  of  every 
i^reeman."  * 

14.  *^  A  brief  Disbounse  concerning  th« 
Power  of  the  Peers  and  Commons^  of  Parlia^ 
ment  in  point  of  Judicature.  The  four  last 
are  alto  printed  in  Cottoni  Postkuma* 

15^  *^  A  short  View  of  the  long  Life  and 
Reign  of  Henry  IIL  King  of  England,  written 
in  I6l4^  and  presented  to  James  L"  It  wad 
ijpriiited  in  1667,  4t<^.  and  reprinted  in  Cott&fU 
PostAuma. 

16.  "  Money  raised  by  the  King  without 
Piarhament,  from  the  CJonqnest  until  this  day, 

either  by  Imposition^  or  Free  Gift,  takken  out 

;rfe 
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of  Records  or  Antienti  Registers.  Printed 
in  the  Royal  Treasury  of  England,  or  General 
History  of  Taxes,  by  Captain  James  Ste- 
phens, 8vo. 

17*  '^  A  Narrative  of  Count  Gundamor's 
Transactions  during  his  Embassy  in*  England.'^ 
tond;  1659;  4to. 

Besides  these,  he  wtote  on  various  other 
ittbjectSy  some  of  which  are  the  following :  Of 
Scrntage ;  Of  Enclosures  and  converting  Ara* 
bleLand  into  Pasture;  Of  the  Antiquity,  Au* 
thority,  and  Office  of  the  High  Steward  and 
Marshal  of  England ;  Of  the  Antiquity,  Ety* 
mology,  and  Privileges  of  Castles;  Of  Towns; 
Of  the  Measures  of  Land ;  Of  the  Antiquity 
of  Coats  of  Arms ;  Of  Curious  Collections;  Of 
Military  Affairs;  Of  Trade;  Collecrions  out 
of  the  Rolls  of  Parliament  ;r— different  from 
th^e  that  were  printed,  but  falsely,  under 
his  name,  in  1657,  by  Wm.  Prynne,  esq.  He 
likewise  collected  materials  for  **  The  History 
and  Antiquities  of  Huntingdonshire  ;'*  and 
conceived  the  project  of  writing  An  Account 
of  the  State  of  Christianity  in  these  Islands, 
from  the  first  Reception  of  it  here,  to  the 
Refoi'mation.  The  first  part  of  this  desigti 
was  executed  by  archbishop  Usher,  in  his  book, 
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^  De  Britannkarum  Ectle&arwn  Primordiis,**^ 
x^omposed  probably  at  the  request  of  At  Ro- 
bert^ who  left  eight  volumes  of  collections 
for  the  continuation  of  the  work.  Many 
of  the  compositions  last  mentioned  are  still 
in  MS.  There  a,re  a  few  papers,  moreover^ 
(unong  the  ^'  Discourses  of  Eminent  Antiqua- 
ries/' published  by  Hearne^  One  of  .these,  as 
being  short  and  complete,  is  well  adapted  for  a 
specimen. 

Vf  the  Antiquity  of  Motts  arid  fFordSf  with  Arms  tf 
Nobkmen  and  Gentlemen  of  England. 

If  I  strait  this  question  to  the  Common  4iccep* 
tanccn  my  discourse  must  be  to  you,  as  the  question 
is  to  me,  slender  and  strait.  '  But  if  I  take  liberty 
to  wrest  it  whither  the  -letter  will  lead  me,  as -to  im* 
presses  of  wbieh  nature,  arms,  widi  tiieir  words,  ire, 
it  will  grow  more  tedious  than  the  time  wherein  so 
-  many  must  deliver  their  opinion,  will  permit.  And 
therefore,  to  fashion  the  one  to  the  other,  both 
to  my  own  ignorance,  I  shall  fit  the  time  though 
not  the  question.  And  first,  I  must  intreatyou-^ 
allow  for  antiquity  of  arms,  which  is  the  siip{k>rtA- 
tion  of  our  mott  br  word,  that  all  significant  por* 
.\S9X\aet  painted  in  shieldf ,-  were  anS  are  ^cpMated 


arms  apd  hu^ida*  The  qrigiual  doubtless^  whfarc^^> 
first  grew  from  tbe  Egyptian  Hieroglyphicks,  by 
yrkich  means,  purposes  Wer^  delivered  by  natural  cbfi? 
racters :  as  'ip>  writing,  for  fortitude,  tbey  formed  ^ 
lion ;  lust,  a  goat  s  watchfulness,  an  owl.  Hence  men, 
to  depicture  their  virtuous  a^ections,  used  on  their 
shields  some  of  these  significant  figures,  adding  nq 
mott  nor  word  at  the  first,  in  that  so  long  a$  thi; 
tradition  of  that  natural  learning  lived  in  ipen^s  prac- 
tice, it  was  needless ;  but  after  the  secret  mysteries 
of  those  bodies  (fpr  so  Jovius  termeth  the  paifitQil 
forms,)  were  worn  from  their  true  understanding,  ^ 
serve  only  for  a  distinction  of  person  or  fapiilie^^ 
(for  so  now  arms  are)  they  were  allured  to  add  there- 
unto a  soul  to  that  isenseless  Body ;  for  so  heentitleth 
the  mott  or  word,  concluding  it  now  necessaiy  that 
the  one  must  accpmpany  the  other,  un4er  certain  11* 
citation,  as  that  the  one  must  not  be  above  threfn 
l^ords,  the  o^ier-iiot  charged  with  many  di£reria|^ 
si|ps  or  cplouri^  which  we  hold  stQl  a  secret  pf  goo4 
heraldry.  These  arm3  or  impresses  are  either  tfi| 
jMrivate  personsi^  or  £umUes ;  the  first  more  ancient, 
fcr  he  that  did  fiMrmeriy  p^nrson  a  king,  bore  in  his 
9ki0iii  as  |iot#  of  sovereignty,  some  beast  or  bund 
ffigrd*  Sa  did  Agamem|iiOQ^  at  Tiroy,  a  Upn  \  the  lik^ 
f  ergushis*  the  Scott,  since  received  by  due  lipfp 
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4>f  daat  cooatry ;  Caesar  an  eagle,  as  emperor,  sisic« 
approper«d;[to  tbe  Empire  to  this  day.    Amoogst  all 
our  EngUfih,  king  Arthur  is  by  Vinceutius  said  to. 
jaear  enaiga  of  sanctity  an4  religion,  the  figure  of  our 
l^dyt  upon  his  shield.   Cadwalador,  for  his  fierceness, 
.a  dragon.    Divers  of  our  Sai&on  king3|  for  ifaeir  de- 
votion, ^  cross;  as  St*  Edward.'  And  some  for  their: 
principality  and  rule,  lcopai?ds  and  lions;  as  our  kinga 
jsince  the  Mormap  .conquest.    But  for  a  word  aimex^ 
«d  to  any  impress  or  arms,  1  cannot  remember  anV. 
bore,  before  Henry  U.  who  is  by  some  writers  ob« 
s«rv0;i  td  \>e^r  a  sword  a|id  olive  br^unch  together, 
■vrreathed  with  this  word,  nirumque.    Such  a  like  in 
regard  of  the  connexitty,  though  not  in  like  sense» 
was  that  dolphin  twisted  upon  an  anchor  on  Vespa* 
.sian's  eoin,  with  this  word,  ftstina  (e^^.     Richard  I, 
used  a  mailed  arm,  holding  a  shivered  lance,  the  word) 
iabor  viris  comenU.    Edward  IV.  his  white  rose  clos- 
ed in  an  imperial  crown,  Jthe  word,  rosa  sine  spind., 
Edward  VI.  a  sun  shining,  the  word,  icfewfcr  diversu. 
Qoeen  Mary,  a  sword  erected  upon  an  altar,  pro  hrd 
^i  regm  eustpdid;  but  more  subtle  than  any  of  these^ 
was  that  of  the  last  Scotch  queen  Mary,  who,  ^ftex 
her  French  xnarriag^  stamped  a  coin  whereon  the 

one  side  was  the  impaled  arms  of    Scotland  and 

•  •     ■  ■ 

prance,  ,on  th^  other,  between  two.  J*lands  and  a 
jitarry  heaven,  two  crowns  imperial,  the  word,  aUani* 
me  moratar.    Thus  much  foT  impresses  personal  and 
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not  hertditaiy.  For  such  as  follow  families^  I  thiQli 
they  cannot  prove  very  ancient,  since  Paulus  Joviua 
plainly  deliverethy  that  the  first  that  annexed  that 
note  of  dignity  to  a.  family,  was  Frederick  Barbarossa 
to  his  best  deserving  soldiers,  which  falleth  to  be  in 
^mno  1152,  and  the  17  of  our  king  Stephen;  fron^ 
which  ground  it  may  seem  our  kings  assumed  it  near  , 
that  time,  fpr  I  find  no  badge  of  any  family  until 

'  king  John;  no,  not  of  any  of  our  kings  upon  their 
seals,  before  Richard  I ;  and  for  any  mott  or  word 
tsed  to  any  such  arms^  I  note  none  before  that  of 
Edward  III,  Honi  soit  qui  mahy  penscy  proper  only  ta 
bis  order^  until  Henry  the  Eighth's  time ;  whence 
fr(Hn,  I  take,  we  borrow  those  sentences  or  words 
which  I  pass  to  remember,  in  regard  of  their  muI-« 
titade,  since  they  fall  fitter  to  those  better  students 

,   f{  arms  to  observe. 


Though  the  praise  of  extraordinary  mdas* 
trjr  and  of  considerable  learning  cannot  justif 
Jy  be  withheld  from  sir  Robert  Cotton ;  stilly 
it  is  unquestionable^,  thai  posterity  is  infinitely 
more  indebted  to  him  its  a  collector  of  an^ 
cient  liter?iry  monuments,  than  as  an  author ; 
and  he  is  accordingly  n^oxe  celebrated  for  his^ 
Wvaluabl^  library,   tjian  for  ali  his  ^n^ii^si* 
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The  subject  of  the  Cotton«library  is  familiar 
to  every  informed  reader;  but  as  its  history 
is  60  closely  connected  with  that  of  our  nati* 
onal  literature,  particularly  the  historical  de-r 
partment  of  it^  a  page  or  two  may  not  be 
deemed  improperly  employed,  in  a  work  of 
this  nature,  in  giving  a  brief  account  of  that 
famous  collection. 

Sir  Robert  began  his  collections  as  early  as 
his  eighteenth  year;  and  Camden,  whom  he 
accompanied  to  Catlisle  in  16(X),  acknowledges 
his  services  in  the  compilation  of  his  BrtT 
fannia.  The  Cotton-library  consists  wholly  of 
manuscripts.  At  the  time  of  their  purchase^ 
many  of  them  were  in  loose  skins,  small  tracts^ 
or  very  thin  volumes;  of  such  he  caused  seve* 
ral  to  be  bound  in  a  single  cover*  They  re- 
late especially  to  the  history  and  antiquities  of 
Great  Britain  and  Ireland;  enriched,  however; 
with  whatever  could  be  procured,  that  was  cu- 
rious or  valuable,  in  every  other  branch  of  li-* 
terature.  At  this  period,  the  contents  of  our 
monastic  libraries,  as  likewise  many  other  va^^ 
luable  remains  of  ancient  learning,  (saved  fron^ 
^h^  wreck  of  the  university  and  oojlege  libra^t 
lies  at  the  puritanical  visitations  of  those  s^4 
Iffk^mf^^)  lay  dispersed  in  numerous ,  h&Q^^v 


S^vieral ^  ai|tiqiwriai»9  before  Gottpa^  4a  Jtoacif 
line^  Noel,.  A|ieft,  Lan^b^de^  Bowy.er,  Qftingt^ 
Camdenj  ^ad  Qthet»>  bad  dUigeotly  cc^ecte^ 
p^nionfi  of  t^e  «oiat^r/ed  {x^J^m^lQL%.  Sijr  Ror 
iMtt^  ayailiiag  himself  of  their  researchea>  obr 
tained  po^eession,  either  by  legacy  or  pajr 
/diaiie^  of  ^U  l^at  \vas  valuable  in  their  sever 
ral  collections.  The  w^ole,  togetbex  with  the 
fruiis  pi  l^is  own  industry^  he  reposiled  in  hi$ 
/own  bous^^  near  the  House  .of  Commons^  at 
Westminster.  This  coUection  wa$  moch  angr 
mented  by  jtiis  $on  aqd  grai^d^oo,  sir  Tl^omas, 
and  sir  jlohn  Cptton, 

In  the  reign  pf  king  William^  an  act  of 
parliam^Qt  wa^  mac^  for  the  better  securing 
and  preseprving  this  lihF^ry  in  tl^e  name  an4 
family  of  the  CottQli^,  for  tlie  benefit  of  tbo 
public^  in  order  to  prevent  its  being  sold^  or 
ptberwis.e  disposed  of,  Cott^-house  was  sul^* 
seqnently  purchased,  by  que^en  Ana,,  of  i}$ 
Jdhn,  gF^at  grandson  of  si^  Rob^r^  Cottpn^ 
as  a  common  repositary  for  the  rpy^l  !^4 
Cottonian  libraries^  whei^  an  act  was  passed 
^r  tb^  better  securing  of  her  majesty's  pur:f 
fshase,  and  both  house  and  library  were  set* 
|kd  and  vested  in  trustees.  The  bookii^  were 
femovtd  ti^^Q  f^  m^re  copmQdiou^  roojx^4|^9 
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former  being  damp;  and  Cotton-house  was  ap* 
propriated  to  the  use  of  the  kipg's  libranrr^ 
keeper,  who  bad  now  tl^e  care  of  botl^  librar 
ries.  The  Cpttonian  library  was  removed^  some 
years  efter,  into  a  house  nfsar  Westminster 
Abbey;  purchased  by  thp  crown  of  lord  Ash^ 
biimham .  where  one  hundred  wd  eleven  books 
were  destroyed  by  a^  accidental  fire,  on  t]xe 
23d  of  Octoberi  1731,  and  ninetyrnine  others 
irendered  imperfept.  Upon  tf^is,  it  was  con* 
yeyed  tp  the  n<ew  dormitory,  and  afterwards 
to  the  old  dormitory,  belonging  to  Westmin* 
l^ter  School.  It  is  now  reposited,  as  is  wel| 
ici^own;  in  the  9^itisH  Mu^e^m, 
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PURCHJS. 


Samuel  Barchas^  a  learned  clivifie>  but 
fchiefly  known  as  the  compiler  of  a  y^ery  y»* 
luable  coltection  of  voyages,  was  boro  a^ 
Thaxstead  in  Essex,  in  1577.  He  was  edu« 
cated  at  Cambridge,  probA|>ly  at  St.  John's 
College,  since  a  record  exists  in  that  college, 
citifying  thatqne  •***  Purchas  took  his  degree 
of  master  of  arts  in  1600^  He  was  presented 
by  the  king  to  the  vicarage  of  East-^ood, 
^ex,  in  1604 ;  but  afterw^ards  resigned  it  in 
favoiur  of  his  brother,  for  the  more  conveni- 
ent literary  residence  of  London,  In  l6l5, 
Jbe  wa^  incorporated  at  Oxford  bachelor  of 
4)vinity;  having  been  somewhat  previously 
icoUated,  by  King,  bishop  of  Londoh,  to  the 
f§litoTj  qS  3(*  Martin's  Jiudgate,  in  Londpn# 
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He  wad  also  chaplain  to  Abb6t>  ardlbUhop 
4>f  Canterbury ;  and  died  about  the  year  l6£&y 

1.  The  first  volume  of  bis  laborious  com^ 
pilation,  was  published  in  I6l3,  with  the  fol- 
lowing title.  ^'  Purchasj  his  Pilgrimage^  ot 
delations  'of  the  World,  and  the  Religions  ob*' 
served  in  all  Ages  and  Places  discovered,  from 
the  Creation  unto  this  present ;  in  four  partsi 
The  first  containeth  a  theological  and  geogra^ 
phical  history  of  Asia,  Africa,  and  America, 
with  the  islands  i^djacent.  Declaring  the  an* 
cient  religions  before  the  flood,  the  Heathen* 
ish,  Jewish,  and  Saracenical,  in  all  ages  since,- 
in  those  parts  professed,  with  their  several 
opinions,  idols,  oracles,  temples^  priests,  fasts^ 
feasts,  sacrifices,  and  rites  religious ;  their  be^* 
ginnings,  proceedings,  alterations,  sects,  or- 
ders, and  successions.  With  brief  descrip- 
tions of  the  countries,  nations,  states,  discO'- 
veries,  private  and  public  customs,  and,  the 
most  remarkable  rarities  of  nature  or  hpmain 
industry  in  the  same.** 

The  fourth  edition,  which  is  the  best,  much 
enlarged,  was    published    in    l6S6,  and  ad- 
dressed to  archbishop  Abbot.    In  his  dedica- 
tion^ he  observes :  Great  is  this  burthen  of  a 
.two^fojkl  world,  and  requires  both  an.  Atlas 
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Had  an  HtBroiiIeB  too>  lo  iind«^o  it.    The  tieii^< 
liess  fllto^  Makes  it  mpre  difficult,  beii^  ait 
taterpriafe^  neiFer  j^l  (to  tuf  faoowledge)  bjr 
any,  in    any   laiigiiage>  atteni|rted  ;r  coi9<»m 
tug  isxQMy  antiquity  and  modern  liiatarjj  m 
the  obaervatiiMBfl  of  al]    the  variiiiet  of  tlie\ 
1»ofid>  and  espedally  of  liiat  soal   of  th«f 
wbtldi    xeligioD.      Yet   have   I    adttenturtdi 
and  (I  sfveak  it  not  to  boast,  bnt  to  excvsd 
myadf,  in  so  bangbtjr  designs)  d»s  mjr  fijcst 
itoyage  of  disoOTery,  bendea  mine  oim  poor 
stock  hiid  thereon,  hath  made  mie  indebted  t0 
nhom  iwi^a  hundred  dutkars,  of  one  or  othet . 
kind>  iii  I  knoir  not  how  many  hnndredite  of 
their  treatises,  episties,  relations,  and  histories 
of  diver's  subjects  and  languagesi  borrowed 
by  myself;  beside  what  (for  want  of  the  au^ 
thors  themselves)  I  have  taken  upon  trust  of 
other  men's  goods  is  their  hands."    This  edi« 
iion  is  moreover  enlarged  .by  an  addition  of 
^e  maps  of  Mercator  and  Hoodias. 

The  whole  of  this  great  work  is  compre^* 
hended  in  five  Volumes,  iblio  i  of  wliich  the 
four  la^t  were  pablished  in  l6£d^  under  the 
^)k>wii]§  title :  ^^  Hakluytus  PasthmimSy  or  Pui^ 
^has,  his  PHgrims;  containing  a  hidtogr  ^ 
the  World,  in  sea-voyages^  and  land  traydb^ 


hf  £iDigfislrmen  and  others.  Wherein  GodV 
tronders  in^  oatura  and  providence,  the  acts, 
arts',  varieties,  and  vanities  of  men,  with  a' 
world  of'  the  world's  tws'nxt^,  are  by  a  world 
of  eye^^rwitness-^autbors  related  to  the  vrorld. 
Some  left  written  by  Mr.'Hakluyt  at  his  deaths 
more  sinc^  added,^  hi&  also  pen^i^ed  and  per* 
fe<5ted.  AH  examinedi-abbrevifttedy  illustrated 
with  Aotes,  enlarged  with  discourses,  adomect- 
^ith  pictures,  and  expressed  iff  maps.  In  fouif 
parts^  each  containing  five  books; 

Part  I,  contains*  the  voyager  and  peregri**' 
nations  made  by  ancietit  kings,  patriarehii^ 
lipostlesy  philosophers,  and  others^  to  and 
thorow  the  rouKM^r  parts  of  the  known  world  f 
enquiries  also  of  language,  and  religions^ 
Specially  of  the  moderii  diversified  profe^ 
sions  of  Ckristianity.  A  description  of  i^ 
the  circum'-navigatioiis  of  the  gl^be.  Navi<^' 
gations  and  voyages  of  Englishmen  akmg  the' 
^asts  of  Africs^  to  the  Cape  of  Good  Hope,^ 
and  from  thence  to  the  Red  Sea,  &c,  En-^ 
glish^  voyages  beyond  the  East  Indies,  to  Ja-' 
pan,  China,  Coehin-China,  the  PhiUppine' 
Isfends,  &c.  The  English  affeirs  wiAi  ihlt 
Great  iS»wionW,  (Mogul,)  in  the  Persian  an4^ 
'  Arabian  Gulphs^  and  in'  other  places  of  the 
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contiihenty  and  islands    of  and  beyond    th< 
Indies.    The  Portugal  attempts,  and  Dutch 

disaitters^  &c. 

Part  2*  NaVigations>  voyages/  and  land* 
discoveries,  with  other  historical  relations  of 
Africa,  and  of  the  sea^coasts  and  inland  re- 
gions of  Ethiopia,  by  Englishnien  and  others* 
Peregrinations  andtravels  by  land  in  Pal6stina> 
Natolia,  Syria^  Arabia,  Persia,  and  other  parts 
of  Asia.  .  Discoveries  by  land>  of  Assyria,  Ar-^ 
menia,  Persia,  India,  Arabia>  and  other  in* 
land  countries  of  Asia,   by  Englishmen  and 

otheri^.' 

Parts.  Peregrinations  and  discoveries  iii 
the  remotest  North  ^nd  East  parts  of  Asia> 
called  Tartaria  and  China ;  and  of  Europe,  as 
Russia,  &c.  by  Englishmen  and  others.  Voy- 
ages and  discoveries' in  the  north  parts  of  the 
990Tld,  by  land  and  sea,  in  Asia,  Europe,  the 
polar  tegions,  and  in  the  north  west  of  Ame- 
xica.  Relations  of  Greenland,  Greenland,  the 
north-west  passage,  and  other  arctic  regions. 
Vbyages  and  travels  to  and  in  the  New  World, 
called  America :  relations  of  their  Pagan  [an* 
tiquities,  and  of  the  regions  and  plantations  ifi 
the  north  and  south  parts  thereof;  and  of  tb« 
seas  and  islands  adjacent. 


[Near  the  end  of  this  voium^>  is  the  book 
tdf  the  ladianrs,  vrith  Mexican  iiieroglyphics,  * 
or .  pictures   cut  in  wood|   which  were  pur*-, 
chased  by  Hakluyt,  when  chaplain   tp  the. 
English  ambassador    in  France^  for  twenty 
crowns.] 

Part  4.  Voyages  to  the  fiast.  West,  and 
South  P^ts  of  America;  ibany  sea  and  land 
fights^  invasions^  and  victories  against  the 
Spaniards^  in  those  patts  and  the  Spanish 
islands ;  plantations  in  Guiana,  and  adventures 
of  Englishmen  amongst  the  Americans.  Voy-* 
ages  to  and  about  the  Southern  America*  Voy- 
ages to,  and  knd  travels  in  Florida,  Virginia, 
and  other  parts  of  the  Northern  AmerU^a* 
French  plantings ;  Spanish  sUpplantings  ;  Eng- 
lish Virginian  voyages,  and  to  the  islands 
Azores.  English  plantations,  discoveries, 
acts,  and  occurrents,  in  Virginia  and  Sum- 
mer Islands,  since  the  year  I606,  till  1624. 
English  discoveries  and  plantations  in  New 
England,  and  Newfoundland;  with  the  p&* 
tent  and  voyages  to  New  Scotland.  Rela* 
tions  also  of  the  fleets  set  forth  by  Queen  Eli* 
zabeth  against  the  Spaniards."«^Tbis  work 
has  never  been  reprinted,  from  its  magnitude 
and  the  consequent  expence  which  wovld  at- 

vol..  XI.  ^8 
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tend  it.  loLTgt  extia.ets  of  fragment?  of  ity 
boveerer^  have  b^n  iaserted  in  the  i^ubse*' 
qnent  coQection^  of  voyages  by  Harris  anA 
dther^ 

^  the  fetikalMtmnkiei,  and  of  the  magn^cence  rf 
the  Grand  JPon^    Book  4,  Chap,  14,  edk.  l6l7- 

We  have  already  ^oken  of  the  solemn  sacrifice- 
observed  .on  the  #ight  and  twentieth  day  of  August* 
We  read  in  our  author,.  Mareus  PauluSf  an  eye* 
witness  of  tl^ese  his  relations^  of  other  the  grand 
Khan's  grand  solemnities;  of  which  two  are.princi^ 
pal ;  one  on  his  birth-day,  which  in  Cufolai  Khan's 
time,  was  the  eight  and  twentieth  of  September ; 
•n  which  himself  was  royally  clothed  in  cloth  of 
gold,  and  twenty  thousand  of  his  barons  and  sol* 
diers  were  all  apparelled  in  one  colouc,  and  like  (ex- 
cepting the  price)  to  himself,  every  one  having  a 
girdle  wrought  of  gold  and  silver,  and  a  pair  of 
shoes.  Some  of  their  garments  richly  set  with 
pearls  and  jewels,  which  they  wear  on  the  thirteen 
solemnities,'  according  to  the  thirteen  moons  of  the 
year.  On  this  day  all  the  Tatars,  and  several 
princes  subject,  present  him  with  rich  gifts;  and 
all  sects* of  teltgions  pray  unto  their  Gods  for  his 
health  and  long  life. 

£ut  «hek  chief  feast  is  on  the  first  day  of  thei» 


* 
year,  ivhich  tbey  begin  in  Febrtiafy,  celebrated  by 

the  gmnd  Khan  and  ail  the  countfies  s\ibject  to 
fiiin ;  in  which  th^  Are  all  arraj^  in  white,  a  co- 
lour, in  their  estimationy  portending  good  luck.  Ahd 
then  he  is  presented  with  many  cloths  and  hordes  of 
white  eobvr,  and  other  rich  presents,  in  the  same 
religimisly  observing  the  number  of  nine ;  as  nine 
timeik  hihe  horses,  if  they  foe  able;  aitid  eo  bf  jiieces 
of  gbldi  cloth,  and  the  rest:  Then  also  the  ele^ 
phMitft  (which  are  aboht  &^  thousand)  are  brought 
forth  in  eiiidptaotts  fur^iturej  And  camels  covereH  with 
silk.  And  Hi  iA^  ^brhin^'  they  preseilt  thetns^ves 
in  the  hall  ad  many  as  ctm,  the  rest  standing  with^ 
out  in  tfa^ir  dne  or^h  Fli^t;' those  of  the'  tttiperial 
progeny;  next,  the  kiAgS^  dakfcsj and  other*,  in  -ftfeir 
due  pkcev  Theii  com^h  fttjth  a  great  mah  ot  pre^ 
late,  which  cryeth  out  With'  a  loud  roice ;  "  bow 
down  yodrtelves  and  Worship,"  which  thity  pi^sentiy' 
do,  with-^heir  fades  to  the  earth.  This  prelate  ^dd- 
eth,  ^  G6A  save  arid  preserve  our  Lord,  long  to  liW 
^ith-  joy  uttd  gladness.*  They  all  nnswt*r,  ^*  Ood 
grant  it:*  The  prelate  again;  '*  God  increase  his 
domihion, '  Arid  preserve  tn  piace  all  his- subjects, 
and  {)rbspeff  al!  things  in  all  Ms  countries/'  Where- 
UTrto  they  ailswer  as  beforci  Thus  do  they  worship 
fbnr  times.  After  thii^,  the  said  prelate  goeth  to  ah 
altar  there,  richlj^  adorned  j  on  which  is  ared  table, 
with  thenamet)f  the  great  Khan  written  in  It,  aftd 
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a  ceaserMrith  incense;  which  h«  incenseth,  iusteadi 
of  them  ally  with  great  reverence  performed  unto  the 
table.  This  doncy^they  return  to  their  places  and 
t>re8ent  their  gifts,  and  after  are  feasted. 

When  Cttblai  had  overthrown  Naiam  his  uncle  (as 
before  is  said)  understaiidiiig  that  the  Christians  oh* 
served  their  yearly  solemnity  of  Easter^  ht  invited 
them,  all  to  come  unto  him,  and  to  bring  the  book 
of  the  four  gospe)^,  which  he  incensed  oft^a  with 
gieat  ceremoniesy  devoi^tly  kbsing  it,  and  caused 
his  barons  to  do  the  like.  J^nd  tliis  he  observeth 
alway  in  the  principal  feasts  of  tbf  Clhriatians,  as 
Christinas  and  Easter*  The  like  he  did  in  the  chief 
feasts  of  the  Saracens,  Jews,  and  Idolaters.  The  cause 
(hei^aid)  was  because  of  ^hose  four  prophe]U  to  which. 
aUr^  world  doth  reverence.  Jesus;  of  the  Chris* 
tiaoSf  Mahomet  of  the  Saracen^,  Moses  of  the  Jews, 
aad  Sogomambar  Khan,  the  first  idol  of  the  Pagans* 
And  I,  (saith  he)  do  honour  to  them  all,  and  pray 
him,  which  is  the  greatest  in  heaven^  and  truest,; 
to  help  me.  Yet,  he  had  best  opinion  of  the  C^ris* 
tian  fiuith,  because  it  contained  nothing  but  goodness  ; 
^and  would  not  saftnr  the  Christians  to  carry  before 
them  the  cross,  on  which  so  great  a  man  as  Chfist 
was  crucified.  He  also  sent  Nicoloand  Mafio,  tbr 
fslther  ^d  uncle  of  Marco  Paulo,  our  au^or,  in 
embsuBsage  to  the  popi|^  to  send  him  a  hundred  wise, 
men,    which  might  conviace  the  idolaters^   that 
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boasted  of  tbose  tbeir  magical  wondeis^  n^ereiS) 
the  Christians  that  were  there  were  but  ftimple  men^ 
not  able  to  answer  them;  which  if  it  had  beai^efr 
fectedy  he  and  his  barons  would  have  been  baj^aed* 
Thomas  a  Jesa,  a  Jesuit,  in.  his  second  book»  '<  Of 
procuring  the  Conversion  of  aU  Nations,''  reporteth 
that  Clement  the  First  ordained  John  a  Mimtt  Cor^ 
rao,  a  minorite,  archbishop  of  Cambalo,  and  mne 
other  of  the  same  order  he  consecrated  bishops,  and 
took  order  for  th^  successor  of  the  archbisfaopi 
^hen  he  died.  Whether  these  weht  or  no,  is  uncer- 
tain. Great  pity  it  is,  that  .the  Jesuit^,  men  of  so 
refined  wits,  and  such  mighty  miracle-mongers  (our 
world  must  witness  the  one,  and  the  east  and  west 
the  other)  we^e  but  of  yesterda/s  hatching,  and 
that  Ignatius  had  not  broken  his  leg  before  those 
times.  Tliese  had  been,  (if  they  then  had  been) 
the  only  men  to  have  removed  those  objected  scan* 
dais  of  the  simplicity  of  Christians,  and  to  have 
ronfrontjBd  these  magical  mountebanks,  as  the  Khan 
here  required.  But  these  were  reserved  for  times 
more  fatal  to  the  Pope,  to  help  at  a  dead  lift,  by 
pervertings  here,  and  convertings  there,  to  hold  up 
the  supposed  sanctity  of  the  triple  cUadem*  But 
look  we  to  our  Tatars. 

Odoricus  saith,  that  in  his  time,  the  Kha^i  cele- 
brated, besides  the  former,  the  feasts  of  his  circum* 
cision,  marriage,  and  coronation.    But  before  the 
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wtHfout  ei  Cuthaj,  tfaej  oliasrved  n^t  aoy  iky  al 
fU  vitL  festival  sohiniu^eB. 

Goblai  Khan  was  of  mean  statiirty  of  cooiiteaaQce 
#kite^  Tidy  and  bcautifalt  He  had  foar  vivas,  which 
kipt  sa^veral  courts,  the  least  of  which  coptained  at 
]migt  (en  tboiiiaad  pertonSf  Ha  had  manj  conc«- 
bia«s ;  every  second  year  havifig  a  new  choice  of 
the  fairest  maidens  in  the  province  of  Ungat,  (moet 
feltile^  belike,  of  that  cox^modity)  which  pass  a  s«» 
cand  election  at  the  coart,  and  the  fairest  and  fittest 
of  them  are  committed  ^  ladies,  to  ^rove  and  in- 
struct'thmn.  Their  parents  hqld  it  a  great  graea 
00  to  h^ve  bestowed  their  children,  and  if  any  of 
them  prove  hot,  they  impute  it  to  their  disastnMis 
planeC  lliey  hold  it  for  a  great  beaatyj  Co  have 
Aeir  noses  flat  betweeii  their  eyes. 

In  December,  January,  and  February,  he  abidetb 
fX  Can^balu,  in  the  north^^tast  province  of  Cathay, 
in  a  pakce  near  to  the  city,  boilded  on  this  mannert 
There  is  a  circuit  walled  in,  fonr  square,  each  sqaara 
containing  eight  miles^  having  about  them  a  deep 
ditch,  and  in  the  midifle,  a  gate.  A  mile  inwarda 
is  another  wtll,  which  hath  six  miles  in  each  square  { 
and  in  the  so^ith  side  three  gates;  and  as  many  oq 
the  north.  Betwi?^t  tho^e  walls  ^re  sokKers.  In 
every  corfxer  of  this  wally  aiid  in  the  midst,  is  a 
stately  palace,  eight  in  all,  wherein  are  kept  his 
H^utions*    Here  is  a  third  wipjl  >inthin  this.  contaiaT 
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ii!£  four  miles  square,  eacb  square  taking  up  one 
mile,  having  six  gates  and  eight  palaces,  as  the  for- 
iner,  in  which  are  kept  the  grand  Khan's  provisions. 
And  between  these  two   walls  ar^  many  fair  trees, 
And  meadows,  stored  with  many  beasts.    Within 
*  this  is  the  grand  Khan's  palace,  the  greatest  thai 
ever  was  seen,  confining  with  the  wall  abovesaid  on 
the  north  and  south*    The  matter  and  form  thereof 
is  of  such  cost  and  arjt,  with  such  appurtena<ice$  of 
pleasure  and  state,  as  were  too  long  here  to  recite* 
He,  for  a  superstitious  iear,  suggested  by  <Ue  astro* 
logers,  ai  a  rebellion  which   sometime  should  be 
raised  against  him  in  Cambalu,  built  a  new  ei^ 
near  thereunto,  called  Taida,  twenty-four  miles  iif 
compass,  and  yet  not  able  to  receive  the  inhabitants 
of  the  old  city ;  whence  be  redaoved  such  as   mighi 
move  suspicion,  hither.    This  city  .was  built  \>y  line, 
in  four  squares,  each  whereof  conUined  six  mil^ 
and  three  gates,  sp  straight,  that  upon  tbe  wall.of 
one  gate,  one  might  see  the  gate  right  i^nst  itt 
In  the  midst  of  the  city  is  a  great  bell,  which  is  rung 
in  the  night,  to  warn  them  to  keep  within  doors. 
The  great  Khan  hath  12,000  horsemen,  under  four 
captains,  to  his  guard.  .He  keepeth  leopards,  wolves, 
and  lions,  to  hunt  with,  iad  with  thfm  to  tftk^  w'M 
asses,  tears,  harjts,  &c.  and  one  so^t  ^f  e^^es  abb 
to  catch  wolves.    The  two  masters  of  his  hunting 
game  had  ten  thousand  lacn  yader  each  Qi  themf 
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the  one  part  clotbed  in  red,  the  other  in  sky-colour. 
And  when  the  etaaperor  hunteth,  one  of  these  cap- 
tains goeth  with  his  men  and  dogs  on  the  right* 
handy  the  other  on  the  left,  compassing  a  great  quan- 
tity of  ground,  that,  not  a  hei^t  can  escape  them. 
From  October  to  March,  they  are  bound  daily  to 
send  in  a  thousand  head  of  beasts  and  birds.  He 
hath  also^  when  he  travelleth,  ten  thousand  falconers^ 
divided  in  diyers  companies,  himself  abiding  in  a 
dhamber  carried  upon  four  elephants,  whence  he 
may  see  the  game,  having  also  his  tents  pitched  for 
his  solace  near  thereby.  None  may  carry  hawk 
or  huntingrdog  out  of  his  dominion,  nor  may  hawk 
or  hunt  ne^  the  court,  by  many  days  journeys;  nor 
at  all  iQ  tl^eir  times  of  breeding,  from  March  to 
October. 

But  he  that  list  to  be  more  fully  informed  herein,^ 
let  him  read  M.  Pauhis  and  others,  which  have 
written  of  this  argument.  It  is  religion  to  us,  fur^ 
tfier  to  suspend  our  $scours^  of  religion^ 


The  portion  which  Hakluyt  contributed  to 
these  four  volunies,  amounts  perhaps,  in  the 
whole,  to  about  a  volume;  and  consists  of  his 
MS.  rettiains,  cif  which  Purcbas  got  posses^ 


.  ilon^  and  ^hich  he  has  dispersed  in  different 
places  throughont  the  work.  Hakluyt  was 
descended  of  an  ancient  family  at  Eyton  in  He^ 
lefordshirej  and  born  in  1553*  He  was  edu- 
cated at  Westminster^  and  at  Christ-Church 
in  Oxford  ;  and  was  famous  for  his  extensive 
knowledge  of  the  naval  history  of  England. 
That  he  might  prosecute  bis  favourite  studies 
to  greater  advantage^  he  made  himself  master, 
-at  Oxford,  not  only  of  the  Latin  and  Greek, 
but  of  the  Italian,  Spanish,  Portuguese,  and 
French  languages;  he  became  so  distinguished 
for  his  skill  in  geography,  and  the  branches 
of  science  and  information  connected  with  it^ 
that  he  was  appointed  to  read  lectures  on  those 
subjects  in  the  university;  and  was  the  first 
who  introduced  maps,  globes,  spheres,  and 
ether  instruments  relating  to  the  same  sciences, 
into  the  common  schools. 

Besides  his  MS.  remains,  interspersed  with 
Purchases  writings,  the  public  is  Indebted  to 
him  for  several  other  works ;  as  1.  A  Collection 
of  Voyages  and  Discoveries,  published  in  1582. 
8.  A  translation  from  the  French  of  "  The 
notable  History  of  Florida."  1387.  3.  A  new 
edition  of  the  De  Orbe  Novo  of  Peter  Martyr, 
illustrated  with  marginal  notes,  a  commodious^ 
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inder^  a  mAp^  of  New  England  and  Amerie*; 
1587.  4.  His  Naval  History  of  BritaiQ,  bUnic^t 
important  work,  was  published  in  1589^ in  one 
vol.  folio.    In  this  lie  has  amassed^  translated^ 
and  digested  all  voyage9>  journals^  narratives, 
patents^  letters^  instructions,  &c.  relative  to^ 
the  £ngUsh  navigations.    He  died  in  l6i6. 
•    2.  Pnrchas  was  likewise  the  author  of  two 
or  three  other  works.     1.  Purchas  his  Pilgrim. 
2.  Microcosmusy  or  the  History  of  Man>  !ic. 
Meditated  on  the  words  of  David^  Psalm  39.  5. 
being  a  funeral  sermon.     3.  The  King's  Tower 
and  Triumphant  Arch  of  London* 


/  ^ 
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Robert  Barton,  author  of  the  Anatomy  of 
Melancholy,  sQn  of  Jlalph  Burton,  of  an  ancient 
and  genteel  family  at  I^ir^dley  in  Leicester-t 
shire,  was  born  ii^  1^76-  H^  was  initiated 
in  Ijearning  at  Sutton  Coldfield,  in  Warwick- 
shire, whence  he  was  remove^,  in  1593,  to 
Brazen-nos§  College,  Oxford.  In  1399^  he 
was  elected  student  of  Christ  Church,  and  the 
vicarage  of  St«  Tliomas,  in  the  west  suburb  of 
Oxford,  was  conferred  upon  him  by  the  dean 
and  canons  of  Christ  Church ;  as  likewise  the 

ft 

rectory  of  Segrave  in  Leicestershire,  in  1636, 
by  George,  Lord  Berkeley.  He  died  at  his 
<:olIege  of  Christ  Church,  iff  1639-40,  at  or 
very. near  the  time  which  he  had  some  years 
before  foretold,  from  the  calculation  of  hi$ 
pwn  nativity,  ^^  The  time,"  says  Wood,  "  be-» 
Wg  exact,  several  of  the  students  (Jid  not  for-. 
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bear  to  whisper  among  themselvfeSj  that  ra- 
ther than  there  should  be  a  mistaike  in  ihe 
calcalatioDy  he  sent  up  his  soul  to  heaven 
through  a  slip  about  his  neck/' 

The  Anatbmy  of  Melancholy  is  written  un- 
der the  assumed  name  of  Democritus  Junior. 
In  bis  address  to  the  reader^  after  a  brief  de- 
lineation of  the  character  of  Democritus^  he 
proceeds  to  give  the  following  acgount  of  him- 
self^ assigning  his  reasons  for  the  assumption 
of  his  name. 

But,  in  the  mean  time,  how  doth  this  concern 
me,  or  upon  what  reference  do  I  usurp  his  habit? 
I  cohfess,  indeed,  that  to  compare  myself  unto  him, 
for  ought  .1  have  yet  said,  were  both  impudency  and 
arrogancy.  Yet  thus  much  I  will  say  of  myself, 
and  that  I  hope  without  all  suspicion  of  pride  or 
self-conceit,  I  have  lived  a  silent,  sedentary,  solitaiy, 
private  life,  ndki  ^  trmsist,  in  the'uniyersity,  as  long 
almost  83  Xenocrates  in  Athens,  ad  senectam  /ercy 
to  learn  wisdom  as  he  did,  penned  up  most  part  in 
my  study :  for  I  have  been  brought  up  a  student  in 
the  most  flourishing  college  of  Europe,  augustissxmo 
coUegioj  and  can  brag  with  Jovius,  almost  in  ed  luce 
iomdUi  Vatkani^  totius  orbis  cekberrimi  per  37  t^tnei 
multa  oppartmaq^  didici;  for  thirty  years' I  have  con- 
tinued (having  the  use  of  as  good  lihr^ies  as  ever  he 


haei)  a  aeMtir,  and  wduld  be  tkerefore  loth,  either 
by  living  as  a  drone,  to  be  an  unpfblitable  or  un* 
worthy  member  of  so  learned  and  noble  a  society,' 
or  to  write  that  wbieh  should  be  any  way,  disho-> 
nourable  to  such  a  royal  and  anaple  foundation*- 
Something  I  have  done:  though  by  my  profession 
a-divine,  yet  turbine  raptus  ingeim,  as  he  said,  out* 
of  a  running  wit,  an  inconstant  unsettled  inindy  I- 
had  a  great  desire  (not  able  to  attain  to  a  super&cial^ 
skill  in  any)  to  have  some  smattering  in  all,  to  be 
aUqitis  in  omnibus ^  nullus  in  singulis;  which  BUto 
commends,  out  of  him  lapsius  approves,  and.  fur-« 
thers  as  Jit  to  h^  imprinted  in,  all  atriow  titUSf  net  to  i$ 
q  slate  qfone  science,  or  dwell  altegeiher  in  onestdiJceif 
as  most  dOf  Iniit  to  rove  abroad^  centum  puer  artiam; 
to  have  an  oar  in  every  man's  boat,  to  taste  xf  every 
dishf  and  to  ^jp  of  every  cup;  which,  saitli  Montaigne, 
Vras  well  performed  by  Aristotle,  and  his  learned 
countryman,  Adrian  Turnebus.  This  roving  hu** 
mour  (though  not  with  like  success)  I  have  ever  had, 
and  iiHe  a  ranging  spaniel,  that  barks  at  every  bird 
he  sees,  leaving  his  game,  I  have  followed  all,  saving 
that  which  I  should,  and  may  justly  complain  and 
truly,  qui  ubifue  estf  which  Gesner  did  in  modesty;  that 
I  have  read  many  books,  but  to  little  purpose,  for 
vant.  of  good  method ;  I  have  conlusedly  tumbled 
over  divers  authors  in  our  libraries,  with  small  profit, 
for  wanttrf  art,  order^  memory,  judgment.    I  aever 
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thiv^Ued  but  iH  illt|»  or  card,  id  whi^k  tuy  tttitt^ 
fined  thoughts  have  freely  ^xpati^ted,  as  havihg  evef 
been  especially  delighted  with  the  study  of  cosmcK 
graphy.  Saturn  was  lord  of  my  genittire^  culmina^ 
ting,  &c.  and  Mars  principal  significator  of^anner,* 
ill  partile  conjunction  with  mine  ascendant;  both 
fortunate  in  their  hotises,  be.  I  aiii  not  poor,  I  am 
not  rich ;  nikii  e§iy  nikU  deeit;  I  have  little,  I  want 
nothing:  all  my  treasure  is  in  Minerva's  tdwef. 
Greater  preferziient  as  I  could  never  get,  so  am  I  not 
in  debt  far  it.  I  have  a  competency  (lauB  Deo)  from 
my  rfoble  and  munificent  patrons.  Though  I  live 
still  a  collegiate  student,  as  Democritus  in  his  gar* 
*deii,  and  lead  a  monastic  life',  ipse  fniki  thefttrumi 
B^qaestered  from  those  tumults  and  troubles  of  the 
worlds  et  tanquam  m  spetuU  pomHti  (as  he  said)  in 
ssme  high  place  above  you  8^1,  like  siaicus  sapienSf 
Qimtia  wecuUt  preteriia  prctsentiaque  vidensy  ■ttno  veht 
iatmtur.  I  hear  and  see  what  is  done  abroad,  ^ovt 
others  run,  ride  turmoil,  and  macerate  tibemselves 
in  court  and  country.  Far  from  those  wrangling 
l^-suits,  tttfte  vamtatem,  fori  tmlitionent^  ridere  «c- 
c«m  soleo:  I  laugh  at  all^  im!y  secuf^e,  lest  my  mat  go 
amm,  my  ships  perish^  corn  and  cattle  miscarry,  trade 
decay,  I  have  no  wife  nor  children^  good  or  bad,  to  pro- 
vide  for;  a  mere  spectator  of  other  men's  fortunes 
and  adventures,  and  how  they  act  their  parts,  which 
me  thinics  are  diversely  presented  unto  me,  as  from 


ft  common  theatre  or  BCtne.  I  hear  new  news  every 
^:  atid  thofieordkiary  rdttiouri  of  war,  plagues^ 
£re8|  inandaiions,  thefts^  Biarders,  laassaeres,  me** 
teors,  comets^  spectmth^,  prodigies^  apparitions,  of 
towns  taken^  cities  besieged  in  France,  Germany^ 
Turkey,  Persia,  Poland,  &c^  daity  mtistcrs  and  pret- 
parations,  and  such  like,  which  these  tempestuous 
ttmes  afibrd  *  battles  ft)ught,  so  many  men  slain,  mo« 

*  nomachies,  shipwrecks,  piracies,  and  sea-fights;  peace, 
leagues,  stratagems,  and  fresh  aIarms«-'Ki  vast  con* 
fusion  of  vows,  wishes,  actions,  edicts,  petitions,  law- 
suits, pleas,  laws,  proclamations,  complaints,  griev- 
ances, are   daily  brought  to  our  ears :  new  books 

'  every  day,  pamphlets,  currantoes^  stories,  whole  ca- 
talogues of  volumes  of  all  sorts,  new  paradoxes, 
opinions,  schisms,  heresies,  controversies  in  philo^ 
sophy,  religion,  &c.  Now  come  tidings  of.  we^-' 
dings,  maskings,  mummeries,  entertainments,  jubi* 
lees,  embassies^  tilts  and  tournaments,  trophies, 
triumphs,  revels,  sppits,  plays;  then  again,  as  in 
h  new  shifted  scene,  treasons,  cheating,  trteks,  rob- 
beries, enormotts  villanies  of  all  kinds,  funerals,  ba« 
rials,  death  of  princes,  new  discoveries,  expeditions  ; 
now  comical,  now  tragical  matters.  To  day  wo 
bear  of  new  iords  and  oncers  created,  to-morrow  of 
sons  great  men  deposed,  and  then  «^ain  of  fresh 
honours  confierredj  <one  is  let  loose^  another  impri* 
mVBdU^a-pvrchaseth,  another  l^reakethl  he  thsives, 
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his  neighboiir  tturns  baoknipt:  now  plenty,  ihm 
agjaia  dearth  and  bmine;  one  mns,  another  rides, 
vrangles,  laughs,  weeps,  &c«  Thus  I  daily  hear, 
and  such  like,  both  private  and  public  i^ws.  Amidst 
the  gallantry  and  misery  of  the  world,  jollity,  pride, 
perplexities  and  cares,  simplicity  and  villony,  sub-* 
tlety,  knavery,  candour,  and  integrity,  mutually 
mixt  and  offering  themselves,  I  rub  on^  pious  pnoa" 
tus:  as  I  have  still  lived,  so  I  now  continue,  statu 
quo  priusy  left  to  a  solitary  life,  and  mine  own  do* 
mestic  discontents ;  saving  that  sometimes,  ne  quid 
taentiar^  as  Diogenes  went  into  the  city,  and  Demo- 
critus  to  the  haven  to  see  fashions,  I  did  for  my  re- 
creation now  and  then  Walk  abroad,  look  into  the 
world,  and  could  not  choose  but  make  some  little 
observation,  non  tarn  sagax  observatory  ac  simpkx  re* 
dtatOTy  not,  as  they  did/  to  scofif  or  laugh  at  all,  but 
with  a  mixt  passion. 

Bikm  scfpejocum  vestri  mvcere  tumuUus* 

I  did  sometime  laugh  and  scoff  with  Lucian,  and 
satirically  tax  with  Menippus,  lament  with  Heracli^ 
tus ;  sometimes  again  I  was  petulanii  splene  cackouiOp 
and  then  again,  urere  bilisjecur  ;  I  was  much  moved 
\o  see  that  abuse  which  I  could  not  amend:  in  which 
passion^  howsoever  I  may  sympathize  with  him  or 
them,  it  is  for  no  such  respect  1  shroud  myself  mi« 
der  his  name ;   hut  either  in  an  unknown  ||ahit,  t» 


Aisume  a  little  more  liberty  and  freedom  of  speech, 
or  if  you  will  needs  know,  for  IhatYeason  and  only 
respect  which  Hippocrates  relates  at  large  in  hit 
epistie  to  Damegetus,  wherein  he  doth  express,  how, 
coming  to  visit  him  one  day,  he  found  Democfiim  in 
his  garden  at  Abder8>  in  the  suburbs,  under  a  shady 
bower»  with  a  book  on  his  knees,  busy  at  his  8tiidy> 
sometime  writing,  sometime  walking.  The  subject 
of  his  book  was  melancholy  and  madness:  about 
him  lay  the  carcasses  of  many  several  beasts,  newly 
by  him  cut  up  and  anatomized;  not  that  he  did 
contemn  God's  creatures,  as  he  told  HippocratelB, 
but  to  find  out  the  seat  of  tiiis  atra  bUisy  or  melaiH 
choly,  whence  it  proceeds,  and  how  it  was  engeh** 
dered  in  men's  bodies,  to  the  intent  he  might  better 
eure  it  in  himself,  by  his  writings  and  observations 
teach  others  how  to  prevent  and,  avoid  it.  Which 
good  intent  of  his  Hippocrates  highly  commended ; 
Democritns  junior  is  therefore  bold  to  imitate,  and 
because  he  left  it  imperfect,  and  it  is  now  lost,  quasi 
succenturiatar  Dfrnocritif  to  revive  again,  presecute, 
and  finish  in  this  treatise. 


.  The  following  passage^  which  describes  the 
commencement  of  melancholy^  is  exceedingly 
beaufifiil,  rational,  and  jusl.    Vol.  i.  p.  126. 

VOL.II.  hH 
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YeimtUry  floUt^riness  is  t&at  which  is  familiaf 
urtth  taMlascholy,  and  gently  brings  on*  like  a  Sireiii 
a  8hooiof^4iom9  or  some  sphinx,  to  this  irrevoGabk 
gnlfc  a  pHmary  canse  Pisa  calls  it;  most  pleaaanl 
it  is  at  first,  to  such  as  are  melancholy  giTon^  to  lie 
in  bed  whole  days,  and  keep  their  chaooibers^  to  watic 
aloae  in  some  solitary  grove,  betwixt  wood  and 
tmUtf  by  a  brook  side,  to  meditate  upon  some  de-* 
lightsome  and  pleasant  subject,  which  shall  affect 
them  moat ;  amabiHs  imamaf  and  maUis  gratmimnt 
irrar*  A  knost  incomparable  delight  it  is  so  to  me" 
lancholise,  and  bnild  castles  in  the  air;  togoanriling 
to  themselves,  acting  an  infinite  variety  of  parts^ 
which  they  suppose,  and  strongly  imagine  tiiey  re^ 
present,  or  that  they  see  acted  or  done.  Biamia 
fuiiem  db  imAt>f  saith  Lemnius,  to  conceive  and  me* 
ditate  of  such  pleasant  things  sometimev  fretenty 
pAsty  or  to  amCf  as  Rhasds  speaks.  So  ddightsome 
these  toys  are  at  first,  they  could  spend  whole 
days  and  nights  without  sleep,  even  whole  years- 
alone  in  such  contemplations  and  fantastical  medi- 
tations, whicti  are  like  unto  dreams:  and  they  will 
hardly  be  drawn  from-  them,  or  willingly  inter- 
mpt«  So  pleasant  their  vain  conceits  are,  that 
they  hinder  their  ordinary  tasks  and  necessary 
business ;  they  cannot  address  themselves  to  thete, 
of  almost  to  any  study  or  employment :  these  iiMi- 
tastioal  and  bewitching  thoughts  so  covertly^  so 


iiAing^j,  60  urgently,  so  continualiy,  set  i^ofi,  creep 
io^  insinnatey  posseWy  oTercome^  distract,  and  de- 
tain tbem^  they  cannot,  1  saji  go  about  their  mor^ 
necessary  business,  stave  off  or  extricate  themseWes, 
but  are  ever  musings  indancholizing^  and  carried 
alon^  as  he  (they  say)  that  is  led  round  about  an 
heath  with  a  puck  in  the  iiight.  They  run  earnestly 
cm  in  this  labyrinth  of  anxious  and  solicitous  mer 
Ikacholy  meditations,  and  cannot  well  or  willingly 
refrain^  or  easily  leave  off  winding  and  unwinding 
themselves,  as  so  many  clocks,  and  still  pleasing 
their  humours,  until  at  last  the  scene  is  turned  upon 
a  suddeir,  by  some  bad  object;  and  they,  being  now 
liabituated  to  such  vain  meditations  and  solitary 
places,  can  endure  no  company,  can  ruxnmato  of  no* 
thing  but  harsh  and  distasteful  sub^ectSi  Fear,  sor- 
row,  suspicion,  suirustiGus  jmdor,  discontent,  caresi 
and  weariness  of  life,  surprise  them  in  a  moaienti 
and  they  can  think  of  nothing  else:  continually  sus- 
pecting, no  sooner  are  their  eyes  open,  but  this  ia^ 
fernal  plague  of  melancholy  seizeth  oa  them,  and 
terrifies  their  souls,  representing  some  dismal  object 
to  their  minds,  which  now,  by  no  means,  ao  labour^ 
no  persuasions^  they  can  avoid;  htsret  lateri  kthalu 
arundo;  they  may  not  be  rid  of  it;  they  cannot  re« 
sist.  I  may  not  deny^  but  that  there  is  soime  pro* 
fitable  meditation,  contemplation,  ai)d  kind  of  soli*- 
tarinesS;  to  be  embraced,  which  the  fathers  so  bighljr 

HhS 
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comnieiidcdt  Hierom,  Chrysostome,  Cyprian^  Austin, 
in  whole  tracts,  which  P«trarch,  Erasmus,  Stella, 
and  others,  so  much  magnify  in  their  books.  A  pa« 
radise,  au  heaven  on  earth,  if  it  be  used  aright,  good  for 
the  body,  and  better  for  the  sool ;  as  many  of  these 
<rid  monks  used  it,*  to  divine  contemplation ;  as  Si* 
multts,  a  eourtier  in  Adrian's  time,  Dioclesiah  the 
emperor,  retired  themselves,  &c.  In  that  sense,  Fafta 
iolu$  sett  woere;  Vatia  lives  alone;  Which  the  Ro« 
mans  were  wont  to  say,  when  they  commended*a 
country  life ;  or  to  the  bettering  of  their  knowledge, 
as  Democritus,  Clanthes,  and  those  excellent  pht' 
losophers,  have  ever  done,  to  sequester  themselves 
from  the  tumultuous  world ;  or  as  in  Plin/s  Villa 
Laurentana,  TuU/s  Tuscula,  Jovius'  study,  that  they 
might  better  vacate  studm  et  Dm ;  serve  God  and 
,  follow  their  studies.  Methinks,  therefore,  our  too 
aealous  innovators  were  Jiot  so  well  advised  in  that 
general  subversion  of  abbeys  and  religious  houses, 
promiscuously  to  fling  down  all.  They  might  have 
taken  liway  those  gross  abuses  crept  in  amongst  them, 
rectified  such  inconveniences,  and  not  so  far  to  have 
raved  and  raged  against  those  fair  buildings,  and 
everlasting  monuments  of  our  forefathers'  devotion, 
consecrated  to  pious  uses.  Some  monasteries  and 
collegiate  cells  might  have  been  well  spared,  and  their 
irevenues  otherwise  employed,  here  and  there  one, 
Ia  good  towns  or  cities  at  least,  for  m'en  and  women 


BURTON.  4G9 

of  all  sorts  and  coaditions  to  live  iii,  u>  sequester 
themselves  from  the  cares  and  tumults  of  the  world, 
that  were  not  desirous  or  fit  to  marry,  or  otherwise 
willing  to  be  troubled  with  common  affairifi,  and 
know  not  well  where  to  bestow  themselves,  to  live 
apart  in,  for  more  convenicocy,  good  education, 
better  company  sake;  to  follow  their  studies  (I 
say)  to  the  perfection  of  arts  and  sciences,  common 
good,  and,  as  some  truly  devoted  monks  of  old  had 
dope,  freely  and  truly  to  serve  God:  for  these  men 
are  neither  solitary,  nor  idle,  as  the  poet  made  an* 
swer  to  the  husbandman  in  Msopf  that  objected  idle- 
ness to  him ;  he  was  never  so  idle  as  in  his  com- 
pany ;  or  that  Scipio  Africanus,  in  Tu^y,  nunqnam 
nmua  solus,  quam  quum  solus  ;  mmquam  minus  otiosus^ 
quam  quum  cssct  otiosus;  never  less  solitary  than  when ' 
he  was  alone,  never, more  busy  than  ^hen  he  seemed 
to  be  most  idle.  It  is  reported  by  Plato,  in  his 
dialogue  De  Amorey  in  that  prodigious  commendation 
of  Socrates,  how  a  deep .  meditation  coming  into 
Socrates^  mind  by  chance,  he  stood  still  jnusing,' 
eodem vestigia cogiialmndus,  from  morning  to  noon; 
and  when,  as  then  he  had  not  yet  finished  his  medi- 
tation, perstabat  cogitans,  he  so  continued  till  tha 
evening;  the  soldiers  (for  he  then  followed  the  camp) 
observed  l\m  with  admiration,  and  on  set  piirposa 
watched  all  night;  but  he  persevered  immoveable 
ad  evortum  solisy  UU  the  sun  rose  in  the  morning, 
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an<}  then,  salvting  the  sun,  went  his  ways.  In 
what  humour  constant  Socrates  did  thus  I  know 
not,  or  how  he  might  be  a£fected;  but  this  wouU 
be  pernicious  to  another  man  i  what  intricate  busl* 
liess  might  so  really  possess  him,  {  cannot  easily 
guess;  but  this  is  (ftiosum  othtffi;  it  is  far  otherwi3e 
with  these  men,  according  to  Seneca:  omnia  nobi^ 
fHola  foHtudo  persuadef ;  this  solitude  un4oeth  us ;  jn^^ 
Wtt  cam  vkd  soaali;  'tis  a  destructive  solitarinesSf 
These  men  are  devils,  alone,  as  the  saying  is,  hmno 
ieius  aui  ieus,  out  demon  ;  a  man  alone,  is  either  a 
saint  or  a  devil ;  meufi  ejus  out  languesai^  oust  tumciciti 
and  vm  soli !  in  this  sense,  woe  be  to  him  that  is 
so  alone!  These  wretches  do  frequently  degenerate 
from  men,  and,  of  sociable  creatures,  become  beasts, 
monsters,  inhumane,  ugly  to  behold,  ndsani^ropi  n 
they  do  even  loathe  themselves,  and  hate  the  com* 
pany  «f  men,  as  so  many  Timons,  Nebuchadnezzars, 
hy  too  much  indulging  to  these  pleasipg  humours,  and 
fhrough  their  own  default,  So  that  which  Mercurialis 
(emil.  H.)  sometin^es  expostulated  with  his  melan- 
eholy  patient,  may  be  justly  applied  to  every  solitaiy 
and  idle  person  in  particular ;  ^^Jfaiura  de  it  videtur  con^ 
queriffmx'  S^c.  Nature  may  justly  complain  of  thee, 
that,  whereas  she  gave  thee  a  goo4  wholesome  tem^ 
perature,  a  sound  body,  and  God  hath  given  thee  so 
divine  and  exeellent  a  soul,  so  many  good  parts  and 
profitable  gifts ;  tho^  hast  not  pnl^  contemned,  an^ 


rejected,  but  hast  corrupted  tbem^  pollute  thcQa^ 
QverthrowQ  their  temperature,  and  perverted  tbo^^ 
^ifts  with  riot|  idleness,  ^solitariness,  and  many  other 
M^ays;  thou  art  a  traitor  to  God  and  natu^v^  an 
enepy  to  thyself  and  to  the  world.  Perdiiut  tun  t9 
te;  thou  hast  lost  thyself  wilfully,  cast  away  thy* 
self;  thou  thyself  art  the  efficient  cause  of  thine  owa 
misery,  by  not  resisting  such  vain  cogitatiobs,  but 
giving  way  unto  them. 

'*  The  Anatomy  of  Melancholy/*  was  6rst 
printed  in  quarto,  1621^  and  afterwards  ia 
fplio.  It  passed  through  so  many  editions 
that  the  bookseller^  as  we  are  informed  by 
Wood,  got  an  estate  by  it. 

The  character  of  Barton,  as  drawn  by  Wood, 
is,  ^'  that  he  was  an  exact  mathematicianj»  a 
curious  calculator  of  nativities,  a  general  read 
scholar,  a  thorongh^paced  philologist,  and  ^ne 
that  understood  the  ^urveyin^  of  lands  well. 
As  he  was  by  many  accounted  a  severe  stu- 
dent, a  devourer  of  authors,  a  melancholy  and 
humorous  person;  so  by  others,  who  knew 
him  well,  a  person  of  great  honesty,  plain  deal- 
ing, and  charity.  I  have  heard  some  of  the  an- 
cients of  Christ  Church  often  say,  that,  his 
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SELDm. 


John  Selben,  the  famed  antiquarian^  was 
born  in  1584^  at  a  small  village  called  Sal- 
vintor,  near  Tering,  a  sea-port  in  Sussex.  He 
received  his  early  education  at  the  free^school 
of  Chichester>  and  in  1598,  was  admitted  of 
Hart  Hall,  Oxford.  In  l602,  he  entered  ai 
Cliiford*s  Inn  as  student  of  the  law;  and  two 
years  after  was  admitted  socim  of  the  Inner 
Temple.  Convinced,  however,  that  his  talents 
were  not  of  that  description  which  would  en- 
able him  *  to  shine  at  the  bar,  he  directed  his 
attention  chiefly  to  the  investigation  of  the 
origin  of  law. 

He  was  chosen  in  1623,  member  of  par* 
liament  f6r  Lancaster;  and  on  the  accession 
of  Charles  I.  the  following  year,  was  returned 
a  burgess  for  Great-Bedwin  in  Wiltshire.    In 
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the  parliwient  the  year  after,  he  was  of  the 
committee  for  drawing  up  the  articles  of  im« 
peachment  against  the  duke  of  Buckingham. 
He  had.  the  principal  share,  too,  in  all  the  pre* 
vious  steps  which  led  to  the  famous  **  FeiU 
tion  of  Right*/'  but  the  particulars  of  his  pub# 
lie  character  are  well  known.  In  l64S,  he 
obtained  the  post  of  keeper'of  records  in  the 
Tower.  On  the  usurpation  of  Cromwell,  he 
retired  from  public  affairs,  confining  himself 
almost  entirely  to  literary  pursuits.  He  died 
in  1654.    fhe  following  is  a  list  of  his  Works. 

1.  A  Treatise  of  the  Civil  Government  of 
our  tsland  before  the  coming  in  of  the  Hox* 
jnsms;  written  in  l606. 

2.  Jani  Anglorum  Fades  altera^ 

3.  England's  Mpinomis,  These  two  last 
tracts  were  both  printed  in  l6lO,  8vo.  The 
Ibrmer  was  translated  into  English  by  Dr» 
Adam  I^iyttleton,  author  of  the  Anglo-Latin, 
&c.  Dictionary,  with  copious  notes,  under  the 
name  of^Redman  Westcot,  Gent.  Lond.  1683, 
folio.  Tliey  contain  many  curious  remarks 
upon  the  English  history,  relative  to  the  Nor-? 
man  government. 

4.  De  Duello ;  or.  Of  Single  Combat. 

^f  Not^    and   Illustrations  on    the  FirslK 
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Eighteen  Songs  in  Michael  Drayton*s  Poly- 
olbion,  1612>  folio. 

6.  The  Titles  of  Honour.  On  this  book^ 
bishop  Nicholson  remarks,  that^  ^'  as  to  what 
concerns  otir  nobility  and  gentry,  all  that 
come  within  either  of  those  lists^  will  allow, 
that  Mr.  Selden's  '  Titles  of  Honour/  ought 
to  be  perused  for  the  gaining  of  a  general 
notioi^  of  the  distinction  of  a  degree,  from 
an  emperor  down  to  a  country  gentleman." 

7.  No\es  on  the  De  Laudibm  Legum  Anglia 
of  sir  John  Fortescue,  and  on  sir  Ralph  Heng- 
ham*s  Sums,  l6l6, 8vo. 

8.  Idolatry  of  the  ancient  Syriand,  1617.  The 
Latin  title  }s,  De  Diis  Syria  Syntagmata  dm.. 
This  treatise  was  written  as  a  commentary 
upon  all  the  passages  of  the  Old  Testament 
where  mention  is  made  of  any  of  the  heathen 
gods^  as  Bel,  Asteroth,  &c.  and  consequently, 
besides  the  Assyrian,  gives  an  account  of  the 
Arabian,  Egyptian,  Persian,  African,  and 
European   idolatry. 

9*  A  Dissertation  upon  the  State  of  the 
Jews,  formerly  living  in  England^  1617<  This, 
is  contained .  in  Purchases  Pilgiimage. 

10.  The  History  of  Tithes :  sub  Tenore  Fer- 
iarum  sequente,  16 18.    H^vving  in  this   bpok 
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denied  the  divine  right  of  the  clergy  to 
tithes^  they  were  naturally  much  alarmed^ 
and  a  complaint  was  preferred  to  the  king, 
who  was  likewise  so  incensed,  that  the  author 
was  prosecuted  in  the  High-eommission-court, 
and  obliged  to  acknowledge  in  a  solemn  man« 
ner,  that  he  had  been  guilty  of  a  fault  in 
publishing  that  history.  The  book  was  like- 
wise suppressed^  and  he  was  prohibited  from 
printing  any  thing  in  its  defence. 

11.  The  history  of  Eadmer^  1623.  The  La- 
tin title  is,  Spicilegium  in  Eadmeri  sen  Libros 
Historiarum ;  and  consists  of  explanatory  notes 
upon  that  authori  The  laws  of  the  Conquer- 
or in  this  book,  Dr.  Nicholson  observes,  are 
wretchedly  translated.  These,  however,  were 
afterwards  published  more  correctly  by  sir 
Henry  Spelman.  Dr.  Brady  also  published 
them  with  an  English  version,  in  his  Intro- 
duction to  the  Old  English  Histbry.  But 
the  last  edition  is  that  of  Dr.  David  Wilkins, 
in  his  edition  of  the  Anglo-Saxon  Laws. 

12.  Commentaries  upon  the  Arundelian  Mar- 
bles, 1628.  Sir  Robert  Cotton,  as  is  well 
known,  had  brought  these  monuments  of 
antiquity,  the  year  before,  from  Constantino- 
ple, and  placed  them  in  his  house  and  gar- 
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dens  in  the  Strand.  But  on  their  remotil 
to  Oxford^  considerable  errors  were  dis€M>^ 
irered  in  Selden's  account  of  them*  A  new 
and  more  correct  edition  therefore  was  printed 
of  this  book>  by  order  of  the  university ;  and 
a  third  edition  has  been  ^inqe  pabU^d  by 
Michael  Mattaire. 

IS.  DeJwre  Naturaliet  QetiHam,  jmxta  Dis^ 
eiplinam  Hebraorum,  1634. 

14.  Uxor  Hebraica ;  sive  de  Nuptiis  et  Ditor^ 
tiis  ex  Jure  dvili,  id  est  divino  ei  Thalmudico 
veterum  Hebraorum ;  libri  tres*  First  published 
«  in  1646« 

15*  A  Defence  of  the  King's  Dominion  over 
the  British  Seas^   16S6. 

10  A  Discourse  concerning  the  Rights  and 
Privileges  of  the  Subjects,  id  a  Conference  de- 
aired  by  the  Lords,  and  had  by  a  Committee 
of  both  Houses  in  the  year  1628. 

17.  The  Privileges  of  the  Baronage  of  Eng- 
land, when  they  sit  in  Parliament,  1628. 

18.  A  brief  Discourse  concerning  the  Power 
of  Peers  and  Commoners  in  Parliament  in 
point  of  Judicature,  1628* 

19*  De  Anno  Civili  et'  Calendario  Judctice, 

1644.  .  .      . 

20.  Fleta  seu  Commentaries  Juris  Anglicani 

sic  nuncupatus,  1647< 


.  fil«  D^  ^/nedrHs  $t  PrmfeaturU  Hebr4eofwm, 

22«  A  Preface  to  the  Decern  Script&res  Am>^ 
glkatka;  containing  an  account  of  those  writers, 
with  Remarks  upon  their  respective  Histories^ 
^l  folio>  165%. 

These  ten  writers  are : 

I.  Simeon  Dunelmensis^  obiit  1150. 
£.  John  Hagulstand>  Hen.  IL  R.  1 
3*  Richard  ditto,  1190. 

4.  Sei^lo,  1160. 

5.  Ailredus  Rivalensis^  1 166. 

6.  Radulphus  de  Diceto,  1210. 
?•  John  Brompton. 

8.  Ge]:yase  Dorobensis,  11200. 
9*  Thomas  Stubbs^  1360. 
10.  William  Thorne,  1380. 
To  which  is  added^ 

II.  Henry  Knighton,  1395. 

£3.  Vindicia  secundum  Integritatem  Eiiiti^ 
matonis  sua,  S^c, 

Several  pieces  were  also  published  after  his 
death;  but  they  are  not  of  great  consequence  ; 
and  as  the  genuineness  of  several  of  them  has 
been  doubted,  they  deserve  not  a  particular 
enumeration.  I  shall  [.therefore  observe  only, 
that  an  edition  of  his  works  was  published  by 
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Dr.  David  Wilkins,  in  three  voItinSe«,  foiiOf 
1725 ;  containing  several  speeches^  argumentSi 
debates^  and  letters,  never  before  printed. 

The  last  piece  in  Wilkins's  edition^  is  en-, 
titled.  Table  Talk,  being  a  cQllection  of  mis* 
cellaneous  observations  on  a  great  variety  of 
subjects,  a  few  of  which  I  «hall  select.  Thej 
are  commonly  amusing,  often  instructive;  and 
are  better  adapted,  perhaps,  for  extraction, 
than  any  other  part  of  his  works. 

Changing  Sides, 

1 .  Tis  the  trial  of  a  man  to  see  if  be  will  change 
his  side ;  and  if  he  be  so  weak  as  to  change  once» 
be  will  change  again.  Your  country  fellows  have 
a  way  to  try  if  a  man  be  weak  in  the  hams,  by  com- 
ing behind  him,  and  giving  him  a  blow  unawares; 
if  he  bend  once,  he  will  bend  again. 

2.  The  lords  that  fall  from  the  king,  after  they 
have  got  estates  by  base  fiattery  at  court,  and  now 
pretend  conscience,  do  as  a  vintner,  that  when  he 
first  sets  up,  you  may  bring  your  wench  to  his  house, 
and  do  your  things  there;  but  when  he  gjrows  rich, 
he  turns  conscientious,  and  will  sell  no  wine  upon 
the  sabbath  day. 

3.  Colonel  Goring  serving  first  the  one  side,  and 
then  the  other,  did  like  a  good  miller,  that  knows ' 
how  *  to  grind  which  way  soever  the  wind  sits. 


.  4.  Aftftr  LuAer  had  malie  a  combmtwn  ui  6ar« 
many  aboat  religion,  he  was  sent  to  by  the  p6pe  to 
|>e  taken  off,  and  cyffered  any  preferment  in  the  cfanrtih 
4hat  he  would  make  choice  of;  Luther  answered,  if 
he  had  offered  half  so  much  at  first,  he  would  have 
accepted  it ;  but  now  be  had  gone  so  far,  he  eould 
tioft  Gome  back.  In  truth,  he  had  made  himself  ia 
greater  thing  than  they  Qonld  make  him;  the  Ger- 
man- princes  courted  him:  he  was  become  the  author 
4>f  a  sect  ever  after  to  becaUed  Lut^iei-ans.  So  hate 
our  preachers  done  that  are  against  the  l»shop«; 
they  have  made  themselves  greater  with  the  people, 
than  they  can  be  Bivde  the  other  way,  and  therefore 
there  is  the  less  charity  probably  in  bringing  thenot 
off.  Charity  to  strangers  is  enjoined  in  the  text* 
By  strangers  is  there  understood,  those  that  are  not 
of  our  own  kind ;  strangers  to  your  blood,  not  those 
jou  cannot  tell  whence  they  come ;  that  is,  be  chd- 
ritable  to  your  neighbours  whom  you  know  to  hi 
honest  people. 


Chrktims. 


In  the  high  church  of  Jerusalem,  the  Christian^ 
were  but  another  sect  of  Jews.  thfit*did  believe  the 
VOL.  II«  z  i 
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Mtesias  was  come. .  Tobe  called^  was  notbing  else^ 
but  to  become  ackmtiaiiy  to  have  the  name  oi  a  chris-» 
tian^  It  being  their  own  language;  for  amongst  the 
Jews,  when  they  made  a  doctor  of  law,  'twas  &aid| 
be  was  calkd,  . 

2.  The  Turks  tell  their  people  of  a  heaven,  where 
there  is  sensible  pleasure,  but  of  a  hell  where  tliej 
•hall  suffer  they  du  not  know  what.  1  he  Christians 
quite  invert  this  order,  they  tell  us  of  a  hell  where 
we  shall  feel  sensible  pain,  |»ut  of  a  heaven  where 
we  shall  eiyoy  we  cannot  tell  wh«u 


Houae  ofCommmi* 

1.  There  be  but  two  er)*oneous  opinions  in  the 
House  of  Commons :  that^e  lords  sit  only  for  them- 
selves ;  when  the  truth  is,  they  sit  as  well  for  the 
commonwealth.  The  knights  and  burgesses  sit  for 
themselves  and  others,  some  for  more,  some  for 
fewer.  And  what  is  the  reason  ?  Because  the  room 
will  not  hold  all;  the  lords  being  few^they  all  come; 
gnd  imagine  the  room  able  to  hold  all  the  conomons 
of  England ;  then  the  lords  and  burgesses  would  sit 
|io  otherwise  than  the  lords  do.  The  second  error 
Is,  that  the  House  of  Commons  are  to  begin  to  give 
ittbsidies;  yet  if  the  lorda  dissenti  they  can  give  i# 
money. 


2.  The  House  of  Commons  is  called  the  Lower 
tlouse  in  twenty  acts  of  parliament;  but  what  cure 
twenty  acts  of  parliament  amongst  friends? 

.3.  The  form  of  a  charge  runs  thus,  I  accuse  m  tie 
nanie  of  all  the  commons  of  England.  How  then  can 
imy  man  be  as  a  witness,  when  every  man  i»  made 
the  accuser* 


DanmatiotL 


t 

1.  If  a  physician  sees  you  eat  any  thing  that  ik. 

not  ^ood  for  your  body,  to  keep  you  frcftn  it>  he  cries 
it  is  poison.  If  the  divine  sees  you  do  any  thing 
that  is  hurtful  for  your  souli  to  keep  you  from  it,  he 
cries  you  are  damned.  % 

2.  To  preach  long,  loud,  aftd  damnation,  is  the 
way  to  be  cried  up.  We  love  a  man  who  damns  ttS| 
and  ^t  ran  after  him  again  to  save  us«  If  a  man 
tbad  a  spre  leg,  and  he  should  go  to  .an  honest  judi> 
cioos  surgeon,  and  he  should  only  bid  him  keep  H 
warm,  and  anoint-  with  such  an  oil,  (an  oil  well 
known)  that  would  do  the  cure^  haply  he  would  not 
much  regard  him,  because  he  knows  the  medicine 
beforehand  an  ordinary  medicine.  But  if  he  should 
go  to  a  surgeon  that  should  tell  him,  your  leg  will 
gangrene  within  three  days,  and  it  must  be  cut  o^, 
«nd  you  will  die,  unless  you  do  sometluiig  that  I 

li« 
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eould  teH  you;  vrhat  listening  tliere  would  be  ia 
this  man !  Oli !  for  the  Lord's  sake^  tell  me  what 
this  iSi*— I  win  give  you  any  content  for  your  pains. 


f^M 


Eqmhi, 


1.  Equity  in  law  fa  the  tame  that  the  spirit  is  ia 
religion,  what  every  one  pleases  to  make  it.  Some-* 
times  they  go  according  to  conscience,  sometimes 
according  to  law,  sometimes  according  to  the  rule 
0f  court. 

2.  Equity  is  a  roguish  .things  For  law  we  have 
m  measure,  we  know  what  to  trust  to;  equity  it 
according  to  the  conscience  of  him  that  i»  cfaancd* 
?or,  and  as  that  is  larger  or  narrower,  so  is  equity* 
rris  all  one,  as  if  they  should  make  the  standard  for 
the  measure,  a  chancdlor^s  foot.  What  an  uncer- 
tidn  measure  would  this  he!  One  chancellor  has  a 
long  foot,  another  a  short  foot,  a  third  an  indifferent 
focH:;  *ri8  the  Same  thing  ia  the  chancellor's  con* 
(icicnce. 

9.  That  saying.  Do  at  ^u  tDomtd-hc  dene  to^  is 
idftein  misunderstood ;  for  it  is  not  thus  meant,  that 
I,  a  private  man,  should  do  to  you,  a  privatemaiH 
)L8  I  would  have  you  to  me,  but  do*  as  .we  have 
agreed  to  do  one  to  another  by  public  agreement, 
tf  the  prisoner  &h6iild  ask  the  jadge,  whether  hit 
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would  bf  content  to  be  hanged,  were  he  in  his  case, 
he  would  answer,  no.  Then,  sa}^  the  prisoner,  4o 
as  ^ou  would  be  done  to.  Neither  of  them  must  do 
$s  private  men,  but  the  judge  must  do  by  him,  as 
they  have  publicly  agreed;  that  is,  both  judge  and 
prisoner  have  consented  to  a  law,  that  if  either  of 
them  steal,  they  shall  be  hanged* 


Evil  Speaking. 


1.  tie  that  speaks  tXL  of  another,  rommoiily  l^ 
fere  he  is  aware,  makes  himself  such  a  one  as  \t 
«pes^s  Against :.  for  if  he  had  civility  or  breeding,  Im 
yfotkld  forbear  i^ch  kind  of  language. 

2.  A  gallant  man  is  above  ill  words :  ^n  exaa* 

...  • 

pie  we  have  in  the  old  lord  of  Sialisbury,  wh6  was 
a  great  wise  man.  Stone  had  called  some  lord  abo«t ' 
court,  fool;  the  lord  complains,  and  has  Stone 
whipped;  Stone  cries,  ''I  might  have  called  irff 
lord  of  Salisbury  fool  often  enough,  before  he  movBA 
have  had  me  ^whipped.'' 

3.  Speak  not  ill  of  a  great  enemy,  but  rather  give 
him  good  words,  that  he  may  use  you  the  better,  if 
you  chance  to  fall  into  his  hands.  The  Spaniard  did 
thi^  when  he  was  dying ;  his  confessor  told  bim^  to  ' 
work  him  to  repentance,  how  the  devil  tormented 
the  wicked  that  went  t9  l^eU;  tbe  Spaniard  replying. 
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'  called  the  devil,  my  lord ;  I  hope  my  lord  the  devil 
is  not  so  cruel :  his  confessor  reproved  him.  £x« 
cuse  me,  said  the  Don,  for  calling  him  so,  I  knovr 
not  into  what  hands  I  may  fall ;  and  if  I  happen  into 
his,  I  hope  he  will  use  me  the  better,  for  giving  him 

*  good  words. 


Friars, 

I 

I 


1.  The  friars  say  they  possess  nothing;  whose 
-then  are  the  lands  they  hold?  Not  their  superior's, 
•he  hath  vowed  poverty  as  well  as  they.  Whose 
;;then?    To  answer  this,  it  was  decreed,  they  should 

say  they  were  the  pope's.    And  why  must  the  IhaFS 
•  be  more  perfect  than  the  pope  himself^ 

2.  If  there  had  heen  no  friars,  Christendom  might 
'rhave  continued  quiet,  and  things  remained  at  a  stay. 

S,M  there  had  been  no  lecturers,  who   succeed 
the  friars  in  •  their  way,   the  Church   of  Englaod 
.  might  have  stood  o^nd  flourished  at  this  day^ . 


ffumiUttf, 

1.  Humility  is  \i  virtue  all  preach,  none  practice, 
and  yet  every  body  is  content  to  hear.  The  ihaster 
thinks  it  good  doctrine  for  his  servant,  the  U^tY 
j[or  the  clergy^  and  the  clergy  for  the  laity. 


*$.  There  ia  kmrnUiaf  qwtdam  in  vkio»  If  a  maft 
■'•4oe^  not  take  autice  of  that  excellency  and  perfection 
that  is  in  himself,  how  can  he  he'thankiiil  to  Go<^ 
who  is  the  author  of  all  excellency  and  perfection! 
May,  it  a  man  hath  too  mean  an  opinion  of  himself 
it  will  render  him  unserviceable  both  to  God  aoA 
man. 

3.  Pride  may  be  allowed  to  this  or  that  degree^ 
else  a  man  caunot  keep  up  his  dignity.  In  gluttoni 
there  muot  be  eaUng,  in  drunkenness  there  o^ust  bt 
drinking ;  it  is  Qot  the  eating,  nor  it  is  n^t  the 
drinking,  that  is  to  be  blaioedy  hat  tha  ci^cets.  $• 
in  pride* 


Pubik  Interest, 


All  might  go  well  in  the  commonwealth,  if  every 
•ne  in  the  parliament  would  lay  down  his  own  inp 
terest,  and  aim  at  the  general  good.  If  a  man  was 
sick,  and  the  whole  college  of  physicians  should 
eome  to  him,  and  administer  to  him  severally^  haply 
so  long  as  they  observed  the  rules  of  art,  he  might 
recover ;  but  if  one  of  them  had  a  great  deal  of  scam- 
-mony  by  him,  he  must  put  ofF  that,  therefore  he 
prescribes  scammony  ;  another  diad  a  great  deal  of 
rhubarb,  and  he  must  put  off  that,  and  therefore 
1m  ptttti  -bes  rhubardi  &c«  they  would  certainly  kiU 
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Hk  naa.  W«  dettro'  the  conunoaweilthy  w1lilew» 
ffcjtrve  our  9mn  pritate  intcKSts,  and  neglect  thr 


JTttfg^. 


1,  A  king  m  m  tfaing  men  bave  maide  for  ditir  owa 
for  quittneu  take.  Just  as  in  a  family  one  msm 
la  appointed  to  bay  the  meat;  if  every  man  shooU 
bay,  or  if  there  were  many  boyertf,  they  woold  never 
ftgree;  one  woald  hay  what  the  other  liked  not,  or. 
what  the  other  had  bought  before,  so  thera  would 
be  a  confusion.  Bat  that  charge  being  committed 
to  one,  he,  according  to  his  discretion,  pleases  all. 
If  they  have  not  what  they  would  have  one  day, 
they  shall  have  it  the  next,  or  something  as  good. 

S«  The  m^ord  king  directs  our  eyes.  Suppose  it 
bad  been  consul  or  dictator.  To  think  all  kin^ 
alike,  is  the  same  folly,  as  if  a  consul  of  Aleppo  or 
.Smyrna,  should  claim  to  himself  the  same  powe^r 
that  a  consul  of  Roqie.  What,  am  not  I  eonsuli 
J6r  a  duke  of  £ngland  should  think  himself  like 
ttie  duke  of  Florence.  Nor  can  it  be  iaiagined  that 
Hke*  word  /3«^  Atyr  did  signify  -  the  same  in  Greek, 
as  the  Hebrew  woid  *^d  did  with  the  Jews*  Be- 
aides,  let  the  divines  in  their  pulpits  say  what  th^ 
.willy  tbi^  ia  their  practii^e  de;>7^  tM^  all  is  tb^ 
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Iftig^s.  Tliey  906  hiniy  and  so  doM  att  the  nation 
whereof  they  are  a  part.  What  matter  it  it,  then, 
what  they  preach  or  teach  in  the  schools  } 

3.  Kings   are  all  individual,  this  or  that  king ; 
Acre  is  no  species  of  kings.  • 

4.  A  king  that  claims  privileges  in  his  awn 
country 9  because  they  have  them  in  another,  is  just 
as  a  cook,  that  claims  fees  in  one  lord's  house,  be- 
canse  they  are  allowed  in  another.  If  the  master 
pf  the  bouse  will  yield  tb^m,  well  and  good.    ^ 

5.  The  text,  Render  unto  Ccesar,  the  things  that  are 
Casar^Sy  makes  as  much  against  kings  as  for  them; 
for  it  says  plainly,  that  some  things  are  not  Csesar^s. 
^ut  divines  make  choice  of  it,  first  in  flattery,  and. 
then  because  of  the  other  part  adjoined  to  it,  Render 
unto  God  the  things  that  are  God^s,  where  they  bring 
in  the  church. 

6.  A  king  outed  of  his  country,  that  takes  as 
much  upon  him  as  he  did  at  home  in  his  own  court, 
is  as  if  a  man  on  high,  and  I  being  upon  the  ground, 
used  to  lift  up  my  voice  to  him,  that  he  might  hear 
me,  at  length  should  come  down,  and  then  expects 
J  should  speak  as  loud  to  him  as  I  did  before. 


Selden  was  a  man  of  very  e.x  tensive  learning; 
he  is  stykd^  even  by  th«  learned  Grotius, 
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SELDEK. 


"  the  hononr  of  the  English  nation ;"  a  coki- 
pliment^  whiph  from  the  literary  celebrity  of 
the  bestower,  he  is  said  to  have  prized  aboTe 
aU  other  marks  of  consideration. 

But  his  language  is  little  deserving  of  com- 
mendation. It  has  been  observed,  that  it  is  a 
mixture  of  all  that  is  bad,  as  well  as  good,  in 
the 'Latin  language.  A  still  worse  fault  is,  that 
bis  method  is  often  perplexed  and  ooscure.  Yet 
his  writings  are  replete  with  erudition  and  ra- 
tii?nal  observation ;  circumstances  which  stamp 
a  value  upon  them,  which  the  direct  oppo- 
sites  of  the  defects^  mentioned,  unaccompanied 
by  real  information,  could  never  have  be* 
stowed.  Bacon  had  so  high  an  opinion  of 
Selden,  that  he  desired  by  his  will^  his  advice 
should  be  taken  respecting  the  publication  or 
^suppression  of  his  own  MS.  treak^ises« 


'M 
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KING  JAMES. 


X  HAYS  placed  James  in  the  rear  of  the  wor* 
thies  which  honoured  his  reign,  not  precisely 
(as  Hume  states  it)  because  that  is  his  place 
ivhen  considered  as  an  author;  but  because  I 
happened  not;  tP  get  his  article  in  time  to 
come  jBrst. 

The  English  works  of  James  I.  were  publish* 
ed  in  1(j16>  folio,  by  James,  bishop  of  Winton^ 
and  dean  of  his  majesty's  Chapel  HoyaU  The 
several  pieces  contained  in  the  volume  are: 

1.  A  Paraphrase  upon  the  Revelation. 

2.  Two  Meditations:' the  first  upon  the-7th, 
8th,  9th,  and  10th  verses  of  the  20th  ch.ip. 
of  the  Revelation :  the  second  upon  the  £.5th^ 
g6th,  27th,  28th,  and  29th  verses  of  the  15th 
chap,  of  the  first  book  of  the  Chronlclesi. 

3t  Daemonology.  -^ 


4.  Basilicon  Doron. — ^This  is  said  to  have 
been  the  work  by  which  James  gained  the 
most  reputation.  It  is  addressed  to  his  son 
Henry,  and  contains  instructions  to  him,  re- 
lative to  the  subject  of  government ;  in  the 
theory  of  which*  his  majesty  .appears  not  to 
have  been  ignorant. 

5.  The  true  Law  of  free  Monarchies;  or 
the  reciprocal  and  mutual  Duty  betwixt  a  free 
King,  and  his  natural  Subjects. 

His  majesty  in  his  exordium  to  this  work. 
Very  properly  makes  the  following  frank  ac? 
knowledgment. 

I  have^  chosen  (says  he)  only  to  set  down  rn  this 
short  treatise,  the  true  grounds  of  the  mutual  duty 
and  allegiance  betwixt  a  free  and  absolute  monarcll 
and  his  people:  not  to  trouble  your  patience  with 
answering  the  contrary,  propiosittons,  which  somt 
liave  not  been  ashanaed  to  set  dawn  in  writ,  to  ths 
poisoning  of  infinite  number  of  simple  souls,  and 
their  own  perpetual  and  well-deseryed  infamy;  for 
by  answering  them,  I  could  not  have  eschewed 
whiles  to  pick  and  bite  well  saltly  their  persons.; 
which  would  rather  have  bred  contentiousness  among 
the  readers  (as  they  had  liked  or  misliked)  thai^ 
sound  instruction  of  the  truth:  which  I  protest  to 
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bim  diat  is  the  searcher  of  all  hearts,  is  ths  only 
mark  that  X  shoot  at  herein.  ^ 


The  plan  of  the  work  he  states  thus : 

First  then,  I.will  set  down  the  true  grounds  where- 
upon I  am  to  build,  out  of  the  Scriptures,  since  mo- 
narchy is  the  true  pattern  of  the  divinity,  as  I  have 
already  said.  Next,  from  the  fundamental  laws  of 
our  own  kingdom,  which  nearest  must  concern  us» 
Thirdly,  from  the  law  of  nature,  by  divers  similitudes 
drawn  out  of  the  same :  and  will  conclude  syne  *  by 
answering  the  most  weighty  and  appearing  incop- 
modities  that  can  be  objected. 


^—^. 


The  following  pai^age  furaishes  an  amusing 
instance  of  James's  despbtical  principles. 

And  now  first  for  the  father's  part  (whose 
natural  love  to  his  children  I  described  in  the  firsts 
part  of  this  my  discourse,  speaking  of  the  duty  that 
kings  owe  to  their  subjects,)  consider,  I  pray  you, 
what  duty  his  children  owe  to  him ;  and  whether 
upon  any  pretext  whatsoever,  it  will  not  be  thought 
monstrous  and  unnatural  to  his  sons  to  rise   up 

'  ^since^  aftenrards. 
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•gainst  him,  to  controul  him  at  their  appetite ;  an^ 
when  they  think  good,  to  slay  him,  or  to  cut  him 
•ffy  and  adopt  to  themsdv^s  any  otlier  they  please, 
in  his  room :  or  can  any  pretence  of  wickedness,  or 
rigour  on  his  part,  be  a  just  excuse  for  his  children 
to  put  hand  into  him  ?    And  although  we  see  by  the 
course  of  nature,  that  love  useth   to  descend  more 
than  ascend,  in  case  it  were  true,  that  the  father 
hated  and  wronged  the  children  never  so  much,  wiH 
any  man,  endued  with  the  least  spunk  of  reason, 
think  it  lawful  for  them  to  meet  him  with  the  line  ? 
Yea,  suppose  the  father  were  furiously  following  hib 
eons  with  a  drawn  sword,  is  it  lawful  for  them  to 
turn  and  strike  again,  or  make  any  resistance,  but 
by  flight?    I  think  surely,  if  there  were  no  mofte 
but  the  example  of  brute  beasts  and  unreasdnable 
creatures,  it  may  serve  well  enough  to  qualifjf  and 
prove  this  my  argument.     We  read  oflen  the  piety 
that  the  storks  have  to  their  old  and  decayed  parents; 
aud  generally  we  know,  that  th^fe  are  many  sorta 
of  ^beasts  and  fowls,  that  with  violence  and  mai^ 
bloody  strokes  will  beat  and  banish  their  young  ones 
from  tbem,  how  soon  they  perceive  them  to  be  able 
to  fend  themselves ;  but  we  never  read  or  heard  of 
any  resistance    on   their  part,   except  among   the 
vipers ;  which  proves  such  persons,  as  ought  to  be 
reasonable  creatures,  and  yet  unnaturally  follow  this 
example,  to  be  endued  with  their  viperous  nature. 
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And  for  tb^  similitude  of  tfa^  head  and  tlie  body^it 
txmy  very  well  fall  out,  that  the  bead  will  be  foreed  to 
gOK^  cut  off  some  rotteu  member  (as  I  have  already 
said)  to  keep  the  rest  of  the  body  in  integrity;  hot 
what  state  the  body  can  be  in,  if  the  -head,  for  .any 
infirmity  that  can  fall  to  it^  be  cut  off,  I  leave  it  to 
the  reader's  j  udgmen  t . 

.  So  as  (to  conclude  this  part)  if  the  children  may 
upon  any  pretext  that  can  be  iniagin  d,  la^vfuliy  rise 
up  against  their  father,  cut  him  off,  and  choose  any 
other  whom  they  please  in  his  room ;  and  if  the  body 
for  the  weal  of  it,  may  for  any  infirmity-  that  can  be 
in  the  head,  strike  it  off,  then  I  cannot  deny'  that 
the  people  may  rebel,  controul,  and  displace,  or  cut 
off  their  king  at  their  own  pleasure,  and  upcm  re- 
spects moving  them.  And  whether  these  similitudes 
represent  better  the  office  of  a  king,  or  the  offices  of 
masters,  or  deacons  of  crafts,  or  doctors  in  physic^ 
(which  jolly  comparisons  are  used  by  such  writers 
as  maintain  the  contrary  proposition)  I  leave  it 
also  to  the  reader's  discretion. 


i^BA 


As  a  sort  of  salvo  for  the  unqualified  des- 
potism  of  the  preceding  passage,  his  marjesty 
presently  adds : 

Not  t}iat  by  all  this  former,  discourse  of  mine,  au^ 

>  to  mskcy  cause. 
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9p6hgy  for  loagi,  I  mean  that  vrhatoorfw  an^ff  tad 
intolerable  abominations  a  sovereigo  priace  comioii, 
lie  ongfai  to  ebcape  all  punisfameat,  as  if  thereby  tk^ 
world  were  on)y  ordained  for  kiogs,  aad  they  witb- 
oot  eontroalment  to  turn  it  upside  down^  at  their 
pleasure;  but  by  the  contrary,  by  remitting  them  t^ 
God  (who  is  their  only  ordinary  judge)  I  remit  them 
to  the  sorest  aiid  sharpest  schoolnnaster  that  can 
%e  devised  for  them  :  for  the  further  a  king  is  pra- 
ferred  by  God  above  all  other  ranks  and  degrees  of 
^en,  and  the  higher  that  his  seat  is  above  tiiatiai 
the  greater  is  hie  vUigation  to  his  mak^t. 


The  remaining  pieces  in  the  volume  are : 

6.  A  Counter-bkiBt  to  Tobacco;  Anony- 
mous. 

7.  A  Disoourse  of  the  Powder  Treason* 
Anonymooa. 

8.  An  Apology  for  the  Oath  of  AHegianoe, 
first  set  out  anonymous,  and  afterwards  pub- 
lished with  the  prsmonition  under  his  ^lajesty*s 
own  name. 

9^  A  Pranmonition  to  all  Christian  I^o« 
narclis,  free  Princes  and  States,  written  both 
in  English  and  Latin,  by  his  majesty. 

10.  A  Declaration  agafUst  Vorstius^  written 
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ft 

by  his  majesty^  first  in  French^  after  translated 
into  English  by  his  majesty's  leave. 

1 1.  A  Defence  of  the  Right  of  Kings,  against 
Cardinal  Perron/  written  by  his  majesty  in 
French,  and  thereafter  translated  into  English 
by  his  majesty's  leave. 

To  the  above  are  added  five  speeches   on 
different  occasions.    The  king  wrote  also  va? 
rious  pieces,  in  I^^tin,  which  it  were  needless  ' 
to  particularize. 

The  following  lines   are  found  under  th^ 
print  of  James,  prefixed  to  his  works. 


Crowns  have  their  compass,  length  of  days  their  date. 
Triumphs  their  tombs,  felicity  her  fate ; 
Of  more  than  earth,  can  earth  make  none  partaker, 
But  knowledge  makes  the  king  most  like  his  maker. 
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GLOSSAHT. 


A. 

AccoRDi^Vy  to  agreCf  accord^  grmii* 

Accordeden,  agreed^  granted. 

Adoube,  to  dubb/ 

Adrad,  adradde,  t^raid. 

Aferde,  afraid. 

Again,  ageyn,  agakut. 

Aga^nward,  contrariwise. 

Agasten,  tofrighten^  terrify. 

Algatesy  always. 

Allies,  kindred. 

Almayn,  Germany. 

Angie*  to  jangle. 

Antesis,  author ^  cause* 

A  pay,  to  appease^ 

Appayr,  appaired,  to  imfair^  it^aini* 

Appainng,  impairing, 

Appropred,  appropriated. 

AreD,  arne,  are. 

Arragoaars,  4rragonians. 

Artetykcs,  ackkg  oj  limits. 

Artyd,  pressed^  constrained. 

Assauts,  assaults. 

Aflsoil,  assoilen,  to  loose^  aktctoe* 

AlBtonied)  astonished. 

Avyt,  advice^  opigfiim^  understanding. 

X  k  8 
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B. 

Barttte,  harhanty  f 

Baynes,  baths^  or  hagnlim. 

Be,  sometimes  used  tor  bem* 

Bedeman,  confessor, 

Behight,  foretold. 

Beir,  a  shriU  noise. 

BemerSy  Bohemians. 

Ben,  are,  bey  bten^  kavettau 

Beryn,  to  bear. 

Besmyt,  to  taints  corrupt. 

Bcsy,  busy. 

Besynes,  business. 

Bitake,  to  deliver^  delioeredm 

Blinae,  to  cease^  stop. 

Boon,  a  bone. 

Brenning,  burning. 

Brente,  burnt.' 

Jiioxidef  a  brand. 

Bush,  to  lie  in  ambush. 

Sushment,  an  ambuscade, 
utf  but  if,  unless,  txcepf. 

C. 

Cbaas,  (from  cheese)  cAofe. 
Caitiffness,  meanness. 
Can,  to  know. 
Cfftes,  certainly. 
\  Chambred,  chamferred. 
Cbamp,  (Fr.)  Jitld. 
Chary  tes,  chariots.  - 
Chastise,  to  amend. 
Chese,  cheese,  to  chooss. 
Chesell,  chisel,  bodkin. 
Clepe,  to  tall. 
•bpedi  cleapedy  clept;  caUed, 
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Cleucbis,  doughs,  deep  valleys^  or  rdfoinu  in  tht-^kSlt. 

Conimyxion,  conmixture. 
Comprize,  to  undertake. 
•  Con,  conne,  to  know. 
Conning,  cunning,  knowkdgt^ 
Cnnidcf,  co.Jiict. 
Contrary,  dtrtcted  towards* 
Costlew,  costly. 
Could,  knew. 
Co V  enable,  convenient.  , 
C •  vet V be,  covitousness. 
Craft,  art, 
Curtarse,  courteous. 

Bagging,  slUting^  cutting  into  sUps. 

Delices,  (Fr  )  dtUghts. 

Depart,  to  divide. 

Despoil,  to  take  off^  or  divest. 

Diets,  sayings. 

Diffenses,  prohibitions. 

Distraught,  to  distract,  tortuTe ;  dktractedf  S^. 

Do,  sometimes  for  done.  ^ 

Done,  to  do. 

Donet,  introduction. 

Doom,  judgment f  reason. 

Dou,  dove. 

Bouht,  fear;  to  fear. 

Doubted,  J  eared. 

Doubty,  doubtjul. 

Dure,  to  last,  extend. 

Dured,  lasted,  extended. 

Duresse,  durance. 


£. 


Fft,  oft. 

Egal,  (Fr.)  equal. 


Elle,  else. 

Else,  either. 

Enchesofi,  chance, 

Enpight,  injixed  ;  »rAfrmf  ,•>»»  pSke,  (Sax.)  fe  «&|, 

fEnseign,  or  ensign ;  ensigneU,  to  tmk  s  tWKhi^ 
nseigniiients,  inatmctions.  * 

ntendement,  thought,  destiny^ 
Everyche,  each, 
Extmught,  extracted. 
Eyen,  eyes. 

Fall,  e^ent,  accideni. 
Farder,  loth,  more  lotk, 
.  Ferde,  jear.  ''  * 

Ferdenesse,  /ear,  dread. 
Ferre,  /or. 

Fond,  to  engage,  try,  tndeaimr, 

For,  became. 

For  the  nonce,  on  purpose,  by  deagm^ 

Jorlet,  dtserted.  '^      ^ 

Foryet,  to  forget. 

Fiejes,  (Fr.)jriars, 

Fro,  /r<w». 

Frotynge,  ruAJw^f  from  froUer  (Fr.)  /p  ,^f 

■  Pt 
Gar,  to  mo^e,  cai»e. 

Gart,  made,  cavsed.  »     .  * 

Gardaine,  guardian^ 
Gay,  /i^A^,  ^/^m^, 
Gear,  stuffs  matter.  r 

Ghe,  j/e,  yea. 
Git,  ^r/, 
plossc,  gf/ow,  Ue, 


ti 
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Goilk,  the  eucJcoQ. 

God,  gone,  goo,  .goon,  to  go. 

Gndelstede,  girdle's  place  ;  the  xoaui* 

Grome,  chM^  qffkprmg. 

Quarish,  to  cure  ;  Jnm  gnarir  f  (Fr.) 

Gurged,  gorged. 

■       H. 

Haly,  hofy. 
Han,  have, 
Heare,  hair^ 
Bede,  care,  caution, 
Hegb,  to  high^  exalt* 
Hele,  health. 
Hem,  them^ 
Her,  for  their, 

Herie,  to  master  ;  i,  e.  to  trtai  M  a  metier  or  nperkt. 
Hests,  commands, 
Hele,  to  ordain^  ordev^  commatid, 
Highte,  caUedy  or  is  called, 
Hogy,  to  raiscy  estdt. 
Hostel,  house. 
Hose,  hollow, 

Housel,  {part.)  honseld,  to  adminiifsr  the  Lsiriisivffgt^ 
How  so  be  it,  notwithstanding. 
Hungerand,  hungry.    . 

Hutch,  originally  a  cqfery  or  a  recess  in  a  ^m,  i$  c(M» 
tain  com  thrashed,  but  not  winnowed. 

« 

I. 

Indigne,  unworthy. 

Into,  sometimes  used  for  unto,       , 

J. 

* 

Jubarde,  to  endanger,  put  in  Jeopardy  ^ 

Jubaxdy,  jeopardy,  .      ' 
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K. 

Kembed,  combed. 

Ketylde,  tickled,  stimulated. 

Kind,  nature. 

Kinf,  cows. 

Kinreden,  kindred. 

Knave,  a  maky  a  servant,  a  lacquey. 

KiMiuen,  to  know,  knew. 

L. 

Largess,  beneficence, 

Lauly,  lowly. 

Leave,  to  omit. 

Left,  left  off. 

Lese,  to  lose. 

Lesing,  lying. 

Let,  letted,  |o  hinder,  hindered. 

Lewd,  mean,  low. 

Licorousness,  licorishness,  lechery^ 

Lifelode,  IvveHhood^  lifehold. 

Light,  easy y  trifling. 

Lightly,  easily. 

Liking,  pleasure. 

Lofy,  to  elevate,  exalt, 

Longeth,  belongeth. 

Louage,  praise;  louange  (Ft») 

LMSt,  desire,  ^ 

M. 

Malvesye,  malmsey. 
JManche,  (Fr.)  a  sleeve. 
Massagers,  messengers, 
Maugre,  in  spite  tf, 
Medle,  to  mix. 
Medling,  mixture,  mingling, 
Megre,  thin,  to  thin,  diminish. 
Mesphse^  (Fr.)  t^  despise. 
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Mete,  meat, 
Michc,  muck, 
Minish,  to  dminish. 
Misprision,  amtcn^t^ 
Mokell,  much. 
Mo,  moo,  more. 
Mo  we,  maj/. 

Nakeres,  nacara^  (Du  Cange)  a  kind  of  brazen  drum 

used  in  the  cavalry, 
Nat,  not, 

Natheless,  nevertheless, 
Ne,  n  r,  neither. 
Neigh,  nighen,  to  aj^roach* 
Nere,  never. 
Neyer,  neither. 
Noblesse,'  nobleness, 
Non,  none,  not^  no, 
Norie,  a  foster-child, 
Noryce,  a  nurse,  nonrice;  (Fr.) 
Notoirly,  notoriously, 
Novelries,  novelties. 
Nought,  not, 

Nouther,  neither,  "^ 

Noyous,  noxious, 

O. 

Or,  ere,  before, 

Ounding,  guarding,  like  wares, 

Oxee,  a  small  hedge-sparrow, 

P. 

Panions,  cmnpanions. 

Party,  apart. 

Pastaunce,  pastime, 

Peitrels,  breast-plates  for  horses.  4 
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Perpended,  weighed. 

Playfcrs,  brethren. 

Pouncing,  punching  with  a  bodkkt, 

Prece,  press,  throng. 

Preu,  prudent, 

Piivy,  intmate.  , 

Privalty,  intimacy. 

Proprieties,  properties* 

Psever,  to  persevere,  x 

Punition,  punkhmen{,  . 

Purpure,  purple. 

Qoitc»  to  requite. 

R. 

^ammasbe,  collected ;  from  ramasscr  (Fr.)  to  idkct*     ^ 

Rede-schank,  ajteld-fare. 

Reuning,  running,  > 

Repreved,  reproved, 

Rere-snpperSy  late-suppers . 

R(Jyalnie,  royamme,  (Fr.)  realm,  kwgdcm* 

S.    . 

Salle,  saal,  the  soul. 
Sauf,  save, 
Saaier,  the  psalter. 
Scaat,  scarcely, 
Scholen,  shulen,  shall. 
Schrifs,  confessions,  -  , 

Sclough,  slew. 

Scute,  a  French  gold  coin,  the  same  with  their  escuts, 
or  ^ais  d^ur,  or  gold  crown-piece,  'of-  the  value  of 

Zs,  Ad,  .  _ 

Seemlicbe,  seemUj,  beautiful,  most  beadtiful. 

Selden^  sddom.  . 


Setnblable,  similar, 

Semblably,  inhke  manntr* 

Semblant,  appearance* 

Servage,  dtrvery^  bondagt* 

Settle^  a  seat^  , ,   . 

Seyn,  to  say. 

Shf»i»t,  skut. 

Sbend,  shenden,  to  hurty  tmrtig^  l^bte^. 

Shrive,  shriVen,  to  co/i/ess  to  a  priest. 

Sic,  «o,  such^ 

Sickei,  sure. 

Sith,  syth,  syn,  sitheo,  fiihiny  sithenc^  mm. 

Slee,  to  slay. 

Soth,  truth. 

Sparbyl,  to  scatter. 

Spar  by  led,  scattered^ 

SpHTihey  an axe,or kalbert,  securis  Da|iica(DuCange)y 

Sperkeland,  scattered. 

Spilt,  lost. 

Spouse-breach,  matrimomal  infidcUty^  • 

Stljf  ">S8»  strictness.  .        . 

TaTys,  tdGief,  taxes. 

Tamys,  the- Thames. 

Targe,  a  shield  ;  to  shieU. 

Tene,  griefs  sorrow ;  to  nuike  sorry ^ 

Tentifly,  attentively. 

There,  usee)  soaietimes  for  where. 

Tbilk,  that  those. 

Tho,  they,  those,  the^  then., 

ToforDe,  be/ore.     * 

I'oke,  to  take. 

Tome,  empty..  '  * 

To  sooner,,  for  the  sooner. 

Trow,  to  kinnv,  supposed. 

ITrQwedy  knew  supposed. 


>  '<    308    ) 

TmandiflB,  frtianti ,  stragglcn^ 

Truhse,  to  thnmt, 

'     •  •  * 

Tuecbiiis,  a  lapving, 

Tytliby  §taading*imagc80 

Um thought,  mwdfuL 

Unrovenable,  mtbeccw'mgm 

UneUie,  scarcdy. . 

UnweeUiigy  unkMiing,  ' 

.      ■    V.     ' 
k  Vttstable,  inflemnnabk  passiuiuUe  f 

Vys»<?,  advicf^  accord. 

W. 

Warlye,  warlike. 

Wene,  f^  MwA:,  imagine. 

Wf'bhen,  f   wa«A, 

W  ete,  fu  know.  ^  ^  %  ^ 

Whereas,  used  sometimes  for  whereat •  r    " 

Wist,  knew. 

Wis  ten,  t  >  knuw. 

Wit,  wyte,  wytene,  to  hnmv^  or  vnderstandm 

Wiiholii,  witheid,  to  detaui,  detamtd, 

Woll,  wUL  ^ 

Wood,  wrath. 

Worthly,  worthy. 

Wost,  knowest. 

Wot,  wote,  to  knnxQ,  knew. 

Wyrche,  from  werke^  to  work^  erfret^ 

Y. 

Yamge,yaw,  temple^ 
Yat,  yt,  that. 
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